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THIS INDEX is based on a consolidation of contents 
entries appearing in the January-December subject 
references. The entries are arranged first under the 
name of the agency which issued the document. Under 
each agency, the entries are then listed alphabetically 
within the categories of Rules, Proposed Rules, and 
Notices. Executive Orders, Proclamations, and other 
documents from the President are listed under 
Presidential Documents. The number at the end of each 
entry gives the pages in the Federal Register where the 
document begins. Use the table of Federal Register 
Pages and Dates at the back of this index to locate the 
issue date for each page number. This index is 
published monthly and is cumulated for 12 months. 


A general index to the entire Code vi Federal 
Regulations, is found in the CFR Index and Finding 
Aids volume, and is revised as of January 1 each year. 


The LSA (List of CFR Sections Affected), a cumulative 
numerical finding aid, is published monthly and is 
cumulated for 12 months, keyed to the revision dates of 
the various CFR volumes. 


All Federal Register publications are available for 
purchase from the Superintendent of Documents, U.S. 
Government Printing Office, Washington, D.C. 20402. 


The Federal Register Index is prepared under the 
direction of Michael L. White, assisted by Kevin Green. 


The Federal Register Index is on the Internet at http:// 
www.archives.gov/federal-register/the-federal-register/ 
indexes.html. 


INQUIRIES may be made to the Customer Services Unit 
at 202-741-6000, (TDD) 202-741-6086 or by e-mail at 
info@fedreg.nara.gov. 


POSTMASTER: Send address change to the 
Superintendent of Documents, U.S. Government 
Printing Office, Washinton DC 20402, along with the 
entire mailing label from the last issue received. 


SUGGESTIONS concerning this and other publications 
of the Office will be welcomed by Raymond A. Mosley, 
Director, Office of the Federal Register, National 


Archives and Records Administration, Washington, D.C. 


20408. 
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Actuaries, Joint Board for Enrollment 
See Joint Board for Enrollment of Actuaries 
Administration on Aging 

See Aging Administration 


Administrative Committee of the 
Federal Register 


See Federal Register, Administrative Committee 


Administrative Conference of the 
United States 


PROPOSED RULES 
Disclosure of Records or Information, 1542 
NOTICES 
Adoption of Recommendations, 48789 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 3876, 
13338 
Meetings, 30088, 71510 
Committee on Administration and Management, 
10874 
Committee on Regulation, 28209, 64298 
Committee on Rulemaking, 48117, 58237, 
66891 
Committees on Administration and 
Management, Collaborative Governance, 
and Judicial Review, 18144, 54730, 61072 
Committees on Collaborative Governance, 
Regulation, Rulemaking. Judicial Review, 
and Adjudication, 12315 
Recommendation Adoptions, 


Advisory Council on Historic 
Preservation 


See Historic Preservation, Advisory Council 


African Development Foundation 


NOTICES 
Meetings: 
Board of Directors, 4278, 43649, 64892 


Agency for Healthcare Research and 
Quality 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2121, 
2328, 2390, 2911, 4354, 4356, 4358, 4697, 
4700, 4908, 10900, 13410, 13412, 16778, 
16779, 16783, 16785, 17864, 17865, 21744, 
21746, 27323, 30170, 30172, 30364, 32207, 
37115, 38397, 38399, 39876, 39878, 44927, 
44929, 46809, 57046, 57048, 61707, 62410, 
67732, 68834, 70456, 70723, 70723, 72414, 
72929, 72931, 74785, 81944 

CHIPRA Pediatric Quality Measures Program: 

Request for Nominations for Expert Panelists, 
33765 

Common Formats for Patient Safety Data 
Collection and Event Reporting, 12358, 
67456 


Delistings; Patient Safety Organizations: 
Voluntary Relinquishment from Child Health 
Patient Safety Organization, Inc., 71345 
Voluntary Relinquishment from Emergency 
Medicine Patient Safety Foundation, 71345 
Voluntary Relinquishment from Peminic Inc. 
dba Peminic-Greeley PSO, 71346 
Measure and Domains for Development; 
Solicitation: 
Standardized Instrument in Reporting of Family 
Experience of Pediatric Patient Care, 81945 
Meetings: 
Health Services Research Initial Review Group 
Subcommittees, 60494 
National Advisory Council for Healthcare 
Research and Quality, 14668, 40733, 
62068 
National Advisory Council Subcommittee 
Identifying Quality Measures for Medicaid 
Eligible Adults, 44932 
Software Developers on Technical 
Specifications for Common Formats for 
Patient Safety Data Collection and Event 
Reporting, 16785 
Patient Safety Organizations: 
Rocky Mountain Patient Safety Organization, 
Voluntary Delisting, 9350 
Voluntary Delisting from Apollo Publishing, 
Inc., 7853 
Voluntary Delisting from Community Medical 
Foundation for Patient Safety, 7855 
Voluntary Delisting from HealthDataPSO, 7853 
Voluntary Delisting from Lumetra PSO, 7854 
Voluntary Delisting from Oregon Patient Safety 
Commission, 7853 
Voluntary Delisting from Quality Excellence, 
Inc./PSO, 7854 
Voluntary Relinquishment from Georgia 
Hospital Association Research and 
Education Foundation, 79192 
Voluntary Relinquishment from HPI-PSO, 
60494 
Voluntary Relinquishment from HSMS Patient 
Safety Organization, 79192 
Voluntary Relinquishment from Illinois PSO, 
60495 
Voluntary Relinquishment from The Patient 
Safety Group, 60495 
West Virginia Center for Patient Safety, 
Voluntary Delisting, 9351 
Patient Safety Organizations; Delistings: 
Voluntary Relinquishment from HealthWatch, 
Inc., 74788 
Patient Safety Organizations; Delistings for Cause: 
Patient Safety Organization One, Inc., 58812 
Scientific Information Request on CYP2C19 
Variants and Platelet Reactivity Tests, 77833 
Scientific Information Request on Intravascular 
Diagnostic and Imaging Medical Devices, 
77834 
Scientific Information Request on Pressure Ulcer 
Treatment Medical Devices, 74789 
Scientific Information Requests: 
Insulin Delivery and Glucose Monitoring 
Devices for Diabetes Mellitus, 36539 
Phototherapy for Treatment of Chronic Plaque 
Psoriasis, 66307 
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Senior Executive Service Performance Review 
Board Membership, 64948 


Agency for International Development 


RULES 
Drug-Free Workplace; Requirements, 34573 
Government-Wide Debarment and Suspension 
(Non-Procurement), 34143 
PROPOSED RULES 
Procurement of Commodities and Services, 51916 
Religious Organization Participation in USAID 
Programs, 16712 
Source, Origin and Nationality for Commodities 
and Services Financed by USAID, 8961 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 7145, 
19740, 35396, 76359 
Applications: 
Title II Non-Emergency Food Aid Programs 
Targeting Pastoral Areas in Ethiopia, 
34639 
FY 2011 Emergency Food Assistance Annual 
Program Statement, 23272 
Meetings: 
Advisory Committee on Voluntary Foreign Aid, 
23272 
Board for International Food and Agricultural 
Development, 33700, 36512, 58767 
Partner Vetting System Pilot Program, 50715 
Privacy Act; Systems of Records, 44888 
Senior Executive Service: 
Membership of Performance Review Board, 
70703 
Senior Executive Services Performance Review 
Board Update, 60799, 60800 


Agency for Toxic Substances and 
Disease Registry 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
17867 

Availability of Final Toxicological Profile for 
RDX, 53906 

Draft Toxicological Profile; Availability, 23600 

Draft Vieques Report: 

Evaluation of Environmental, Biological, and 
Health Data From Island of Vieques, PR, 
77234, 78661 

Proposed Substances to be Evaluated for Set 25 
Toxicological Profiles, 10906 

Revised Priority List of Hazardous Substances that 
will be the Subject of Toxicological Profiles, 
68193 


Aging Administration 


NOTICES 
Agency Information Collection Activities: 
Proposals, Submissions, and Approvals: 
Evaluation of the Aging and Disability Resource 
Center Program, 63924 
Extension of Certification of Maintenance of 
Effort for Title IIIf and Minor Revisions 


| 


Aging 


to Certification of Long-Term Care 
Ombudsman Program Expenditures, 33766 
Extension of Certification on Maintenance of 
Effort for Title III and Minor Revisions 
to Certification, etc., 17419 
Statement of Organization, Functions, and 
Delegations of Authority, 5178 
Supplemental Grant Funds: 
Senior Medicare Patrol Program, 41260 


Agricultural Marketing Service 


RULES 
Decreased Assessment Rates: 
Dried Prunes Produced in California, 53813 
Fresh Pears Grown in Oregon and Washington, 
54275 
Irish Potatoes Grown in Washington, 18001, 
41589 
Olives; California, 35957 
Olives Grown in California, 11937 
Pears Grown in Oregon and Washington, 53811 
Pistachios Grown in California, Arizona, and 
New Mexico, 60361 
Walnuts Grown in California, 8871 
Delinquent Assessment Fees: 
Vidalia Onions; Georgia; Changes in Late 
Payment and Interest Requirements, 37618 
Exports: 
Grapes and Plums; Minimum Requirements, 
14275 
Federal Seed Act Regulations, 31790 
Final Free and Restricted Percentages: 
Tart Cherries Grown in the States of Michigan, 
et al., 10471 
Frozen Okra; Standards, 64001 
Grade Standards: 
Potatoes, 31787 
Grapes Grown in Southeastern California; Review, 
37617 
Handling Regulations: 
Onions Grown in Idaho and Oregon; 
Modification, 67317 
Handling Requirements: 
Nectarines and Peaches Grown in California; 
Suspensions, 21615 
Imports: 
Cotton Board Regulations; Supplemental 
Assessment, 54078 
Increased Assessment Rates: 
Avocados Grown in South Florida, 7095 
Grapes Grown in Southeastern California, 
21620 
Oranges and Grapefruit Grown in Lower Rio 
Grande Valley in Texas, 61249 
.. Raisins Produced in California, 18003 
Walnuts Grown in California, 67320 
Labeling: 
Packed Honey, 251 
Marketing Order Regulations: 
Handling of Spearmint Oil; Far West; 
Marketing Year 2011-2012, 61933 
Irish Potatoes Grown in: Colorado; Area No. 
3; Modification, 80211 
Spearmint Oil; Far West; Revision, 4204 
Marketing Orders: 
Irish Potatoes; Southeastern States; Suspension, 
33967 
Irish Potatoes; Washington; Modifications, 
27850 
Marketing Order 924; Prunes Grown in Oregon; 
Termination, 21618 
Marketing Order No. 920; Kiwis; Correction, 
4201 
Peanuts; Standards for Marketing in the United 
States, 7096 


Pears; Oregon and Washington; Exemptions, 
27848 
Spearmint Oil; Far West, 33969 
Spearmint Oii; Far West; Salable Quantities and 
Allotments, 27852 
Marketing Orders; Suspensions: 
Irish Potatoes; Southeastern States, 65360 
Nectarines and Peaches Grown in California, 
43533 
Tart Cherries; Various States; Random Row 
Diversion, 65357 
Marketing Orders; Terminations: 
Nectarines and Peaches Grown in California, 
66602 
Marketing, Research, and Information Orders: 
Raisins Produced from Grapes; California; 
Trade Demands, 42006 
Marketing Requirements: 
Kiwifruit Grown in California, 80209 
Marketing, Research, and Information Orders: 
Beef; Reapportionment, 42012 
National Dairy Promotion and Research Program, 
80214 
National Organic Program: 
Certifying Agents and Operations, 26177 
National List; Allowed and Prohibited 
Substances; Amendment, 13501 
Ruminant Slaughter Stock Provisions, 26927 
National Organic Program; Sunset Review, 46595 
Pears: 
Oregon and Washington; Exemptions, 4202 
Perishable Agricultural Commodities Act: 
Post-Default Agreements on Trust Protection 
Eligibility, 20217 
Promotion, Research, and Information Order: 
Christmas Tree; Stay of Implementation, 71241 
Christmas Trees; Referendum Procedures, 
69094, 69110 
Cotton Board; Supplemental Assessment; 
Corrections, 69083 
Promotion, Research, and Information Orders: 
Blueberries; Review, 11939 
Irish Potatoes Grown in Washington, 48713 
Mango; Reapportionment, 36281 
National Dairy Promotion and Research 
Program; Amendments, 14777, 26930 
Softwood Lumber; Consumer Education, 46185 
Softwood Lumber; Referendum Procedures, 
22752 
Softwood Lumber Consumer Education 
Industry; Correction, 53816 
Sorghum; Referendum Results, 28625 
U.S. Honey Producer; Termination of 
Referendum Procedures, 14278 
User Fees: 
Cotton Classification Services, 25533 
Watermelon; Redistricting and Importer 
Representation, 42009 
PROPOSED RULES 
Agricultural Marketing Services; Extension, 26222 
Cattleman’s Beef Promotion and Research Board; 
Reapportionment, 18422 
Christmas Tree Promotion, Research, and 
Information Order, 9695 
Continuance Referenda: 
Sweet Cherries Grown in Designated Counties 
in Washington, 46651 
Cotton Classification Procedures; Cotton Leaf 
Grade; Revision, 80278 
Cotton Futures Classification Procedures; 
Revision, 60388 
Cotton Regulations: 
Board Rules; Adjustments on Supplemental 
Assessment on Imports, 32088 
Dairy Product Mandatory Reporting, 34004 
Delinquent Assessment Fees: 


Vidalia Onions; Georgia; Change in Late 
Payments and Interests, 27919 
Farmers’ Market Promotion Program, 3046 
General Specifications for Dairy Plants Approved 

for Inspection and Grading Service, 80280 
Grade Standards: 
Frozen Okra, 31887 
Handling Regulations: 
Irish Potatoes Grown in Colorado; Modification 
of the for Area No., 53842 
Onions; Counties in Idaho, and Malheur 
County, OR; Modification, 35997 
Imports: 
Pistachio; Requirements, 65411 
Increased Assessment Rates: 
Grapes Grown in Areas of Southeastern 
California, 7119 
Mango; Handlers and Importers, 26946 
Oranges and Grapefruit Grown in Lower Rio 
Grande Valley in Texas, 49381 
Raisins; California; Trade Demands, 27921 
Raisins Produced From Grapes Grown in 
California, 4254 
Walnuts Grown in California, 50703 
Livestock Regulations: 
Wholesale Pork Reporting Negotiated 
Rulemaking Committee; Establishment, 
4554, 23513 
Marketing Agreement: 
Order No.930; Amendment 
Marketing Agreements: 
Leafy Green Vegetables, 24292 
Tart Cherries Grown in Michigan, New York, 
Pennsylvania, Oregon, Utah, Washington, 
and Wisconsin, 13528 
Marketing Order No. 987; Dates; Riverside 
County, CA; Amendments, 69678 
Marketing Order Regulations: 
Domestic Dates Produced or Packed in 
Riverside County, CA, 34618 
Irish Potatoes Grown in Counties in Idaho, and 
Malheur County, OR, 4254 
Marketing Order No. 930; Tart Cherries; 
Michigan, New York, Pennsylvania, 
Oregon, Utah, Washington, and Wisconsin; 
Amendment, 69673 
Spearmint Oil; Far West; Quantities and 
Allotment Percentages for 2011-2012, 
11971 
Marketing Orders: 
Marketing Order 917; Nectarines and Peaches; 
California; Termination, 31888 
Marketing Order No. 983; Pistachios; 
California, Arizona, and New Mexico, 
57001 
Milk in Mideast Marketing Area; Hearing, 
55608 
Pistachios; California, Arizona, and New 
Mexico, 34181 
Marketing Orders; Suspensions: 
Tart Cherries Grown in Michigan, New York, 
Pennsylvania, Oregon, Utah, Washington, 
and Wisconsin, 42072 
National Dairy Promotion and Research Program, 
53844 
Draft Guidance for Accredited Certifying 
Agents and Certified Operations, 34180 | 
National List; Allowed and Prohibited 
Substances; Livestock; Amendments, 
25612 
National List of Allowed and Prohibited 
Substances; Crops, Livestock and 
Processing, 69141 
Periodic Residue Testing, 23914 
Sunset Review (2013), 31495 
Sunset Review; 2011, 288 
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Sunset Review for 2011, 81 
Promotion, Research, and Information Order: 
Irish Potatoes Grown in Washington, 16323 
Mango; Reapportionment, 13530 
Softwood Lumber; Referendum Order, 22757 
Promotion, Research, and Information Orders: 
Blueberries; Continuance Referendum, 16324 
Cranberries Grown in the States of 
Massachusetts, Rhode Island, Connecticut, 
et al., 16322 
Kiwifruit Grown in California; Reporting 
Requirements, 48742 
Raspberries; Processing and Importer 
Establishments, 25618 
Watermelon; Redistricting and Importer 
Representation, 25619 
Referendum Orders: 
Pears Grown in Oregon and Washington; 
Continuance, 8917 
Regulatory Flexibility Act: 
National Organic Program Regulations; Review, 
10527 
Terminated Marketing Agreement Orders: 
Milk; Mideast, 4393 
User Fees: 
2011 Crop Cotton Classification Services to 
Growers, 16321 
Wholesale Pork Reporting Negotiated 
Rulemaking Committee, 12887 
Farmers Market Promotion Program; Funds 
Availability, 31571 
2011 National Organic Certification Cost-Share 
Program, 54999 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
18147, 21700, 25663 
Child Nutrition Labeling Program, 28727 
Grain Market News Reports, 28726 
Marketing Orders tor Nectarines and Peaches 
Grown in California, 10555 
Nectarines and Peaches Grown in California; 
Withdrawal, 31295 
Plan for Estimating Daily Livestock Slaughter 
Under Federal Inspection, 48796 
Regulations for Inspection of Eggs (Shell Egg 
Surveillance), 55642 
Regulations Governing the Inspection and 
Grading of Manufactured or Processed 
Dairy Products - Recordkeeping (Subpart 
B), 66682 
Specified Commodities Imported Into the 
United States, Exempt from Import 
Regulations, 37765 
Agricultural Management Assistance Organic 
Certification Cost-Share Program, 55000 
Fruit and Vegetable Industry Advisory Committee; 
Re-establishment, Request for Nominations, 
37312 
Funds Availabilities: 
Inviting Applications for Specialty Crop Block 
Grant Program—Farm Bill, 312 
Hass Avocado Promotion, Research, and 
Information Order: 
Importer Associations and Assessment 
Computation, 23537 
Meetings: 
Fruit and Vegetable Industry Advisory 
Committee, 5779 
National Organic Standards Board, 12013, 
62336 
National Organic Standards Board; Correction, 
23537 
Plant Variety Protection Board, 21701 
National Organic Program: 
Draft Guidance Concerning Made With Organic 
(Specified Ingredients or Food Groups) 
Products, etc., 2328 


Nominations for Members of National Organic 
Standards Board, 18148 
Recommended Requirements for State Regulatory 
Agencies Adoption: 
Milk for Manufacturing Purposes and Its 
Production and Processing, 36078 
Sorghum Promotion, Research, and Information 
Program: 
Referendum, 314 
U.S. Standards for Grades of Processed Raisins; 
Withdrawal, 34031 
United States Standards for Giades of Cultivated 
Ginseng, 53875 
United States Standards for Grades of Grapefruit 
Juice, 51343 
2011 Farmers Market Promotion Program; 
Funds Availability, 
Cotton Research and Promotion Program; Review, 
31573 
Peanut Standards Board; Request for Nominations, 
31574 
Standards for Grades of Frozen Onions, 31575 


Agricultural Research Service 


RULES 
National Institute of Food and Agriculture; 
Establishment, 4801 


PROPOSED RULES 
Interlibrary Loan Fee Schedule; Correction, 60395 
Interlibrary Loan Fee Schedule; Modification, 
57681 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals; 
Correction, 53397, 55000 
Appointment of Committee Members to the 
Advisory Committee on Biotechnology and 
21st Century Agriculture, 38348 
Environmental Impact Statements; Availability, 
etc.: 
U.S. Sheep Experiment Station, Dubois, ID, 
4088 
Exclusive Licenses, 40677 
Intents to Grant Exclusive Licenses, 4089, 27002, 
36513, 38108, 55642, 71308 
Intent to Grant Exclusive License, 16376, 75520 
Intent to Grant Exclusive Licenses, 56393 
Meetings: 
Advisory Committee on Biotechnology and 21st 
Century Agriculture, 48797 
National Genetic Resources Advisory Council; 
Reestablishment, 28209, 35396 
Renewal of the Advisory Committee on 
Biotechnology and 21st Century Agriculiure, 
3599 
Request for Nominations: 
Advisory Committee on Biotechnology and 21st 
Century Agriculture, 14895 


Agriculture Department 


See Agricultural Marketing Service 

See Agricultural Research Service 

See Animal and Plant Health Inspection Service 

See Commodity Credit Corporation 

See Economic Research Service 

See Energy Policy and New Uses Office, 
Agriculture Department 

See Farm Service Agency 

See Federal Crop Insurance Corporation 

See Food and Nutrition Service 

See Food Safety and Inspection Service 

See Foreign Agricultural Service 

See Forest Service 

See Grain Inspection, Packers and Stockyards 
Administration 
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Agriculture 


See National Agricultural Library 
See National Agricultural Statistics Service 
See National Institute of Food and Agriculture 
See Natural Resources Conservation Service 
See Office of Advocacy and Outreach 
See Rural Business-Cooperative Service 
See Rural Housing Service 
See Rural Utilities Service 
RULES 
Agriculture Acquisition; Labor Law Violations, 
74722 
Biobased Items for Federal Procurement, 6319 
BioPreferred Program, 53631 
Delegation of Authority to Under Secretary for 
Research, Education, and Economics, 9641 
Delegations of Authority; Revision, 52851, 66601 
Drug Free Workplace Requirements, 76609 
Equal Access to Justice Act; Attorney Fees; 
Amendment, 11667 
Highly Erodible Land and Wetland Conservation, 
82075 
National Institute of Food and Agriculture; 
Establishment, 4801 
Office of Chief Scientist; Revision, 10755 
Quota Licensing Regulations: 
Dairy Import Tariff-Rate; Adjustment of 
Appendices; 2011 Tariff-Rate Quota Year, 
63538 
Voluntary Labeling Program for Biobased 
Products, 3790 
Wetland Conservation; Provision Removals, 22785 
PROPOSED RULES 
Agriculture Acquisition; Labor Law Violations, 
74755 
Biobased Items for Federal Procurement, 6366 
Guidelines for Transfer of Excess Computers or 
Other Technical Equipment Pursuant to 
Section 14220 of 2008 Farm Bill, 28188 
Product Categories for Federal Procurement, 
56884 
Retrospective Review under Executive Order, 
3563, 22058 
Semiannual Regulatory Agenda, 39998, 40010 
Retrospective Review under Executive Order, 
22058 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals; 
Withdrawals, 1128, 1592, 2328, 2645, 2878, 
4609, 4610, 4858, 4859, 5328, 5778, 6596, 
6757, 6758, 6759, 7146, 8996, 12315, 13338, 
14369, 14894, 14895, 16597, 17103, 17104, 
17378, 18144, 19029, 19951, 22862, 23536, 
23969, 24848, 27001, 27301, 27633, 29720, 
30089, 30303, 30638, 33191, 35185, 35832, 
36078, 37766, 38599, 39376, 41448, 41449, 
41753, 44299, 44300, 46267, 48117, 50166, 
50451, 50452, 51932, 51933, 52303, 52633, 
53113, 55345, 56392, 57017, 58767, 59997, 
60799, 61072, 62336, 62755, 64070, 64298, 
66269, 66682, 67129, 69700, 70107, 71307, 
71933, 72159, 72672, 72897, 75518, 75519, 
75520, 76120, 77473, 77477, 77478, 77475, 
77474, 77767, 78882, 79646, 81465, 81909 
Advisory Committee and Research and 
Promotion Background Information, 34639 
Correction, 4278 
Appointments to the National Agricultural 
Research, Extension, Education, and 
Economics Advisory Board, 78225 
Charter Renewals: 
Forestry Research Advisory Council, 16597 
Domestic Cane Sugar Allotments and FY 2011 
Increases in Raw Sugar Tariff-rate Quota, 
20305 


Agriculture 


Funding Opportunity: 
Agricultural Career and Employment Grants 
Program or ACE, 65158 
FY 2010 Service Contract Inventory; Availability, 
5778 
Increase in Fiscal Year 2011 Specialty Sugar 
Tariff-Rate Quota, etc., 46267 
Increase in Fiscal Year 2011 Tariff-Rate Quota 
for Refined Sugar, 61074 
Increases in Domestic Sugar Overall Allotment 
Quantity, etc., 36512 
Increasing Access to Rural Community Investment 
Opportunities, 80868 
Meetings: 
Advisory Committee on Biotechnology and 21st 
Century Agriculture, 68126, 71933 
Advisory Committee on Minority Farmers, 
45221, 65681 
Davy Crockett National Forest Resource 
Advisory Committee, 19952 
Deschutes Provincial Advisory Committee, 
35185, 76359 
National Agricultural Research, Extension, 
Education, and Economics Advisory Board, 
13124, 62755 
Sabine National Forest Resource Advisory 
Committee, 23537 
Specialty Crop Committee Stakeholder 
Listening Sessions, 42112 
Nominations for the Council for Native American 
Farming and Ranching, 76120 
Performance Review Board Appointments, 67402 
Privacy Act; Systems of Records, 18145, 19307, 
54190, 62035, 81909, 81910 
Provincial Advisory Committees Charter Re- 
Establishment, 28414 
Request for Members: 
National Agricultural Research, Extension, 
Education, and Economics Advisory Board, 
25298 
Solicitation of Members to the National 
Agricultural Research, Extension, Education, 
and Economics Advisory Board, 22667 


Air Force Department 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
13994, 73604 
Environmental Assessments; Availability, etc.: 
Malmstrom Missile I .cld, MT, F.E. Warren 
Missile Field, WY, Vandenberg Air Force 
Base, CA, 71332 
Environmental Impact Statements; Availability, 
etc.: 
Barry M. Goldwater Range East Range 
Enhancements, 31598 
California Air National Guard, Fresno- Yosemite 
International Airport, Fresno, CA; Proposed 
Conversion to F-15 Aircraft, etc., 41770 
Divert Activities And Exercises; Guam And 
Commonwealth Of The Northern Mariana 
Islands, 59664 
Intent To Grant An Exclusive Patent License, 
57720 
Meetings: 
Air University Board of Visitors, 10341, 57979, 
62787 
Global Positioning System Directorate, 35858 
Global Positioning Systems Directorate Interface 
Control Working Group for Document 
ICD-GPS-, 70, 8353 
Global Positioning Systems Directorate, Public 
Interface Control Working Group, 31943 
Scientific Advisory Board, 28215, 57026, 
69712, 78906 


Scientific Advisory Board; Cancellation, 65187, 
65188, 65189, 65190 
U.S. Air Force Academy Board of Visitors, 
3617, 22083, 37794, 71333 
US Air Force Scientific Advisory Board, 18537 
Nationwide Categorical Waivers under Section 
1605 (Buy American) of 2009 American 
Recovery and Reinvestment Act, 18537 
772d Enterprise Sourcing Squadron, 15302 
Performance Review Board Members, 52643 
Privacy Act; Systems of Records, 3111, 3113, 
3115, 10010, 11213, 12082, 12084, 14951, 
20343, 22682, 28962, 35195, 35197, 36903, 
36905, 37329, 53421, 54742, 59389, 72399, 
77498 
Records of Decision: 
F-35 Force Development Evaluation and 
Weapons School Beddown, Nellis AFB, 
NV, 39392 


Alcohol and Tobacco Tax and Trsée 
Bureau 


RULES 
American Viticultural Area Regulations; Revision, 
3489 
California High Desert Viticultural Area; Antelope 
Valley; Establishment, 30002 
Distilled Spirits Plant Regulations, 9080 
Distilled Spirits Plant Regulations; Revisions, 
19908 
Grape Variety Names for American Wines, 66625 
Pine Mountain-Cloverdale Peak Viticultural Area; 
Establishment, 66629 
Quarterly Excise Tax Payments for Small Alcohol 
Excise Taxpayers, 3502 
Time for Payment of Certain Excise Taxes, and 
Quarterly Excise Tax Payments for Small 
Alcohol Excise Taxpayers, 52862 
Tobacco Tax and Trade Bureau Regulations; 
Technical Corrections, 5473 
Viticultural Areas: 
Coombsville; Establishment, 77677 
Fort Ross-Seaview; Establishment, 77684 
Naches Heights; Establishment, 77696 
Russian River Valley and Northern Sonoma; 
Expansions, 70866 


PROPOSED RULES 

Coombsville Viticultural Area; Establishment, 
30052 

Disclosure of Cochineal Extract and Carmine in 
the Labeling of Wines, Distilled Spirits, and 
Malt Beverages, 3584 

Distilled Spirits Plant Operations Reports and 
Regulations; Revisions, 75836 

Excise Tax Payments for Small Alcohol Excise 
Taxpayers, 3584 

Fort Ross-Seaview Viticultural Area; 
Establishment, 22338 

Grape Variety Names for American Wines; 
Addition, 3573 

Middleburg Virginia Viticultural Area; 
Establishment, 69198 

Naches Heights Viticultural Area; Establishment, 
30060 

Standards for Pipe Tobacco and Roll-Your-Own 
Tobacco, 52913 

Vintage Date Requirements; Revision, 68373 

Viticultural Areas: 

Inwood Valley; Establishmeat, 75830 

Wisconsin Ledge Viticultural Area; Establishment, 
63852 

NOTICES 

Agency Information Collection Activities; 


Proposals, Submissions, and Approvals, 
12412, 33811, 47297, 60601, 81016 


FEDFPA 


Privacy Act; Systems of Records, 74847 


Alcohol, Tobacco, Firearms, and 
Explosives Bureau 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
10066, 20009, 64379, 71601 
Annual Firearms Manufacturing and Exportation 
Report, 66084, 50497 eForm6 Access 
Request, 50496 
Application for Registration of Firearms 
Acquired by Certain Governmental 
Entities, 39900, 56223, 57764 
Certification on Agency Letterhead Authorizing 
Purchase of Firearm for Official Duties of 
Law Enforcement Officer, 55706, 70756 
Customer Satisfaction Surveys, 6633 
Daily Summaries, etc., by Licensed Explosives 
Manufacturers, 81967 
Federal Explosives License/Permit Renewal 
Application, 54255 
Federal Explosives License-Permit Renewal 
Application, 69286 
Federal Firearms License Renewal Application, 
54255, 69287 
Firearms Disabilities for Nonimmigrant Aliens, 
70757 
Firearms Transaction Record, Part 1, Over-the- 
Counter, 29791, 45863, 80404 
Investigator Integrity Questionnaire, 35016 
Licensed Firearms Manufacturers Records of 
Production, Disposition, and Supporting 
Data, 70756 
National Repository for Collection and 
Inventory of Information Related to Arson 
and Criminal Misuse of Explosives, 39900 
Prevent All Cigarette Trafficking Act 
Registration Form, 1640 
Race and National Origin Identification, 27350, 
40935 
Records and Supporting Data; Importation, 
Receipt, Storage, and Disposition by 
Explosives Importers, etc., 40749, 56224 
Records of Acquisition and Disposition, etc., 
U.S. Munitions Imports List, 70758 
Report of Firearms Transactions, 70755 
Report of Multiple Sale or Other Disposition 
of Certain Rifles, 24058 f 
Supplemental Information on Water Quality , 
Considerations, 50496, 64380. 
List of Explosive Materials: 
Commerce in Explosives, 64974 


American Battle Monuments 
Commission 

NOTICES 

No Fear Act, 25665 


Animal and Plant Health Inspection 
Service 
RULES 
Commercial Transportation of Equines to 
Slaughter, 55213 
European Larch Canker; Expansion of Regulated 
Areas, 81359 
Exports: 
Live Goats and Swine; Testing Requirement 
Removals, 29991 
Golden Nematode; Removal of Regulated Areas, 
60357 
Gypsy Moth Generally Infested Areas: 
Additions in Indiana, Maine, Ohio, Virginia, 
West Virginia, and Wisconsin, 60358 
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Highly Pathogenic Avian Influenza, 4046, 24793 


Imports: 


Bromeliad Plants; Belgium, Denmark, and 
Netherlands, 67581 

Category of Unauthorized Plants for Planting; 
Pest Risk Analysis, 31172 

Citrus Seed, Citrus Greening, and Citrus 
Variegated Chlorosis, 8603 

French and Runner Beans from the Republic 
of Kenya, 68057 

Horses from Contagious Countries, 16683 

Horses from Contagious Equine Metritis- 
Affected Countries, 52547 

Horses from Equine Metritis-Affected 
Countries, 31220 

Kiwi from Chile, 65933 

Live Swine and Pork Products; Liechtenstein 
and Switzerland, 70037 

Peppers from Panama, 52544 

Shepherd’s Purse with Roots from Republic of 
Korea into U.S., 44455 

Swine Hides, Bird Trophies, and Ruminants; 
Technical Amendment, 28886 

Tomatoes With Stems From the Republic of 
Korea Into the U.S., 63149 


PROPOSED RULES 
Agricultural Bioterrorism Protection 2002; 


Amendments, 77914 


Compliance with Federal Select Agent Program; 


Public Meeting, 62312 


Domestic Regulations: 


Hass Avocados from Mediterranean Fruit Fly 
Areas, 18419 


Hass Avocados from Areas Where Mediterranean 


Fruit Fly or South American Fruit Fly Exist, 
26654 


Horse Protection Act: 


Horse Industry Organizations; Violations 
Penalties, 30864 
Horse Protection Act; Amendments, 20569 
Imports: 
Bromeliad Piants from Belgium, Denmark, and 
the Netherlands, 13890 
Chinese Sand Pears from China, 78168 
Controlled Permits, 65976 
Dogs, 54392 
Dracaena Plants from Costa Rica, 67379 
Figs and Pomegranates from Chile; Systems 
Approach, 14320 
French and Runner Beans from the Republic 


Infested Areas: 
Gypsy Moth; Indiana, Maine, Ohio, Virginia, 
West Virginia, and Wisconsin, 21613 
Karnal Bunt; California, 72081 
Movement of Hass Avocados from Areas where 
Mediterranean Fruit Fly or South American 
Fruit Fly Exist, 43804 
National Poultry Improvement Plan and Auxiliary 
Provisions; Correction, 15791, 65935 
National Veterinary Accreditation Program: 

Accredited Veterinarians; Duties and 

Participation, 52548 
Nursery Stock Regulations: 

Citrus Canker, Citrus Greening, and Asian 

Citrus Psyllid; Interstate Movement, 23449 
Phytosanitary Treatments: 

Location of and Process for Updating Treatment 

Schedules, 60359 
Quarantine Areas: 

Maine; European Larch Canker; Regulated 
Areas, 52543 

Massachusetts; Worcestor County; Asian 
Longhorned Beetle; Regulated Articles, 
52541 

Quarantined Areas: 

Emerald Ash Borer in Kentucky, Michigan, 
Minnesota, New York, Pennsylvania, West 
Virginia, and Wisconsin; Addition, 5679 

Pennsylvania; Adams County; Plum Pox Virvs, 
27219 

Regulated Areas: 
Arizona, California, and Texas; Karnal Bunt, 
44454 

Removal of List of Ports of Embarkation and 
Export Inspection Facilities from Regulations, 
18347 

Ruminant and Swine Diseases; Brazilian State of 
Santa Catarina Disease Status, 15211 

Rust-Resistant Varieties: 

Black Stem Rust, 3011 

Swine; Texas; Validated Brucellosis-Free States; 
List Addition, 65935 

Testing and Certification Requirements: 

Brucellosis Class Free States and Certified 

Brucellosis-Free Herds; Revisions, 6322 
Tuberculosis in Cattle and Bison; State and Zone 
Designations; Michigan, 56635 
Minnesota, 61253 
New Mexico, 61251 
Validated Brucellosis-Free States; Texas, 28885 
National Poultry Improvement Plan and Auxiliary 
Provisions, 22295 


of Kenya into the U.S., 16700 
Horses; Lists of Regions with Animal Diseases; 
Approvals, 31499 
Kiwi from Chile; Systems Approach, 15225 
Litchi and Longan Fruit from Vietnam Into the 
United States, 65985 
Litchi Fruit from Australia, 81401 
Live Birds, Poultry, Poultry Meat, and Poultry 
Products; European Regions, 42595 
Live Swine and Pork Products; Liechtenstein 
and Switzerland, 28910 
Live Swine, Pork, and its Products; European 
Union Region, 7721 
Ovine Meat from Uruguay, 10266 
Tomatoes from West African States into 
Continental United States, 46209 
Tomatoes with Stems from Republic of Korea 
into United States, 13892 
Information from Foreign Regions Applying for 
Recognition of Animal Health Status, 81404 
Irradiation Treatment; Location of Facilities in the 
Southern United States, 60390 
Lacey Act Provisions; Implementation, 38330 
Mangoes from Australia, 65988 
Meetings: 
Secretary’s Advisory Committee on Animal 
Health, 57682 
Pitaya Fruit; From Central America Into United 
States, 30036 
Risk Analysis Evaluating Foot-and-Mouth Disease 
Status of Japan; Availability, 44503 
Secretary’s Advisory Committee on Animal 
Health, 28910 
Territorial and Import Regulations: 
South American Cactus Moth, 9978 
Toxin Regulations: 
Republication of Toxin List, 61228 
Traceability for Livestock Moving Interstate, 
62313, 63210 
Virus-Serum-Toxin Act; Packaging and Labeling, 
2268 
Virus-Serum-Toxin Act; Packaging and Labeling; 
Correction, 6702 
NOTICES 
Agency Information Collection Activities: 
Pork and Poultry Products From Mexico 
Transiting the United States, 45769 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
30090 
Accreditation of Nongovernment Facilities, 
30091 
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Animal Disease Training, 44570 

Animal Welfare, 34031 

Black Stem Rust; Identification Requirements 
for Addition of Rust-Resistant Varieties, 
13970 

Bovine Spongiform Encephalopathy; 
importation of Animals and Animal 
Products, 35185 

Brucellosis First Point Testing of Cattle and 
Bison; Brucellosis Standard Card Test, 
48118 

Category of Plants for Planting Not Authorized 
for Importation Pending Pest Risk 
Analysis, 24848 

Citrus Greening and Asian Citrus Psyllid; 
Quarantine and Interstate Movement 
Regulations, 78228 

Domestic Quarantine Notices, 40872 

Emergency Management Response System, 
78227 

Environmental Monitoring Form, 11751 

Gypsy Moth Identification Worksheet, 18510 

Hawaiian and Territorial Quarantine Notices, 
65164 

Health Certificates for the Export of Live 
Crustaceans, Finfish, Mollusks, and Related 
Products, 78226 

Importation of Baby Corn and Baby Carrots 
From Zambia, 81467 

Importation of Baby Squash and Baby 
Courgettes from Zambia, 37055 

Importation of Christmas Cactus and Easter 
Cactus in Growing Media From the 
Netherlands and Denmark, 65163 

Importation of Citrus From Peru, 78225 

Importation of Clementines from Spain, 31576 

Importation of Eggplant From Israel, 37054 

Importation of Fruits and Vegetables, 13971, 
57712 

Importation of Gypsy Moth Host Material From 
Canada; Extension, 28948 

Importation of Hass Avocados from Michoacan, 
Mexico, 15278 

Importation of Hass Avecados From Peru, 
78229 

Importation of Longan From Taiwan, 37054 

Importation of Peppers From Certain Central 
American Countries, 78231 

Importation of Peppers From the Republic of 
Korea, 65162 

Importation of Small Lots of Seed, 81466 

Importation of Tomatoes from Souss-Massa- 
Draa, Morocco, 37053 

Importation of Tomatoes From Spain, Chile, 
France, Morocco, and Western Sahara; 
Extension, 28949 

Importation of Used Farm Equipment From 
Regions Affected with Foot-and-Mouth 
Disease, 37058 

Infectious Salmon Anemia; Payment of 
Indemnity, 43650 

Interstate Movement of Sheep and Goats, 34033 

Karnal Bunt; Importation of Wheat and Related 
Articles, 15934 

National Animal Health Monitoring System; 
Emergency Epidemiologic Investigations, 
28414 

National Animal Health Monitoring System; 
Feedlot 2011 Study, 9319 

Nationa: Animal Health Monitoring System; 
Needs Assessments, 13969 

National Animal Health Monitoring System; 
Swine 2012 Study, 52633 

Pale Cyst Nematode, 37056 

Phytosanitary Export Certification, 33192 

Pine Shoot Beetle; Host Material From Canada, 
13968 


Animal 


Requirements for Requests To Amend Import 
Regulations, 78230 

Revision of Hawaiian and Territorial Fruits and 
Vegetables Regulations, 38600 

Scrapie in Sheep and Goats; Interstate 
Movement Restrictions and Indemnity 
Program, 43649 

Select Agent Registration, 30092 

Self-Certification Medical Statement, 38601 

Smuggling, Interdiction, and Trade Compliance 
Program, 42674 

Swine Health Protection, 34032 

Trichinae Certification Program, 23272 

User Fee Regulations, 50991 

Virus-Serum-Toxin Act and Regulations, 37057 

Approval of Interstate Movement of Guavas From 
Hawaii Into the Continental United States, 
3075 

Approval of Interstate Movement of Rambutan 
From Puerto Rico, 62339 

Authorization for Importation of Fresh Persimmon 
from the Republic of South Africa, 44889 

Authorization for Importation of Garlic from the 
European Union and Other Countries, 44890 

Authorization To Import Fresh Cape Gooseberry 
Fruit With Husks From Chile, 78231 

Availability of Petitions and Environmental 
Assessments: 

Pioneer Hi-Bred International, Inc.; 
Determination of Nonregulated Status for 
Corn Genetically Engineered To Produce 
Male Sterile/Female Inbred Plants, 83 

Bovine Tuberculosis and Brucellosis; Program 
Framework, 38602 

Changes to Treatments for Citrus Fruit from 
Australia, 17617 

Decisions to Authorize Importation of Fresh 
Edible Flowers into Continental United 
States: 

Izote, Immature Inflorescences of Pacaya, 
Imraature Inflorescences of Chufle, and 
Fresh Leaves of Chipilin from El Salvador, 
44571 

Decision to Authorize Importation of Fresh 
Rambutan Fruit from Malaysia and Vietnam, 
21854 

Determination of Nonregulated Status: 

Monsanto Co., Corn Genetically Engineered for 
Drought Tolerance, 80869 

Monsanto Co., Soybean Genetically Engineered 
To Have a Modified Fatty Acid Profile, 
etc., 78232 

Determination of Nonregulated Status for Altered 
Color Roses 

Florigene Pty., Ltd., 60447 

Determination of Nonregulated Status for Corn 
Genetically Engineered to Facilitate Ethanol 
Production: 

Syngenta Seeds, Inc., 8707 

Determination of Nonregulated Status for 
Lepidopteran-Resistant Cotton: 

Syngenta Biotechnology, Inc., 60448 

Determination of Pest-Free Areas in Mendoza 
Province, Argentina, 51934, 80870 

Determinations of Nonregulated Status: 

Bayer CropScience, LP Cotton Genetically 
Engineered for Insect Resistance and 
Herbicide Tolerance, 63278 

Monsanto Co. Soybean Genetically Engineered 
for Insect Resistance, 63279 

Pioneer Hi-Bred International, Inc., Corn 
Genetically Engineered to Produce Male 
Sterile/Female Inbred Plants, 37767 

Determinations of Pest-Free Areas in Australia: 

Request for Comments, 56730 

Environmental Assessments; Availability. etc.: 
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Oral Rabies Vaccine Trial Risk Assessment, 
48119 
Environmental Assessments; Availability, etc.: 

Bayer CropScience LP, Geneticaiiy Engineered 
Cotton, 37769 

Biological Control Agent for Air Potato, 3076, 
15935 

Biological Control Agent for Arundo Donax, 
8708 

Biological Control Agent for Asian Citrus 
Psyllid, 4859 

Biological Control Agent for Hawkweeds, 
13597 

Biological Control Agent for Hemlock Woolly 
Adelgid, 42675 

Determination of Nonregulated Status for 
Altered Color Roses; Florigene Pty., Ltd., 
20623, 22862 

Field Testing Avian Influenza-Marek’s Disease 
Vaccine, HS Subtype, Serotype 3, Live 
Marek’s Disease Vector, 66032 

Field Testing Feline Leukemia Vaccine, Live 
Canarypox Vector, 3075 

Field Testing Fowl Laryngotracheitis-Mareks 
Disease Vaccine, Serotype 3, Live Mareks 
Disease Vector, 12932 

Field Testing of Swine Influenza Vaccine, 
RNA, 81467 

Monsanto Co. and KWS SAAT AG, Genetically 
Engineered Roundup Ready Sugar Beets; 
Petition for Partial Deregulation, 6759 _ 

Monsanto Co., Genetically Engineered Soybean, 
37770 

Monsanto Co., Nonregulated Status for Corn 
Genetically Engineered for Drought 
Tolerance; Petition, Plant Pest Risk 
Assessment, 27303 

Oral Rabies Vaccine Trial, 56731 

Syngenta Biotechnology, Inc.; Determination of 
Nonregulated Status for Lepidopteran- 
Resistant Cotton, Petition, Plant Pest Risk 
Assessment, 27301 

Environmental Impact Statements; Availability, 
etc.: 

Proposed Cattle Fever Tick Control Barrier in 
South Texas, 8709 

Establishment of a New Plant Protecticr and 
Quarantine Stakeholder Registry, 36896 
Fiscal Year 2012 User Fees: 

Veterinary Import/Export, Diagnostic Services, 
and Export Certification for Plants and 
Plant Products, 54193 

Implementation of Revised Lacey Act Provisions, 
10874 
Importation Authorizations: 

Fresh Apricot, Sweet Cherry, and Plumcot Fruit 
from South Africa, 63600 

Fresh Litchi From the Republic of South Africa, 
81469 

Shredded Lettuce from Egypt, 81468 

Importation of Garlic from European Union and 
Other Countries into Continental United 
States, 15279 

Importation of Plants for Planting: 

Risk-Based Sampling and Inspection Approach 
and Propagative Monitoring and Release 
Program, 65165 

Importation Permits: 

Fresh Figs from Chile into Continental United 
States, 18511 

Imports: 

Dragon Fruit From Thailand, 61340 

Fresh Apricot, Sweet Cherry, and Plumcot Fruit 
from South Africa, 61340 

International Center for Technology Assessment 

and the Center for Food Safety: 


Noxious Weed Status of Kentucky Bluegrass 
Genetically Engineered for Herbicide 
Tolerance, 39811 

International Sanitary and Phytosanitary Standard- 
Setting Activities, 65166 

Letters of Interest to Participate in National 
Environmental Policy Act Pilot Project, 
19309 

Meetings: 

Bovine Tuberculosis and Brucellosis, 26239 

Effectiveness Indications Statements in 
Veterinary Biologics Labeling, 30093 

General Conference Committee, National 
Poultry Improvement Plan, 1592 

Multi-Agency; Information Concerning 
Compliance with Federal Select Agent 
Program, 14896 

Multi-Agency, Information Concerning 
Compliance with Federal Select Agent 
Program, 17617 

Secretary’s Advisory Committee on Animal 
Health, 315, 9537, 42675 : 

Permits: 

Importation of Fresh Strawberries frora Jordan 
into the Continental United States, 8997 

Pest Risk Analyses: 

Importation of Fresh Pitaya and Pomegranates 
from Mexico into Continental United 
States, 46268 

Pest Risk Analyses; Availability: 

Importation of Fresh Litchi From the Republic 
of South Africa Into the Continental United 
States, 5779 
Pest Risk Analyses; Availability, ctc.: 
Importation of Fresh Edible Flowers of Izote, 
etc., from El Salvador into United States, 
4278 
Pest Risk Analyses for Importation; Availability 
Fresh Apricot, Sweet Cherry, and Plumcot Fruit 
from South Africa, 31577 

Pest Risk Analysis; Availability: 

Fresh Papaya Fruit from Malaysia into 
Continental United States, 13972 

Pest Risk Analysis for Importation of Fresh 
Persimmon from Republic of South Africa; 
Availability, 15280 

Pest Risk Analysis for importation of Shredded 
Lettuce from Egypt; Availability, 50992 

Pest Risk Analysis for Interstate Movement of 
Rambutan From Puerto Rico Into the 
Continental United States; Availability, 35186 

Pest Risk Analysis for the Importation of Dragon 
Fruit from Thailand into the Continental U.S.; 
Availability, 38349 

Pest Risk Analysis for the Importation of Fresh 
Tejocote Fruit from Mexico; Availability, 
60449 

Pest Risk Analysis for the Importation of 
Pomegranate From India; Availability, 60450 

Petitions, Plant Pest Risk Assessments, and 
Environmental Assessments; Availability: 

Dow AgroScience, LLC, Corn Genetically 
Engineered for Herbicide Tolerance, 80872 

Monsanto Co., Soybean Genetically Engineered 
to Produce Stearidonic Acid, 80871 

Plant Pest Risk Assessment, and Environmental 
Assessment for Determination of 
Nonregulated Status for Corn Genetically 
Engineered for Drought Tolerance: 

Monsanto Co.; Availability of Petition, 44891 
Plants for Planting Whose Importation is Not 
Authorized Pending Pest Risk Analysis: 
Availability of Data Sheets for Taxa of Plants 
for Planting that are Quarantine Pests or 
Hosts of Quarantine Pests, 66033 
Data Sheets for Taxa of Plants for Planting 
that are Quarantine Pests or Hosts of 
Quarantine Pests; Availability, 44572 
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Privacy Act; Systems of Records, 72897 
Records Of Decisions: 

Determination of Regulated Status of Alfalfa 
Genetically Engineered for Tolerance to 
Herbicide Glyphosate, 5780 

Reestablishment of National Wildlife Services 
Advisory Committee, 7807 

Regulatory Status of Kentucky Bluegrass 
Genetically Engineered for Herbicide 
Tolerance: 

Scotts Miracle-Gro Co., 39812 

Revision of Heat Treatment Schedule for Emerald 
Ash Borer, 3077 

Solicitation for Membership: 

National Wildlife Services Advisory Committee, 
7807 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Chronic Wasting Disease in Cervids; Payment 
of Indemnity, 22360 

Importation of Poultry Meat and Other Poultry 
Products from Sinaloa and Sonora, Mexico, 
22359, 22360 


Antitrust Division 


NOTICES 
Final Judgment and Competitive Impact 
Statement: 
United States, et al. v. Comcast Corp., et al., 
5440 
National Cooperative Research and Production 
Act, 78044 
Advanced Media Workflow Association, Inc., 
5826, 23839, 66324 
American Brush Manufacturers Association, 
70760 
American Society of Mechanical Engineers, 
6497, 27351, 52014, 80406 
ASTM International, 63658 
ASTM International Standards, 12370, 34252 
Connected Media Experience, Inc., 16819, 
52013, 70758 
Consortium for Command, Control, 
Communications and Computer 
Technologies, 77251 
Consortium for Energy, Environment and 
Demilitarization, 16819 
Cooperative Research Group for Development 
of a Predictive Model for Corrosion- 
Fatigue of Materials in Sour Environment, 
39901 
Cooperative Research Group on Development 
and Validation of FiawPRO, etc., 58539 
Cooperative Research Group on Development 
of a Predictive Model for Corrosion- 
Fatigue of Materials in Sour Environment, 
66325 
Cooperative Research Group on Energy Storage 
System Evaluation and Safety, 70759 
Cooperative Research Group on High-Efficiency 
Dilute Gasoline Engine II, 9811 
Cooperative Research Group on NASGRO 
Development and Support, 66324 
Cooperative Research Group on Pre-Ignition 
Prevention Program, 63659 
Council for Advancement of Pyrethroid Human 
Risk Assessment, LLC, 60530 
Development and Validation of FlawPRO for 
Assessing Defect Tolerance of Welded 
Pipes Under Generalized High Strain 
Conditions, 39901 
DVD Copy Control Association, 20010, 65749, 
79218 
Global Climate and Energy Project, 31638 
Green Seal, Inc., 12370, 46843, 77251 


Halon Alternatives Research Corp., Inc., 9812 

IMS Global Learning Consortium, Inc., 34252, 
63659, 65536, 79217 

Industrial Macromolecular Crystallography 
Association, 6497, 10067 

INS Global Learning Consortium, Inc.; 
Correction, 4723 


Institute of Electrical and Electronics Engineers, 


5826, 48884 
Interchangeable Virtual Instruments Foundation, 
Inc., 16820, 29267, 80405 
LiMo Foundation, 23838, 59161 
Manufacturers Standardization Society, 77251 
MarineNet, LLC, 9812 
Marine Well Containment Venture, 27351 
National Biodiesel Accreditation Commission, 
27351 
National Center for Manufacturing Sciences, 
Inc., 59162, 79217 
National Warheads and Energetics Consortium, 
16820, 59161 
Network Centric Operations Industry 
Consortium, Inc., 5610, 21405, 63659, 
79218 
ODVA, Inc., 24523, 48884, 77250 
Open Axis Group, Inc., 5610, 23838, 39902, 
58540 
OpenSAF Foundation, 9811, 23839 
Open SystemC Initiative, 12371, 29267 
Petroleum Industry Data Exchange, Inc., 23838 
Pistoia Alliance, Inc., 5610, 23838, 39902, 
58540, 78043 
Plastic Aerosol Research Group, LLC, 60530 
Portland Cement Association, 12370, 34252 
PXI Systems Alliance, Inc., 16820, 48883, 
63658, 80405 
Robotics Technology Consortium, Inc., 59160, 
79218 
Sematech, Inc. D/B/A International Sematech, 
79219 
Sematech, Inc. d-b-a International Sematech, 
70758 
Telemanagement Forum, 19788, 71602 
Toyota Motor Corp. and Ford Motor Co. 
Collaboration, 78043 
U.S. Photovoltaic Manufacturing Consortium, 
Inc., 79218 
Versatile Onboard Traffic Embedded Roaming 
Sensors, etc., 31362 
Notice Pursuant to National Cooperative Research 
and Production Act of 1993: 
Advanced Media Workflow Association, Inc., 
43347 
Cooperative Research Group on Diesel 
Aftertreatment Accelerated Aging Cycles; 
Heavy-Duty, 43347 
DVD Copy Control Association, 43348 
Marine Well Containment Venture, 43348 
Network Centric Operations Industry 
Consortium, Inc., 43347 
Open Mobile Alliance, 43346 
Proposed Final Judgment and Competitive Impact 
Statements: 
U.S. v. Deutsche Borse Ag and NYSE 
Euronext, 81968 
United States of America and State of New ~ 
York v. Stericycle, Inc., et al., 21006 
United States v. Georges Foods, LLC, et al., 
38419 
United States v. Google Inc., and ITA Software 
Inc., 21017 
United States v. Unilever N.V., et al., 28080 
Proposed Final Judgments: 
USS., et al. v. United Regional Health Care 
System, 35017 
U.S. v. Georges Foods, LLC, et al., 68210 
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Arcti 


U.S. vs. Lucasfilm Ltd., 23839 
United States, et al. v. American Express Co., 
et al., 38700 
United States, et al. v. Comcast Corp., et al., 
34750 
United States of America and State of Texas 
v. United Regional Health Care System, 
13209 
United States v. GrafTech International, Ltd. 
and Seadrift Coke, L.P., 14987 
Proposed Final Judgments and Competitive Impact 
Statements: 
U.S. v. Exelon Corp., et al., 81528 
U.S. v. Grupo Bimbo S.A.B. de C.V., et al., 
67209 
U.S. v. Morgan Stanley, 62843 
U.S. v. Regal Beloit Corp. and A.O. Smith 
Corp., 52972 
U.S. v. Verifone Systems, Inc. and Hypercom 
Corp., 50254 
United States, et al. v. Blue Cross and Blue 
Shield of Montana, Inc., et al., 71355 
United States of America v. General Electric 
Co., et al., 55111 
United States V. Cumulus Media Inc., et al., 
56797 
Proposed Statements of Antitrust Enforcement 
Policy: 
Accountable Care Organizations Participating in 
Medicare Shared Savings Program, 21894 
Pursuant to the National Cooperative Research and 
Production Act: 
Connected Media Experience, Inc., 29267 
Statements of Antitrust Enforcement Policy: 
Accountable Care Organizations Participating in 
the Medicare Shared Savings Program, 
67026 
Tai and Southwest Research Institute, 65749 
The National Cooperative Research and 
Production Act of 1993: 
Fieldbus Foundation, 72723 
National Warheads and Energetics Consortium, 
72724 


Appalachian States Low-Level 
Radioactive Waste Commission 


NOTICES 
Annual Meeting, 64071 


Architectural and Transportation 
Barriers Compliance Board 


PROPOSED RULES 
Accessibility Guidelines for Pedestrian Facilities 
in the Public Right-of-Way, 44664, 75844 
Pedestrian Facilities in the Public Right-of-Way; 
Accessibility Guidelines; Correction, 45481 
Shared Use Path Accessibility Guidelines, 17064 
Telecc ications Act; Electronic and 
Information Technology Standards, 77738 
Telecc ications Act; Guidelines and 
Standards, 76640 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
38355 
Meetings, 68127 
Access Board, 78611 
Accessibility Committee of the Federal Chief 
Information Officers Council, 51345 
Architectural and Transportation Barriers 
Compliance Board, 37062 
Board and Committees, 10557 
Regular Committee and Board, 21702 


Arctic Research Commission 


NOTICES 
Meetings: 


Arctic 


Reports and Updates on Arctic Research 
Programs and Projects, 61074 


Armed Forces Retirement Home 


NOTICES 
Senior Executive Service Combined Performance 
Review Board; Members, 18516 
Army Department 
See Engineers Corps 
RULES 
Radiation Sources on Army Land, 6692 
Restricted Areas: 
Potomac River; Marine Corps Base Quantico, 
Quantico, VA, 6327 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
72400, 80908 
Availability for Exclusive, Non-Exclusive, or 
Partially-Exclusive Licensing of U.S. 
Inventions, 45543 
Device and Method for Evaluating Manual 
Dexterity, 52322 
Availability of Advanced Battery Technology 
Related Patents for Exclusive, Partially 
Exclusive, or Non-exclusive Licenses; Patent 
Licensing Meeting, 3118 
Environmental Impact Statements; Availability, 
etc.: 
Disposition of Hangars 2 and 3, Fort 
Wainwright, AK, 70978 
Great Lakes and Mississippi River Interbasin 
Study, Information for Additional NEPA 
Public Scoping Meetings, 8353 
Growth, Realignment, and Stationing of Army 
Aviation Assets, 6455 
Limestone Hills Training Area Land 
Withdrawal, Montana Army National 
Guard, 60815 
Modernization of Training Infrastructure at 
Pohakuloa Training Area, HI, 63909 
Real Property Master Plan at Presidio of 
Monterey, CA, 22684 
Stationing and Operation of Joint High Speed 
Vessels; Withdrawal, 66281 
Training Land Expansion at Fort Benning, GA 
and AL, 28005 
Yuma Proving Ground, AZ, 30319 
Exclusive, Non-Exclusive, or Partially-Exclusive 
Licensing of an Invention; Availability: 
Concerning Method for Estimating Core Body 
Temperature from Heart Rate, 63910 
Device and Method for Inducing Brain Injury 
in Animal Test Subjects, 63910 
Diagnosis of Exposure to Toxic Agents by 
Measuring Distinct Patterns in the Levels 
of Expression of Specific Genes, 43993 
Synthesis of and Methods of Use; 2-Guanidino- 
4-oxo-Imidazoline Derivatives as 
Antimalarial Agents, 38122 
Synthesis of and Methods of Use; 
Guanidylimidazole and 
Guanidylimidazoline Derivatives as 
Antimalarial Agents, 38122 
Urinary Field Sampling Kit for Determination 
of Nerve Agent Exposure and Method of 
Use thereof, 3119 
Grant of an Exclusive License of U.S. 
Government-Owned Inventions, 34968 
Intents to License Government-Owned Inventions, 
17840 
Intent to Grant an Exclusive License for a U.S. 
Government-Owned Invention, 6456, 13135 


Intent To Grant Partially Exclusive Patent License 
to »NEXT Network Solutions, Inc., 
25310 

Intent to License Government-Owned Inventions 
Exclusively, 31307 

Interim Change to Military Freight Traffic Unified 
Rules Publication (MFTURP) No., 776 

Licensing of Inventions: 

Methods and Compositions for Treating Status 
Epilepticus and Seizures Causing Status 
Epilepticus, 34968 

Licensing of Inventions Concerning Intrepid 
Dynamic Exoskeletal Orthosis, 34968 

Meetings: 

Army Education Advisory Committee, 66282 

Army Educational Advisory Committee, 12087, 
72914 

Army National Cemeteries Advisory 
Commission, 70710 

Army Science Board, 43993 

Board of Visitors, Defense Language Institute 
Foreign Language Center, 776, 39076, 
45543 

Board of Visitors, U.S. Military Academy, 
60816 

Board of Visitors, United States Military 
Academy, 5143, 5144, 31308, 41490 

U.S. Army Command and General Staff College 
Subcommittee, 13996 

Western Hemisphere Institute for Security 
Cooperation Board of Visitors, 34066, 
39076 

National Wetland Plant List, 777 

Patent Application Deadline: 

Advanced Battery Technology Related Patents 
for Exclusive, Partially Exclusive, or Non- 
Exclusive Licenses, etc., 18194, 18197 

Performance Review Board Membership, 70428 

Privacy Act; Systems of Records, 1606, 5351, 
13997, 18195, 24865, 26714, 33728, 33730, 
35197, 35859, 35861, 37329, 37332, 39392, 
40343, 45783, 46767, 50721, 54743, 55057, 
60008, 61680, 63611, 82286 

Correction, 62788 

Privacy Act; Systems of Records; Correction, 
45234, 58789 

Record of Decision for the Base Closure and 
Realignment 2005 Actions at Fort 
McPherson, GA, 20633 

Record of Decision for the Realignment, Growth, 
and Stationing of Army Aviation Assets, 
17841 

Records of Decisions: 

Grow Army Actions at Fort Lewis and Yakima 
Training Center, WA, 10889 

Requirement for Commercial Users To Use 
Commercial Public Key Information 
Certificate, 126 

Surplus Properties, 50186 


. Availability for Exclusive, Non-Exclusive, or 


Partially-Exclusive Licensing of Inventions: 
Method and Apparatus for Stereo Imaging, 
22386 


Arts and Humanities, National 
Foundation 
See National Foundation on the Arts and the 
Humanities 
Blind or Severely Disabled, 
Committee for Purchase From 
People Who Are 


See Committee for Purchase From People Who 
Are Blind or Severely Disabled 


Bonneville Power Administration 


NOTICES 
Bonneville Purchasing and Financial Assistance 
Instructions; Availability, 63290 
Records of Decision; Availability, etc.: 
Central Ferry to Lower Monumental 500kV 
Transmission Line Project, 15970 
Records of Decisions; Availability: 
Big Eddy-Knight Transmission Project, 59394 


Broadcasting Board of Governors 


NOTICES 

Meetings; Sunshine Act, 12692, 19973, 22078, 
31300, 40880, 55871, 62759, 70408 

Membership of SES Performance Review Board, 
35399 

Privacy Act; Systems of Records, 32355 


Bureau of Consumer Financial 
Protection 


RULES 

Alternative Mortgage Transaction Parity 
(Regulation D), 44226 

Disclosure of Records and Information, 45372 

Identification of Enforceable Rules and Orders, 
31222, 43569 

Regulation B; Equal Credit Opportunity, 79442 

Regulation C; Home Mortgage Disclosure, 78465 

Regulation DD; Truth in Savings, 79276 

Regulation E; Electronic Fund Transfers, 81020 

Regulation F; Fair Debt Collection Practices Act, 
78121 

Regulation I; Depository Institutions Lacking 
Federal Deposit Insurance; Disclosure 
Requirements, 78126 

Regulation M; Consumer Leasing, 78500 

Regulation M; Consumer Leasing; Correction, 
81789 

Regulation N; Mortgage Acts and Practices— 
Advertising, 78130 

Regulation O; Mortgage Assistance Relief 
Services, 78130 

Regulations G and H; S.A.F.E. Mortgage 
Licensing Act, 78483 

Regulations J, K, and L; Interstate Land Sales 
Registration Program, 79486 regulation P; 
Privacy of Consumer Financial Information, 
79025 

Regulation V; Fair Credit Reporting, 79308 

Regulation X; Real Estate Settlement Procedures 
Act, 78978 

Rules of Practice for Adjudication Proceedings, 
45338 

Rules Relating to Investigations, 45168 

State Official Notification Rules, 45174 

Truth in Lending, 79768 

PROPOSED RULES 

Defining Larger Participants in Certain Consumer 
Financial Products and Services Markets, 
38059 

Disclosure of Certain Credit Card Complaint Data, 
76628 


Streamlining Inherited Regulations, 75825 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
67128, 67668, 71932, 77766 

Generic Clearance for Research in Development 
of Disclosure Forms, 59379 

Privacy Act; Amendment, 77470 

Privacy Act; Systems of Records, 45757, 45759, 
45761, 45763, 45764, 68395, 68395, 71327, 
77472 
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Privacy Act of 1974; Amended, 79150 
Request for Information: 
Consumer Financial Products and Services 
Offered to Servicemembers, 54998 
Request for Information Regarding Private 
Education Loans and Private Educational 
Lenders, 71329 


Bureau of Ocean Energy Management 


RULES 

Bureaus of Safety and Environmental Enforcement 
and Ocean Energy Management; 
Reorganization of Title 20, 64432 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Geological and Geophysical Explorations of the 
Outer Continental Shelf, 65521 

Environmental! Impact Statements; Availability, 
etc.: 

Gulf of Mexico, Outer Continental Shelf, 
Western Planning Area and Central 
Planning Area; Oil and Gas Lease Sales 
for 2012-2017, 82319 

Oil and Gas Lease Sales for Years 2012-2017: 
Outer Continental Shelf, Central and Western 
Gulf of Mexico; Correction, 70748 
Outer Continental Shelf, Eastern Gulf of Mexico, 
Oil and Gas Lease Sales for Years 2012- 
2017, 71595 
Outer Continental Shelf Official Protraction 
Diagram, Lease Maps, etc.; Availability: 
Correction, 63654 
Outer Continental Shelf Oil and Gas Lease Sales: 
List of Restricted Joint Bidders, 67759 
Outer Continental Shelf Western Planning Area 
Gulf of Mexico Oil and Gas Lease Sale, 18, 
70473 
State of the Offshore Renewable Energy Industry; 
Auction Format Information Request, 76174 
Unsolicited Application for a Transmission Right- 
of-Way Grant Supporting Renewable Energy: 

Atlantic Wind Connection Proposal, 79206 

Western Planning Area Gulf of Mexico Oil and 
Gas Lease Saie for 2007-2012 5-Year OCS 
Program, 70478 


Bureau of Ocean Energy 
Management, Regulation and 
Enforcement 


RULES 
Code of Federal Regulations; Title 30; 
Reorganization, 38555 
Oil and Gas and Sulphur Operations in the Outer 
Continental Shelf; Civil Penalties, 38294 
Renewable Energy Alternate Uses of Existing 
Facilities on Outer Continental Shelf: 
Acquire a Lease Noncompetitively; Withdrawal, 
4244 
Acquire Lease Noncompetitively, 28178 
Safety and Environmental Management Systems: 
Oil, Gas, and Sulphur Operations; Outer 
Continental Shelf; Public Workshop, 11079 
PROPOSED RULES 
Oil and Gas and Sulphur Operations in the Outer 
Continental Shelf: 
Safety and Environmental Management 
Systems; Revisions, 56683 
Renewable Energy Alternate Uses of Existing 
Facilities on Outer Continental Shelf: 
Acquire Lease Noncompetitively, 8962 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
21393, 28058, 39419, 55088, 58835, 60856 


Coastal Impact Assistance Program, 5192, 
43697 
Geological and Geophysical Explorations of the 
OCS, 38412 
Increased Safety Measures for Oil and Gas 
Drilling, Well-Completion, and Well- 
Workover Operations, 14980 
Leasing of Minerals Other than Oil, Gas and 
Sulphur ii Outer Continental Shelf, 52006 
Oil and Gas Drilling Operations, 21395, 50240 
Open and Nondiscriminatory Access to Oil and 
Gas Pipelines, 17430 
Operations in Outer Continental Shelf for 
Minerals Other than Oil, Gas, and Sulphur, 
5189 
Platforms and Structures, 17431 
Pollution Prevention and Control, 38410 
Production Safety Systems, 50748 
Prospecting for Minerals Other than Oil, Gas, 
and Sulphur on the Outer Continental 
Shelf, 52963 
Upcoming Projects Considering the Use of 
Outer Continental Shelf Sand, Gravel, and 
Shell Resources, etc., 3152 
Call for Information and Nominations: 
Commercial Leasing for Wind Power on the 
Outer Continental Shelf Offshore Rhode 
Island and Massachusetts, 51383 
Calls for Information and Nominations: 
Outer Continental Shelf, Central and Western 
Gulf of Mexico, Oil and Gas Lease Sales 
for Years 2012-2017, 14040 
Cancellation of Oil and Gas Lease Sale 219 in 
the Cook Inlet Planning Area on the Outer 
Continental Shelf, 11506 
Carpinteria Offshore Field Redevelopment Project: 
Developmental Drilling into Oil and Gas 
Reserves, California State Waters, from 
Federal Platform Hogan, 78938 
Commercial Lease of Submerged Lands for 
Renewable Energy Development on the Outer 
Continental Shelf, 55090 
Commercial Leasing for Wind Power; Call for 
Information and Nominations 
Outer Continental Shelf Offshore New Jersey, 
22130 
Commercial Leasing for Wind Power on Outer 
Continental Shelf off Delaware: 
Proposed Lease Area and Request for 
Competitive Interest, 4716 
Commercial Leasing for Wind Power on the Outer 
Continental Shelf Off Delaware, 14681 
Determination of No Competitive Interest, 
20367 
Commercial Wind Lease Issuance and Site 
Characterization Activities: 
Atlantic Outer Continental Offshore New Jersey, 
Delaware, Maryland, and Virginia, 40925 
Atlantic Outer Continental Shelf Offshore NJ, 
DE, MD, and VA, 7226 
Atlantic Outer Continental Shelf Offshore 
Rhode Island and Massachusetts, 51391 
Draft Programmatic Environmental Impact Study: 
Five-Year Outer Continental Shelf Oil and Gas 
Leasing Program for 2012-2017, 70156 
Environmental Assessments; Availability, etc.: 
Cape Wind Energy Project, 22719 
Oil and Gas Activities on Alaska Outer 
Continental Shelf, 11811 
Oil, Gas, and Mineral Operations, Gulf of 
Mexico Outer Continental Shelf Region, 
11809, 1811 
Outer Continental Shelf Renewable Energy 
Program Interim Policy Leasing for Marine 
Hydrokinetic Technology Testing Offshore 
Florida, 30184 


FEDERAL REGISTER INDEX, January--December 2011 


Census 


Proposed Oil, Gas, and Mineral Operations by 
Gulf of Mexico Outer Continental Shelf 
Region, 38673, 54782 

Proposed Oil, Gas, and Mineral Operations by 
the Gulf of Mexico Outer Continental Shelf 
Region, 16632 

Environmental Impact Statements; Availability, 
ete.: 

Alaska Outer Continental Shelf Region, Chukchi 
Sea Planning Area, Oil and Gas Lease 
Sale, 30956 

Gulf of Mexico, Outer Continental Shelf, 
Central Planning Area, Oil and Gas Lease 
Sale, 38676 

Gulf of Mexico, Outer Continental Shelfrities 
Western Planning Area, Oil and Gas Lease 
Sale, 50245 

Oil and Gas Lease Sale for 2007-2012 5-Year 
OCS Program, 22139 

Outer Continental Shelf, Alaska OCS Region, 
Chukchi Sea Planning Area, Oil and Gas 
Lease Sale, 93, 53481 

Outer Continental Shelf, Western and Central 
Planning Areas of Gulf of Mexico, etc. 
and Scoping Meetings, 7228 

Proposed 2012-2017 Outer Continental Shelf 
Oil and Gas Leasing Program, 376 

Five-Year Outer Continental Shelf Oil and Gas 
Leasing Program for 2012-2017, 70156 
Meetings: 

Ocean Energy Safety Advisory Committee, 
18232, 37371 

Outer Continental Shelf Scientific Committee; 
Plenary Session, 23331 

Outer Continental Shelf Official Protraction 
Diagram and Supplemental Official 
Diagrams, 2919, 54787 

Outer Continental Shelf Oil and Gas Lease Sales, 
4129, 7230, 13205, 28449 

Proposed Oil and Gas Lease Sales; Availability: 

Sale 218, Outer Continental Shelf, Western 
Planning Area in Gulf of Mexico, 52344 

Records of Decision; Availability: 

NASA Wallops Flight Facility Shoreline 
Restoration and Infrastructure Protection 
Program, 19122 


Bureau of Safety and Environmental 
Enforcement 


RULES 

Bureaus of Safety and Environmental Enforcement 
and Ocean Energy Management; 
Reorganization of Title, 0, 64432 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Oil and Gas Production Safety Systems, 67201 

Operations in the Outer Continental Shelf for 
Minerals Other than Oil, Gas, and Sulphur, 
79705 

Pipelines and Pipeline Rights-of-Way, 75894 

Industry Workshops: 

Technical and Regulatory Challenges in Deep 
and Ultra-deep Outer Continental Shelf 
Waters, 66078 

Meetings: 

Ocean Energy Safety Advisory Committee, 

64372 


Census Bureau 


PROPOSED RULES 
Foreign Trade Regulations: 
Mandatory Automated Export System Filing for 
All Shipments Requiring Shippers Export 
Declaration Information, etc., 4002 


Census 


NOTICES 


Census Scientific Advisory Committee, 11195 
2011 Company Organization Survey; 


Healthcare Infection Control Practices Advisory 
The 2010 Census Count Question Resolution 


Committee, 9577 


Determination, 62759 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
2012 Company Organization Survey, 71511 
2012 Economic Census Covering the 
Construction Sector, 13981 
2012 Economic Census Covering the 
Information, Professional, Scientific, and 
Technical Services, etc., 13980 
2012 Economic Census Covering the 
Manufacturing Sector, 13978 
2012 Economic Census Covering the Mining 
Sector, 14647 
2012 Economic Census of Island Areas, 32950 
2012 Survey of Income and Program 
Participation Event History Calendar 
Instrument, etc, 39377 
2011 Business R and D and Innovation Survey, 
28730 
2012 Economic Census Covering Retail Trade 
and Accommodation and Food Services 
Sectors, 3081 
2012 Economic Census Covering Wholesale 
Trade Sector, 3082 
Annual Retail Trade Survey, 23542 
Annual Survey of Manufactures, 23540 
Annual Survey of State and Local Government 
Finances, 3610 
Annual Wholesale Trade Survey, 15939 
Automated Export System Program, 4089 
Census Employment Inquiry, 22864 
Census in Schools and Partnership Program 
Research, 3609 
Commodity Flow Survey, 23539 
Current Population Survey Fertility Supplement, 
75869 
Current Population Surveys—Housing Vacancy 
Survey, 3610 
Federal Statistical System Public Opinion 
Survey, 67405 
Field Representative/Decennial Field Staff Exit 
Questionnaire, 54732 
Government Units Survey, 23541 
Manufacturers’ Shipments, Inventories, and 
Orders Survey, 70409 
Monthly Retail Trade Survey, 1131 
Monthly Wholesale Trade Survey, 770 
Public Employment and Payroll Forms, 45507 
Quarterly Survey of Public Pensions, 53402 
Survey of Building and Zoning Permit Systems, 
19975 
Survey of Housing Starts, Sales, and 
Completions, 28211 
Survey of Income and Program Participation 
(SIPP) 2011 Re-engineered SIPP; Field 
Test, 19745 
Survey of Income and Program Participation 
Wave 13 of the 2008 Panel, 24457, 79650 
The American Community Survey, 12935 
The American Community Survey 2013 Content 
Changes and Internet Response Mode, 
81474 
Annual Retail Trade Survey, 69239 
Annual Wholesale Trade Survey, 64894 
Determinations: 
Voting Rights Act Amendments of, 006, 63602 
Meetings: 
2010 Census Advisory Committee, 2646 
Census Advisory Committees, 17620, 56395 
Census Scientific Advisory Committee, 14375, 
54197 
Federal Economic Statistics Advisory 
Committee, 29724, 72160 
Requests for Nominations: 
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Program, 12694 
Urban Area Criteria for 2010 Census, 53030 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
2012 Re-engineered Survey of Income and 
Program Participation - Field Test, 22364 


Centers for Disease Controi and 
Prevention 


NOTICES 
Advisory Board on Radiation and Worker Health; 
Charter Renewal, 52329 
Advisory Council for the Elimination of 
Tuberculosis Charter Renewal, 18220 
Affordable Care Act; Funding, 21906 
Affordable Care Act Funding, 20352, 52663 
Affordable Care Act Funding Awards, 41501 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 147, 
148, 559, 1617, 1618, 2123, 2393, 4910, 
5376, 5377, 5378, 6138, 6139, 6795, 6796, 
7216, 7855, 7856, 7858, 7859, 7860, 9784, 
10368, 10369, 10907, 12118, 12119, 12121, 
12359, 12739, 12964, 13191, 14018, 14019, 
14020, 14021, 14400, 14401, 15315, 16629, 
17420, 17869, 18553, 18554, 19362, 19363, 
19364, 19365, 20353, 21747, 21906, 22902, 
23601, 23818, 24028, 24029, 24884, 24885, 
27325, 27326, 28233, 28234, 28786, 28788, 
29243, 29245, 29246, 29247, 29754, 31336, 
32212, 33302, 33303, 34705, 34995, 34996, 
34997, 34998, 36924, 36925, 38180, 38181, 
38654, 39878, 40914, 40915, 40916, 40917, 
40918, 41260, 41797, 42711, 44334, 44589, 
44590, 44591, 45256, 45257, 46813, 48164, 
49487, 49489, 51035, 51036, 51981, 51982, 
51983, 51984, 52329, 53135, 53136, 54470, 
$4472, 55391, 55392, 55393, 55915, 56458, 
56765, 58515, 60496, 60497, 60498, 60499, 
61362, 61363, 62068, 62070, 62412, 63924, 
63925, 64351, 65512, 66069, 66070, 67457, 
68462, 68464, 68465, 68466, 68467, 70728, 
7072, 72206, 74064, 74066, 74067, 75885, 
76165, 76413, 76414, 76415, 76733, 76736, 
76976, 77835, 78261, 78924, 78925, 78926 
Agency Forms Undergoing Paperwork 
Reduction Act Review, 44336 
Assessing the Current Research, Policy, and 
Practice Environment in Public Health 
Genomics, 38399 
Award of Affordable Care Act Funding, 54772, 
54773, 54774 
Board of Scientific Counselors, National Center 
for Injury Prevention and Control; Charter 
Renewal, 77537 
Board of Scientific Counselors, Office of Public 
Health Preparedness and Response: 
Charter Renewal, 77235 
Carcinogen and Recommended Exposure Limit 
Policy Assessment, 52664, 60500 
Change to Catalog of Federal Domestics 
Assistance Number, 50223 
Charter Amendments: 
Advisory Committee on Breast Cancer in 
Young Women, 9577 
Charter Renewals: 
Board of Scientific Counselors, National Center 
for Health Statistics, 7217 
Board of Scientific Counselors, National 
Institute for Occupational Safety and 
Health, 9577 
Board of Scientific Counselors, Office of 
Infectious Diseases, 72416 


Mine Safety and Health Research Advisory 
Committee, 560 

Comments and Information Relevant to Mid 
Decade Review of NORA, 44337 

Delegation of Authority, 72713 

Delegations of Authority, 31337 

Determination on Adding Cancer, or Certain Type 
of Cancer, to List of WTC-Related Health 
Conditions, 44933 

Draft Action Plans: 

Public Health Action Plan to Combat 
Antimicrobial-Resistance, 21907 

Draft Action Plans; Availability, etc.: 

Public Health Action Plan to Combat 

Antimicrobial-Resistance, 14402 
Draft Alert: 

Preventing Occupational Respiratory Disease 
from Dampness in Office Buildings, 
Schools, and other Nonindustrial Buildings; 
Correction, 30366 

Draft Alerts: 

Preventing Occupational Respiratory Disease 
from Dampness in Office Buildings, 
Schools, and other Nonindustrial Buildings, 
28789 

Draft Document; Availability: 

Criteria for a Recommended Standard; 
Occupational Exposure to Diacetyl and 2, 
3-pentanedione, 64353 

Emergency Responder Health Monitoring and 
Surveillance, 6475 

Establishment of World Trade Center Health 
Program Scientific/Technical Advisory 
Committee, 27648 

Final Guidance Publication; Issuance, 22106 

Guideline for Reducing Transmission of Human 
Immunodeficiency Virus, etc.; Availability, 
58517 

Implementation of Section 2695 (42 U.S.C. 300ff- 
131) of Public Law 111-87: 
Infectious Diseases and Circumstances Relevant 
to Notification Requirements, 67736 
Implementation of the James Zadroga 9/11 Health 
and Compensation Act of 2010, 12360, 12360 

Intents to Award Affordable Care Act Funding, 
41261, 41262, 41263 

Intent to Award Affordable Care Act Funding, 
59702 

Intent to Award Affordable Care Act Funding, 
RFA-TP-, 8-001, 59703 

Intent to Award Supplemental Affordable Care 
Act Funding, 20354 

Interagency Committee on Smoking and Health; 
Charter Renewal, 30174 

Meetings: 

Advisory Board on Radiation and Worker 
Health, 16787, 61364 

Advisory Board on Radiation and Worker 
Health, National Institute for Occupational 
Safety and Health, 5814, 26301, 36925, 
47590, 71567 

Advisory Board on Radiation and Worker 
Health Subcommittee on Procedures 


Review, 11483 

Advisory Committee on Breast Cancer in 
Young Women, 787, 47590 

Advisory Committee on Childhood Lead 
Poisoning Prevention, 62071, 65728, 78263 

Advisory Committee on HIV and STD 
Prevention and Treatment, 22708 

Advisory Committee on Immunization Practices, 
4911, 29755, 60500 

Advisory Committee to Director; Centers for 
Disease Control and Prevention—Ethics 
Subcommittee, 55678 
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Advisory Committee to the Director, 20354, 
62071 

Advisory Committee to the Director, Ethics 

. Subcommittee; Correction, 29755, 57744 

Advisory Committee to the Director Health 
Disparities Subcommittee, 21748 

Advisory Council for Elimination of 
Tuberculosis, 27327, 67459 

Association of Genetic Biomarkers and 
Hereditary Hemochromatosis; Change, 
12122 

Board of Scientific Counselors, National Center 
for Injury Prevention and Control, 7217, 
9019, 24031, 28438, 53137, 63623, 67192 

Registry, 

Board of Scientific Counselors, National 
Institute for Occupational Safety and 
Health, 28790, 65729 

Board of Scientific Counselors, Office of 
Infectious Diseases, 24031, 63926 

Board of Scientific Counselors, Office of Public 
Health Preparedness and Response, 18221, 
53474 

Board of Scientific Directors, Office of Public 
Health Preparedness and Response, 76416 

Breast and Cervical Cancer Early Detection and 
Control Advisory Committee, 30723 

Buy Quiet Workshop, 64353 

Carcinogen and Recommended Exposure Limit 
Policy Assessment, 71346 

CDC/HRSA Advisory Committee on HIV and 
STD Prevention and Treatment, 66721 

Clinical Laboratory Improvement Advisory 
Committee, 5379, 9578, 39879, 82299 

Coordination and Maintenance Committee, 9018 

Criteria for Recommended Standard, 
Occupational Exposure to Diacetyl and 2, 
3-pentanedione, 44338 

Development of Best Practices for Community 
Health Needs Assessment and 
Implementation Strategy, 37119 

Disease, Disability, and Injury Prevention and 
Control Special Emphasis Panel, 367, 
3908, 4702, 4703, 4911, 5379, 7217, 9018, 
9020, 9578, 9785, 10371, i0908, 12361, 
13413, 13414, 13619, 13621, 15984, 
18555, 19995, 19996, 20355, 21748, 
21749, 24030, 24031, 24490, 27327, 
27649, 28437, 28438, 28790, 29756, 
30366, 32213, 33304, 33305, 39879, 
45575, 51985, 52330, 56461, 59133, 
67458, 71568, 78263, 82299 

Ethics Subcommittee, Advisory Committee to 
the Director, 3909 

Healthcare Infection Control Practices Advisory 
Committee, 29756, 63622 

Health Disparities Subcommittee, 62071 

ICD-9-CM Coordination and Maintenance 
Committee, 51985 

Implementation of the James Zadroga 9/11 
Health and Compensation Act of 2010, 
7862, 7862 

Interagency Committee on Smoking and Health, 
37119 

Interagency Task Force on Antimicrobial 
Resistance, 63927 

Manual Materials Handling Workshop, 37118 

National Biosurveillance Advisory 
Subcommittee, 12122 

National Healthy Worksite Program; 
Information Webinar Series, 73647 

National Institute for Occupational Safety and 
Health, Opportunity for Businesses to 
Partner, etc., 13620 

Office for State, Tribal, Local and Territorial 
Support, 3908, 38655 


Partnerships to Advance National Occupational 
Research Agenda, 66071 

Partnerships To Advance the National 
Occupational Research Agenda, 25694 

Public Health and Chemical Exposures 
Leadership Council, 9578 

Safety and Occupational Health Study Section, 
52330 

Safety and Occupational Health Study Section, 
National Institute for Occupational Safety 
and Health, 3908, 18220 

Subcommittee for Dose Reconstruction 
Reviews, Advisory Board on Radiation and 
Worker Health, etc., 9786, 16787, 38182, 
55678, 72416 

Subcommittee on Dose Reconstruction Reviews, 
Advisory Board on Radiation and Worker 
Health, 59133 

Subcommittee on Procedures Review, Advisory 
Board on Radiation and Worker Health, 
38183, 54775, 77235 

Task Force on Community Preventive Services, 
4115, 30722, 55394 

Tribal Consultation Advisory Committee, 367 

World Trade Center Health Program Scientific/ 
Technical Advisory Committee, 64088 

World Trade Center Health Program Scientific 
and Technical Advisory Committee, 81947 

National Health and Nutrition Examination Survey 
DNA Samples, 72417 

NIOSH Dose Reconstruction Program Ten Year 
Review: 

Phase I Report on Customer Service; Request 
for Public Review and Comment, 9786 

Phase I Report on Quality of Science; Request 
for Pubiic Review and Comment, 9787 

NIOSH Fire Fighter Fatality Investigation and 
Prevention Program, 31613 

NIOSH List of Antineoplastic and Other 
Hazardous Drugs in Healthcare Settings 2012; 
Proposed Additions and Deletions, 46299 

Privacy Act; Systems of Records, 4432, 4436, 
4438, 4440, 4443, 4445, 4446, 4449, 4451, 
4452, 4452, 4456, 4458, 4460, 4462, 4463, 
446, 31212, 34706, 34711 

Prospective Granting of an Exclusive License, 
23819 

Public Health Information Network Messaging 
Guide for Syndromic Surveillance. 25695 

Public Health Service Guidelines: 

Reducing Transmission of Human 
Immunodeficiency Virus, Hepatitis B 
Virus, and Hepatitis C Virus Through Solid 
Organ Transplantation, 72417 

Request for Comments: 

World Trade Center Health Program Cancer 

Conditions, 17421 
Request for Nominations: 

Advisory Committee on Breast Cancer in 
Young Women, 80945, 82300 

World Trade Center Health Program Science/ 
Technical Advisory Committee; Correction, 
40733 

Request for Nominations for World Trade Center 
Health Program Science/Technica! Advisory 
Committee, 36926 

Request for Nominations of Candidates: 

Board of Scientific Counselors, National Center 
for Environmental Health/Agency for Toxic 
Substances and Disease Registry, 39879 

Request for Technical Review of Draft Current 
Intelligence Bulletin: 

Derivation of Immediately Dangerous to Life 
and Health Values, 4115 

Requests for Nominations: 

Board of Scientific Counselors, Office of 
Infectious Diseases, 76416 
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Centers 


Requests for Nominations of Candidates to Serve: 
Breast and Cervical Cancer Early Detection and 
Control Advisory Committee, 55915 
Requirements and Registration for Are You 
Prepared Video Contest, 55916 
Statement of Organization, Functions, and 
Delegations of Authority, 14977, 15984, 
24490, 24491, 30174, 47189, 66308 
Statements of Organization, Functions, and 
Delegations of Authority; Correction, 1167, 
24886, 34075, 50223 
Strategy to Address Recommendations Issued by 
the Institute of Medicine in November 2010 
Report, 28791 
Update of NIOSH Nanotechnology Strategic Plan 
for Research and Guidance, 12361 
World Trade Center Health Program; Request for 
Information, 12740 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
22399, 22400, 22401 


Centers for Medicare & Medicaid 
Services 


See Inspector General Office, Health and Human 
Services Department 

RULES 

Children’s Health Insurance Program: 

Allotment Methodology; State’s Fiscal Years 

2009-2015, 9233 
Credentialing and Privileging of Telemedicine 
Physicians and Practitioners, 25550 
Exclusions from Medicare and Limitations on 
Medicare Payment; CFR Correction, 60378 
Medicaid Programs: 

Federal Funding for Medicaid Eligibility 
Determination and Enrollment Activities, 
21950 

Payment Adjustment for Provider Preventabie 
Conditions, 32816 

Recovery Audit Contractors, 57808 

Medicare and Medicaid Programs: 

Civil Money Penalties for Nursing Homes, 
15106 

Hospital Outpatient Prospective Payments, etc.; 
Patient Notification Requirements in 
Provider Agreements, 74122 

Long-Term Care Facilities; Closure, 9503 

Medicare, Medicaid, and Children’s Health 
Insurance Programs: 

Additional Screening Requirements, Application 
Fees, Temporary Enrollment Moratoria, 
Payment Suspensions and Compliance 
Plans for Providers and Suppliers, 5862 

Medicare Program: 

Resident Caps for Graduate Medical Education 

Payment; Changes, 13515 
Medicare Programs: 

Ambulatory Surgical Centers; Patient Rights; 
Changes, 65886 

Electronic Prescribing (eRx) Incentive Program; 
Changes, 54953 

End-Stage Renal Disease Prospective Payment 
System and Quality Incentive Program; 
Ambulance Fee, Medical Equipment, 
Prosthetics, and Supplies, 70228 

End-Stage Renal Disease Quality Incentive 
Program, 628 

Home Health Prospective Payment System; 
Home Health Agencies and Hospices; 
Correction, 9502 

Home Health Prospective Payment System Rate 
Update for Calendar Year 2012, 68526 

Hospice Wage Index for Fiscal Year 2012, 
47302 


Centers 


Hospital Inpatient Prospective Payment Systems 
for Acute Care Hospitals, etc.; Correction, 
51476, 59263 

Hospital Inpatient Value-Based Purchasing 
Program, 26490, 39006 

Hospital Outpatient Prospective Payment 
System, etc.; Correction, 13292 

Inpatient Psychiatric Facilities Prospective 
Payment System; Correction, 32085 

Inpatient Rehabilitation Facility Prospective 
Payment System; FY 2012; Correction, 
47836, 59256 

Medicare Advantage and Prescription Drug 
Benefit Programs, 54600 

Medicare Advantage and the Medicare 
Prescription Drug Benefit Programs for 
2012; Changes, 21432 

Medicare Data for Performance Measurement, 
76542 

Medicare Shared Savings Program; Accountable 
Care Organizations, 67802 

Payment Policies under Physician Fee Schedule 
and other Revisions to Part B for CY 2011; 
Corrections, 1670 

Payment Policies Under the Physician Fee 
Schedule; Five-Year Review, 73025 

Prospective Payment System; Adjustments, 
18930 

Prospective Payment System and Consolidated 
Billing for Skilled Nursing Facilities; FY 
2012; Correction, 48486, 59265 

Shared Savings Program; Waivers, 67992 

PROPOSED RULES 

CLIA Program and HIPAA Privacy; Patients’ 
Access to Test Reports, 56712 

Medicaid and Children’s Health Insurance 
Programs: 

Disallowance of Claims for FFP and Technical 
Corrections, 46684 

Medicaid Program: 

Payment Adjustment for Provider Preventable 
Conditions Including Health Care Acquired 
Conditions, 9283 

Medicaid Programs: 

Community First Choice Option, 10736 

Eligibility Changes under the Affordable Care 
Act of 2010, 51148, 51148 

Home and Community-Based Services Waivers, 
21311 

Methods for Assuring Access to Covered 
Medicaid Services, 26342 

Policy Changes and Clarifications Related to 
Home Health, 41032 

Medicare and Medicaid Programs: 

Hospice Wage Index for Fiscal Year 2012; 
Correction, 28195 

Hospital and Critical Access Hospital 
Conditions; Reform, 65891 

Hospital Outpatient Prospective Payment; 
Ambulatory Surgical Center Payment, etc., 
42170 

Influenza Vaccination Standard for Certain 
Medicare and Medicaid Participating 
Providers and Suppliers, 25460 

Opportunities for Alignment under Medicaid 
and Medicare, 28196 

Patient Notification of Right to Access State 
Survey Agencies; Medicare Beneficiary 


Medicare Program: 


Inpatient Psychiatric Facilities Prospective 
Payment System; Update for Rate Year 
Beginning July, 2011, 4998 

Medical Equipment, Prosthetics, Orthotics, and 
Suppliers Safeguards; Revisions, 18472 

Prospective Payment System and Consolidated 
Billing for Skilled Nursing Facilities, etc., 
26364 


Medicare Program; Medicare Shared Savings 


Program: 
Accountable Care Organizations, 19528 


Medicare Programs: 


Clinical Laboratory Fee Schedule; Signature on 
Requisition, 38342 

Conditions of Participation for Community 
Mental Health Centers, 35684 

Electronic Prescribing Incentive Program; 
Changes, 31547 

End-Stage Renal Disease Prospective Payment 
System for CY 2012, etc.; Changes, 40498 

Home Health Prospective Payment System Rate 
Update for Calendar Year 2012, 40988 

Hospice Wage Index for Fiscal Year 2012, 
26806 

Hospital Inpatient Prospective Payment 
Systems, etc.; Corrections, 25788, 34633, 
41178 

System; Fiscal Year 2012 Rates, 

Hospital Inpatient Value-Based Purchasing 
Program, 2454 

Inpatient Psychiatric Facilities Prospective 
Payment System; Update for Rate Year 
Beginning July, 2011, 4998 

Inpatient Rehabilitation Facility Prospective 
Payment System for Federal Fiscal Year 
2012, etc., 24214 

Medicare Advantage and the Medicare 
Prescription Drug Benefit Programs, etc.; 
Changes, 63018 

Medicare Data; Performance Measurement, 
33566 

Payment Policies under Physician Fee Schedule 
and Other Revisions to Part B for CY 
2012, 42772 

Physician Fee Schedule; Five Year Review of 
Work Relative Value Units, 32410 


NOTICES 
Advisory Panel on Ambulatory Payment 


Classification Groups; Nominations, 16788 


Agency Information Collection Activities; 


Proposals, Submissions, and Approvals, 1167, 
2689, 2690, 3909, 5179, 7863, 7864, 9579, 
11248, 12122, 12965, 13415, 16789, 16790, 
16792, 16793, 18221, 18222, 18223, 19775, 
19776, 19777, 21369, 21371, 22709, 24032, 
24033, 24034, 28234, 28791, 29247, 29248, 
30942, 31337, 31613, 34075, 34076, 34077, 
35444, 35445, 35446, 37813, 38655, 38657, 
38658, 40369, 40370, 41799, 44009, 45575, 
47591, 47592, 53474, 54776, 55917, 56766, 
56767, 57744, 57745, 57746, 59133, 60843, 
60845, 62413, 62414, 63302, 65514, 65515, 
68466, 70148, 71038, 71568, 73648, 73649, 
76737, 78264, 78265, 80372, 81503 
Correction, 33305 


Bundled Payments for Care Improvement 


Initiative, 53137, 61365 


Final FY 2009 and Preliminary FY 2011 
Disproportionate Share Hospital 
Allotments, etc., 148 

Medicaid Program; State Allotments for Payment 
of Medicare Part B Premiums for Qualifying 
Individuals: 

Federal Fiscal Year 2010 and Federai Fiscal 

Year 2011, 15316, 15316 
Medicaid Programs: 

Money Follows the Person Rebalancing 

Demonstration Program, 60050 
Medicare and Medicaid Programs: 

Application by the Joint Commission for 
Continued Deeming Authority for Critical 
Access Hospitals, 28040 

Application from Hospital Requesting Waiver 
for Organ Procurement Service Area, 
78926 

Approval of Joint Commission’s Continued 
Deeming Authority for Critical Access 
Hospitals, 59134 

Approval of the American Association for 
Accreditation of Ambulatory Surgery 
Facilities, Inc. for Deeming Authority, etc., 
22709 

Approval of the Joint Commission for Deeming 
Authority for Psychiatric Hospitals, 10598 

Quarterly Listing of Program Issuances, 68467 

Quarterly Listing of Program Issuances, July 
Through September 2011, 78267 

Quarterly Listing of Program issuances— 
January through March, 48564, 2011, 
48564 

Quarterly Listing of Program Issuances— 
October through December, 17870, 2010, 
17870 

Renewal of Deeming Authority of the National 
Committee for Quality Assurance, etc., 
16793 

Medicare and Medicaid Programs; Applications 
for Deeming Authority for Rural Health 
Clinics: 

American Association for Accreditation of 

Ambulatory Surgery Facilities, 66929 
Medicare and Medicaid Programs; Continued 
Deeming Authority for Home Health 

Agencies Applications: 
Community Health Accreditation Program, 
59136 
Medicare Economic Index Technical Advisory 
Panel; Establishment and Request for 
Nominations, 62415 
Medicare, Medicaid, and Children’s Health 
Insurance Programs: 

2011 Provider Enrollment Application Fee, 
16422 

Provider Enrollment Application Fee Amount 
for Calendar Year 2012, 67743 

Renewal, Expansion, and Renaming of Advisory 
Panel on Outreach and Education and 
Request for Nominations, 11782 

Medicare Program: 

Accelerated Development Sessions for 
Accountable Care Organizations; 
Corrections, 33305 

Advanced Payment Model, 68012 

Closure of St. Vincents Medical Center, 31340 

First Meeting of the Advisory Panel on Hospital 
Outpatient Payment, etc., 78281 


Notification of Right to Access Quality 
Improvement Organizations, 5755 

Program Efficiency, Transparency, and Burden 
Reduction, 65909 

Medicare, Medicaid, Children’s Health Insurance 
Programs: 

Physician Ownership or Investment Interests; 

Transparency Reports, 78742 


Early Retiree Reinsurance Program, 77537 
Hearing: 
Reconsideration of Disapproval of Colorado 
State Plan Amendments, 34711 
Hearings: 
Reconsideration of Disapproval of Indiana State 
Plan Amendments (SPA), 1-011, 44591 
Medicaid Program: 


Hospice Wage Index for Fiscal Year 2012, 
26731 

Hospital Inpatient Prospective Payment Systems 
for Acute Care Hospitals and Fiscal Year 
2011 Final Wage Indices, etc., 19365 

Pioneer Accountable Care Organization Model; 
Request for Applications; Correction, 
33306 
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Solicitation for Proposals for Medicare 
Community-based Care Transitions 
Program, 21372 

Treatment of Certain Complex Diagnostic 
Laboratory Tests Demonstration, 39110 

Two Membership Appointments to the Advisory 
Panel on Ambulatory Payment 
Classification Groups, 66931 

Medicare Program; Comprehensive Primary Care 

Initiative, 61103 

Medicare Program; Hospice Wage Index for Fiscal 

Year 2012; Correction, 44010 

Medicare Program; Medicare Appeals: 

Adjustment to the Amount in Controversy 
Threshold Amounts for Calendar Year 
2012, 59138 

Medicare Program; Pioneer Accountable Care 

Organization Modei, 29249 

Extension of the Submission Deadlines for the 
Letters of Intent and Applications, 34712 

Medicare Programs: 

Evaluation Criteria and Standards for Quality 
Improvement Program Contracts (10th 
Statement of Work), 46814 

Independence at Home Demonstration Program, 
79193 

Inpatient Hospital Deductible and Extended 
Care Services Coinsurance Amounts; CY 
2012, 67568 

Medicare Part B Monthly Actuarial Rates, 
Premium Rate, and Annual Deductible 
Beginning January, 2012, 67572 

New Application Deadline for Advance 
Payment Model, 74067 

Part A Premiums for CY 2012 for Uninsured 
Aged and for Certain Disabled Individuals 
Who have Exhausted Other Entitlement, 
67570 

St. Vincent’s Medical Center; Extension, 55917 

Waiver Designs in Connection with Medicare 
Shared Savings Program and Innovation 
Center, 19655 

Medicare Programs; Advisory Panel on Hospital 

Outpatient Payment: 

Renaming and Other Changes to Charter and 
Request for Nominations, 72708 

Meetings: 

Advisory Panel on Outreach and Education, 
37120, 61365 

Consumer Operated and Oriented Plan Advisory 
Board, 11484, 12740, 17653 

FY 2013 Applications for New Medical 
Services and Technology Add-On 
Payments Under the Hospital Inpatient 
Prospective Payment System, 71571 

Medicare Evidence Development and Coverage 
Advisory Committee, 13418, 53475, 53477, 
71569 

Medicare Program; Accelerated Development 
Sessions for Accountable Care 
Organizations, 28988 

Medicare Program; Accountable Care 
Organization Accelerated Development 
Learning Sessions, 50224, 66931 

Medicare Program; All New Public Requests; 
Revisions to Healthcare Common 
Procedure Coding System, 10602 

Medicare Program; Medicare Evidence 
Development and Coverage Advisory 
Committee, 44011 

Medicare Program; New Clinical Laboratory 
Tests Payment Determinations, 10600, 
10602 

Medicare Program; Second Semi-Annual 
Meeting of the Advisory Panel on 
Ambulatory Payment Classification 


Groups—August 10, 2011 Through August, 
2, 2011, 37121 
Pilot Program for Parallel Review of Medical 
Products, 62808 
Correction, 66309 
Privacy Act; Computer Matching Program, 14669 
Privacy Act; Systems of Records, 21373, 47190, 
58007, 65196 
Proposed Establishment of a Federally Funded 
Research and Development Center, 20673, 
28042, 34713 
Re-Approval of the American Society of 
Histocompatibility and Immunogenetics as an 
Accreditation Organization, 22711 
Requests for Nominations: 
Medicare Evidence Development and Coverage 
Advisory Committee, 71573 
State Flexibility to Establish Basic Health 
Program: 
Request for Information, 56767 
Statement of Organization, Functions, and 
Delegations of Authority, 4703, 65197 
Statements of Organization, Functions, and 
Delegations of Authority, 18555, 21908, 
44933 


Centers for Medicare and Medicaid 
Services 


NOTICES 
Medicare Programs: 
Treatment of Certain Complex Diagnostic 
Laboratory Tests Demonstration; Extension 
of Deadline, 49491 


Central Intelligence Agency 


RULES 

Access by Historical Researchers and Certain 
Former Government Personnel; Correction, 
59034, 64237 

Classification Challenge Regulations, 59031 

Information Security Regulations, 62630 

Mandatory Declassification Review, 59032 

PROPOSED RULES 

Freedom of Information Act Regulations, 59071 

Privacy Act, 59073 


Chemical Safety and Hazard 
Investigation Board 


NOTICES 

Draft Investigation Report - DuPont Belle, 39842 

Meetings; Sunshine Act, 1131, 69238 

Membership of Senior Executive Service 
Performance Review Board, 76122 

Senior Executive Service Performance Review 
Board, 30646 


Children and Families Administration 


See Refugee Resettlement Office 
RULES 
Head Start Program, 70010 


PROPOSED RULES 
Head Start Program, 14841 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 6140, 
6141, 7218, 7865. 9020, 9581, 10605, 12741, 
12966, 14670, 18223, 20356, 20989, 21749, 
28989, 30367, 30368, 30723, 30944, 30945, 
31340, 32213, 34714, 34998, 34999, 35219, 
35220, 35221, 35447, 35894, 35895, 36132, 
36133, 39402, 40371, 40372, 40373, 45258, 
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Children 


45259, 45576, 50481, 50482, 50483, 52956, 
52957, 56461, 60847, 62072, 62416, 62417, 
66309, 66310, 68194, 68763, 70460, 71574, 
72934, 76977, 77236, 77538, 77540, 77541, 
81504 
ACF Grantee Survey of Low Income Home 
Energy Assistance Program, 9351 
Adoption and Foster Care Analysis and 
Reporting System, 45577 
AFI Financial Education Practices and Cost 
Study, 9787, 33767 
Analysis of Engagement in Additional Work 
Activities and Expenditures on other 
Benefits and Services, etc., 9352 
Annual Report on Households Assisted by Low 
Income Home Energy Assistance, 25356 
Annual State MOE Report, 52331 
Application Requirements for Low Income 
Home Energy Assistance Program, etc., 
33768 
Child and Family Services Plan, Annual 
Progress and Servicers Review, etc., 19099 
Child Care and Development Fund Tribai Plan 
Preprint, 11250 
Child Care Quarterly Case Record Report, 
44934, 78282 
Child Support Enforcement Annual Data 
Report, 48865 
Child Support Enforcement Program Annual 
Data Report, 28043 
Computerized Support Enforcement Systems, 
4703, 21909 
Continued Tracking of Families in the Head 
Start Impact Study, 26303 
Descriptive Study of Tribal Temporary 
Assistance for Needy Families Programs, 
67745 
Developmental Disabilities Annual Protection 
and Advocacy Systems Program 
Performance Report, 4705, 22713 
Evaluation of Adolescent Pregnancy Prevention 
Approaches; Baseline Data Collection, 
17654, 38183 
Evaluation of Head Start Safe Families Safe 
Homes Training Curriculum, 2394 
Evaluation of Tribal Health Profession 
Opportunity Grants, 38400 
Financial Status Reporting Form for State 
Councils on Developmental Disabilities 
Program, 77836 
Formative Data Collections for Informing Policy 
Research, 34078, 53682 
Head Start Grant Administration, 76737 
Head Start Program Information Report, 37355 
Implementation, Systems and Outcome 
Evaluation of the Tribal and Low-Income 
Health Profession Opportunity Grants, 
4912 
Income Withholding for Support, 9582 
Information Comparison with Insurance Data, 
8742 
Interstate Referral Guide, 71978 
IRS Project, 099, 20990 
LIHEAP Quarterly Allocation Estimates, 37355 
Low Income Home Energy Assistance Program 
Carryover and Reallotment Report, 24493, 
48165 
Low Income Home Energy Assistance Program 
Household Report, 40733, 51369 
Mother and Infant Home Visiting Program 
Evaluation; Site Recruitment, 79688 
National Survey of Child and Adolescent Well- 
Being -- Second Cohort, 788 
National Survey of Early Care and Education, 
8743 
ORR State Plan for Grants to States for Refugee 
Resettlement, 53906 


Children 


Parents and Children Together - Discussion 
Guide, 50225 
Parents and Children Together Evaluation, 
78927 
Personal Responsibility Education Program 
(PREP) Multi Component Evaluation - 
Design Survey, 17655 
Personal Responsibility Education Program 
Multi-Component Evaluation, 14403 
Plan for Foster Care and Adoption Assistance; 
Title IV-E, 78662 
Pre-testing of Evaluation Surveys, 34077, 53682 
Project, 099, 4912 
Project LAUNCH Cross-Site Evaluation, 6619, 
24887 
Protection and Advocacy Voting Access 
Application and Annual Report, 4704 
Refugee Assistance Program Estimates CMA, 
48165 
Request for Assistance for Child Victims of 
Human Trafficking, 27060, 47196 
Required Data Elements for Paternity 
Establishment Affidavits, 16630 
Responsible Fatherhood Reentry Strategies 
Study - Discussion Guides, 59399 
Reunification Procedures for Unaccompanied 
Alien Children, 18556, 26302 
Social Services Block Grant Post-expenditure, 
6797 
State Court Improvement Program, 72934, 
78662 
State Developmental Disabilities Council 5-Year 
State Plan, 17421, 31614 
State Plan for Grants to States for Refugee 
Resettlement, 71575 
State Plan for Temporary Assistance for Needy 
Families, 52331 
State Plan for the Temporary Assistance of 
Needy Families, 23324 
Statewide Automated Child Welfare Information 
System Assessment Review Guide, 1619, 
28438 
Temporary Assistance for Needy Families/ 
National Directory of New Hires Match 
Results Report, 58518 
Understanding Urban Indian’s Interactions with 
ACF Programs and Services, 49491 
University Centers for Excellence in 
Developmental Disabilities Education, 
Research, and Service - Annual Report, 
21910 
Voluntary Establishment of Paternity, 16795 
Work Participation and TANF/WIA 
Coordination Project, 17654 
State Council on Developmental Disabilities 
Program Performance Report, 60051 
Allotment Percentages to States for Child Welfare 
Services State Grants, 9788 
Announcement of an Award, 16630 
Annual Statistical Report on Children in Foster 
Homes and Children in Families Receiving 
Payment in Excess of the Poverty Income 
Level from a State Program Funded Under 
Part A of Title IV of the Social Security 
Act, 
Available Funding: 
Basic Center Program and Street Outreach 
Program, 30368 
Award of an Assets for Independence Grant: 
United Way of Abilene, Inc., Abilene, TX, 
42712 
Award of Nine Single-Source Expansion 
Supplement Grants, 31964 
Award of Replacement Grant for Preventive 
Health to Lutheran Social Services of North 
Dakota, Fargo, ND, 47593 


Awards: 
Regents of University of Michigan, Anne Arbor, 
MI, 18224 
Awards of Single-source Grants: 
The WorkPlace, Inc., Bridgeport, CT, 64949 
Awards of Single-Source Program Expansion 
Supplement Grants: 
Expanded Technical Assistance Activities in the 
Field of Child Welfare, 67192 
National Runaway Switchboard, Chicago, IL, 
67192 
Pennsylvania Coalition Against Domestic 
Violence, Harrisburg, PA, 67194 
Establishment of Advisory Committee on the 
Maternal, Infant and Early Childhood Home 
Visiting Program Evaluation, 12977 
Estimated Federal Allotments; Fiscal Year 2012: 
State Developmental Disabilities Councils and 
Protection and Advocacy Systems Formula 
Grant Programs, 41800 
Expansion Supplement Grant Awards, 43688 
Five Single Source Grant Awards, 44934 
FY 2012 State Median Income Estimates for Use 
Under the Low Income Home Energy 
Assistance Program, 21750 
Grant Awards: 
Assets for Independence, United Way of 
Abilene, Inc., Abilene, TX, 39880 
Meetings: 
Administration for Native Americans, 42713 
Advisory Committee on Head Start Research 
and Evaluation, 789, 17130, 29756, 42712 
Advisory Committee on Maternal, Infant and 
Early Childhood Home Visiting Program 
Evaluation, 71979 
Advisory Committee on the Maternal, Infant 
and Early Childhood Home Visiting 
Program Evaluation, 12978, 22713 
Head Start Tribal Consultations, 20674 
National Commission on Children and 
Disasters, 9352 
Office of Planning, Research and Evaluation 
Advisory Committee on Head Start 
Research and Evaluation, 76417 
President’s Committee for People With 
Intellectual Disabilities; Conference Call, 
29250, 31341, 38658, 43688, 51986, 
63623, 67746, 68486, 76738 
Tribal Consultation, 48865 
Tribal Consultations, 12967 
Office of Child Care Delegation of Authority, 
3143 
Privacy Act; Systems of Records, 560 
Proposed Funding Opportunities: 
Special Initiative Concerning Assets for 
Independence Program, 18225 
Replacement Grant Awards, 30369 
Requirements for Electronic Submission of 
Discretionary Grant Applications, 66721 
Single-Source Expansion Supplement Grant 
Awards: 
National Association of Councils on 
Developmental Disabilities, Washington, 
DC, 67194 
Single-Source Grant Awards: 
National Association of Councils on 
Developmental Disabilities in Washington, 
DC, 67195 
Tribal Law and Policy Institute, 50226 
Single-Source Program Expansion Supplement 
Grant Awards: 
Johns Hopkins University, Bloomberg School 
of Public Health, Baltimore, MD, 67195 
Think College Project, University of 
Massachusetts, Institute for Community 
Inclusion, Boston, MA, 67196 


University of Massachusetts, Institute for 
Community Inclusion, Boston, MA, 67195 
Statement of Organization, Functions, and 
Delegations of Authority: 
Administration on Children, Youth and 
Families, 81505 
Administration on Developmental Disabilities, 
72418 
Office of the Deputy Assistant Secretary for 
Administration, 68764 
Statements of Organization, Functions, and 
Delegations of Authority: 
Office of Refugee Resettlement, 70149 
Tribal Consultation Policy, 55678 
Withdrawal of Publication, 14022 
Civil Rights Commission 
NOTICES 
Meetings: 
Agenda of Public Meeting of the Vermont 
Advisory Committee, 9742 
Alaska Advisory Committee, 23277 
Arizona Advisory Committee, 79649 
Arkansas Advisory Committee, 12317, 37779 
California Advisory Committee, 70703 
Colorado Advisory Committee, 70109 
Colorado Advisory Committee and Agenda, 319 
Colorado State Advisory Committee, 53881 
Connecticut Advisory Committee, 6118, 37780, 
55002, 72900 
Connecticut, District of Columbia, Maine, 
Maryland, Massachusetts, New Hampshire, 
New Jersey, and Pennsylvania Advisory 
Committees, 67671 
District of Columbia Advisory Committee, 
28730 
Florida Advisory Committee; Agenda, 2332 
Hawaii Advisory Committee, 24457 
Idaho Advisory Committee, 8999 
Iowa Advisory Committee, 7148, 53401 
Kentucky Advisory Committee, 8999 
Louisiana Advisory Committee, 20625, 55871, 
63601, 79649 
Louisiana Advisory Committee and Agenda, 
320 
Maine Advisory Committee and Agenda, 319 
Maine State Advisory Committee, 74040 
Maryland Advisory Committee, 8999, 40685 
Massachusetts State Advisory Committee, 
30905 
Minnesota Advisory Committee, 49434 
Montana State Advisory Committee, 30306 
Nebraska Advisory Committee, 53401 
Nebraska Advisory Committee and Agenda, 
2646 
Nevada Advisory Committee, 4864, 47538 
New Hampshire Advisory Committee, 57950 
New Hampshire State Advisory Committee, 
50453 
New Jersey Advisory Committee, 46723 
New Jersey State Advisory Committee, 9742 
New Mexico Advisory Committee, 16378, 
55872 
New Mexico Advisory Committee and Agenda, 
320 
North Dakota State Advisory Committee, 30305 
Tennessee Advisory Cominittee, 47539 
Texas Advisory Committee, 5781, 53881 
Utah Advisory Committee, 4864 
Vermont Advisory Committee, 16378, 37780 
Vermont Advisory Committee and Agenda, 319 
Wisconsin Advisory Committee, 49434 
Wyoming Advisory Committee, 2883, 75522 
Meetings; Sunshine Act, 3608, 6118, 11755, 
12022, 17818, 25666, 31935, 39843, 47142, 
54196, 58768, 63601, 69702, 76359 
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Coast Guard 


Meetings: Corson Inlet; Strathmere, NJ, 63840 Rainy River, Ranier, MN, 17542 
Louisiana Advisory Committee, 22364 Curtis Creek; Baltimore MD, 9225 Raritan River; Arthur Kill and Tributaries; 
Delaware River, 37002 Staten Island, NY and Elizabeth, NJ, 45690 
Coast Guard Delaware River; NJ and Bristol, PA, 81825 Sacramento River; Sacramento. CA, 11679, 
RULES Doullut Canal; Plaquemines Parish; Empire, LA, 11960, 20843, 26181, 79067 
ae 70348 Sacramento River, Sacramento, CA, 23188 
Alternate Tonnage Threshold for Oil Spill Duluth Ship Canal; Duluth-Superior Harbor, Saugus River; Lynn and Revere, MA, 73510 
Response Vessels, 77128 MN, 11332 Shark River (South Channel); Belmar, NJ, 
Anchorage Regulations: Duwamish West Waterway; Seattle, WA, 63840 11679 
Port of New York, 20524 Elizabeth River; Norfolk VA, 70345 Steamboat Slough; Grand Island, CA, 55563 
Wekks Harbor; Wells, ME, 76295 Escatawpa River; Moss Point, MS, 79066 Sturgeon Bay Ship Canal; Sturgeon Bay, WI, 
Arrivals on Outer Continental Shelf, 2254 Grassy Sound Channel; Middle Township, NJ, 28309 
Chemical Testing; CFR Correction, 14818 14279, 51885 Townsend Inlet; Avalon, NJ, 14803 
Domestic Voyage Load Lines; Lake Michigan, Gulf Intracoastal Waterway; Belle Chasse, LA, Trent River; New Bern, NC, 53341 
32323 ; 73998 Trent River, New Bern, NC, 66183 
Drawbridge Operation Regulations: Gulf Intracoastal Waterway; Near Hackberry, Upper Mississippi River; Clinton, IA, 79066 
Annisquam River and Blynman Canal, LA, 40617 Upper Mississippi River; Keokuk, IA, 6694 
. Gloucester, MA, 45420 Gulf Intracoastal Waterway, LA, 70345 Upper Mississippi River; Rock Island, IL, 9223, 
Chickasaw Creek, AL, 3837 Gulf Intracoastal Waterway, New Orleans 9224 
China Basin, San Francisco, CA, 45421 Harbor, Inner Harbor Navigation Canal; Willamette River, Portland, OR, 76297 
Gulf Intracoastal Waterway; Belle Chasse, LA, New Orleans, Orleans Parish, LA, 8653 Eleventh Coast Guard District Annual Marine 
3516 Hackensack River; Jersey City, NJ, 9224, Events, 53329 
Hackensack River; Jersey City, NJ, 4818 27250, 50123 Great Lakes Pilotage: 
Harlem River; New York City, NY, 3516 Hackensack River; Jersey City, NJ; 2011 Annual Review and Adjustment, 6351 
Long Island, New York Inland Waterway, 4819 Maintenance, 11959 Higher Volume Port Areas: 
Merrimack River, Newburyport and Salisbury, Hackensack River; Secaucus, NJ, 13288 State of Washington, 76299 
MA, 3516 Harlem River; New York City, NY, 40234 Hydroplane Races within Captain of Port Puget 
Mispillion River, Milford, DE, 24372 Harlem River; New York, NY, 19910 Sound Area of Responsibility 23185 
Old Brazos River; Freeport, Brazoria County, Hood Canal, WA, 26182 Inflatable Personal Flotation Devices, 17561 
TX, 4818 Hutchinson River; Bronx, NY, 59036, 76297 Inflatable Personal Flotation Devices; Withdrawal, 
Passaic River, Jersey City, NJ, 4819 Illinois Waterway; Joliet, IL, 21636, 52565 56294 
Drawbridge Operations: Illinois Waterway; Morris, IL, 26606 Installation and Use of Engine Cut-off Switches 
Albemarle and Chesapeake Canal; Chesapeake, Illinois Waterway, near Morris, IL, 40237 on Recreational Vessels, 33161 
VA, 27250 Intracoastal Waterway; Ventnor City, NJ, 13288 | International Anti-Fouling System Certificate, 
Anacostia River; Washington, DC, 52566 Islais Creek, San Francisco, CA, 65120 76896 
Annisquam River and Blynman Canal; Is!e of Wight (Sinepuxent) Bay; Ocean City, Lifesaving Equipment: 
Gloucester, MA, 14804, 79065 MD, 23187 Production Testing and Harmonization with 
Apponagansett River; Dartmouth, MA, 19911, Isle of Wight Bay; Ocean City, MD, 70346 International Standards, 62962 
64009 Lafourche Bayou; Lafourche, LA, 39775 Lifesaving Equipment; Testing and Standards, 
Atlantic Intracoastal Waterway; Albemarle and Lake Washington Ship Canal; Seattle, WA, 70062 
Chesapeake Canal; Chesapeake, VA, 70349 69131 Navigation Areas: 
Atlantic Intracoastal Waterway; Chesapeake, Long Island, New York; Inland Waterway; Arthur Kill; NY and NJ, 52569 
VA, 76299 Hempstead, NY, 13289 Chelsea Street Bridge Construction; Chelsea, 
Atlantic Intracoastal Waterway; Elizabeth River; Long Island, New York Inland Waterway from MA, 42545 
Chesapeake VA, 69633 East Rockaway Inlet to Shinnecock Canal, Chelsea Street Bridge Construction, Chelsea, 
Atlantic Intracoastal Waterway, Elizabeth River, NY, 35978, 48717, 68098 MA, 65376 
Southern Branch; Chesapeake, VA, 34848 Lower Grand River, LA, 43597 Columbus Day Weekend; Biscayne Bay; Miami, 
Atlantic Intracoastal Waterway, Wrightsville Mermentau River, Grand Chenier, LA, 17541 FL, 49301 
Beach, NC; Cape Fear and Northeast Cape Mississippi River; Dubuque, IA, 72308 Hudson River South of the Troy Locks, NY, 
Fear River; Wilmington, NC, 30830 Mystic River, CT, 70348 8654 
Bass River; Beverly, MA, 14804 Nanticoke River; Seaford, DE, 31838 Portsmouth Naval Shipyard; Portsmouth, NH, 
Bayou Liberty; Tammany Parish, Slidell, LA, Nanticoke, Seaford, DE, 66184 50667 
28311 Narrow Bay; Smith Point, NY, 60733 Superfund Site; New Bedford Harbor; New 
Bayou Tigre; Vermillion Parish, LA, 5685 Navesink (Swimming) River; NJ, 60732 Bedford, MA, 35742 
Bear Creek; Sparrows Point, MD, 65118 Neches River; Beaumont, TX, 26606 Technical, Organizational, and Conforming 
Black Warrior River; Demopolis, Marengo Neuse River; New Bern, NC, 63839, 69632, Amendments, 31831 
County, AL, 39774 72309 Ninth Coast Guard District Sector Realignment; 
Bonfouca Bayou; Slidell, LA, 52567 New Haven Harbor, Quinnipiac and Mill Northern Lake Michigan and Lake Huron, 
Buffalo Bayou; Houston, Harris County, TX, Rivers, New Haven, CT, 12 13508 
16294 New Jersey Intracoastal Waterway; Atlantic Passenger Weight and Inspected Vessel Stability 
Calcasieu River; Westlake, LA, 19911, 28645, City, NJ, 30014, 37001, 79534 Requirements, 16697, 19275 
69632 New Jersey Intracoastal Waterway; Beach Ports and Waterways: 
Cape Fear River; Wilmington, NC, 11960, Thorofare, NJ, 23187 23rd Annual North American International Auto 
53342 New Rochelle Harbor; New Rochelle, NY, Show; Detroit, MI, 1065 
Cape Fear Rivers; Wilmington, NC, 39298 76298 Security Zones— 
Cerritos Channel, Long Beach, CA, 16297 Oakland Inner Harbor; Oakland, CA, 78153 Ports and Waterway Safety: 
Cheesequake Creek; Morgan, NJ, 35349, 43123 Old Brazos River; Brazoria County, TX, 76298 Beaufort River/Atlantic Intracoastal Waterway; 
Chelsea River; Chelsea and East Boston, MA, Old River Channel; Cleveland, OH, 40616 Beaufort, SC, 5267 
4817, 72309 Passaic River; Harrison, NJ, 65375 Charenton Drainage and Navigation Canal; St. 
Chickasaw Creek, AL, 9968, 60732 Passaic River; Jersey City, NJ, 47440 Mary Parish, LA, 4532 
China Basin; San Francisco, CA, 50124, 71260 Patapsco River; Baltimore, MD, 81826 Havasu Landing Regatta, Colorado River; Lake 
Christina River; Wilmington, DE, 39298, 39773 Pequonnock River; Bridgeport, CT, Havasu Landing, CA, 9227 
City Waterway; Tacoma, WA, 72839 Maintenance, 49300 Kailua Bay; Oahu, HI, 12 
Columbia River, OR; CFR Correction, 17341 Pocomoke River; Pocomoke City, MD, 5686, Miami International Triathlon; Bayfront Park, 
Company Canal; Lockport, LA, 21253 81826 Miami, FL, 8656 
Connecticut River; Old Lyme, CT, 35978 Pocomoke River, Snow Hill, MD, 16296 Safety Zones— 
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Security Zones— 

Underwater Hazard, Gravesend Bay; Brooklyn, 
NY, 4529 

Ports and Waterways Safety: 

Brandon Road Lock and Dam to Lake 
Michigan, etc., Chicago, IL, 2829 

Illinois Waterway System; Barges Loaded with 
Cargoes Requirements; Stay, 2827 

Navigation Areas— 

Protection of Military Cargo, Puget Sound, WA, 
3014 

Safety Zones— 

Security Zones— 

Processing of Merchant Mariner Credentials for 
those Mariners not Requiring a Transportation 
Worker, 79544 

Protection for Whistleblowers in the Coast Guard, 
17782 

Quarterly Listings: 

Safety Zones, Security Zones, Special Local 
Regulations, Drawbridge Operation 
Regulations, etc., 7107, 9646, 44803, 
70342 

Regulated Navigation Areas: 

Chicago Sanitary and Ship Canal; Romeoville, 
IL, 77121 

Route 24 Bridge Construction; Tiverton and 
Portsmouth, RI, 57910 

Saugus River; Lynn, MA, 58105 

Reorganization of Sector North Carolina, 26603 

Safety Zones: 

2011 Head of the South Regatta, Savannah 
River, Augusta, GA, 65380 

2011 Rohto Ironman 70.3 Miami, Biscayne 
Bay, Miami, FI., 53824 

2011 Memorial Day Tribute Fireworks, Lake 
Charlevoix, Boyne City, Michigan, 27895 

28th Annual Humboldt Bay Festival, Fireworks 
Display; Eureka, CA, 31846 

4th of July Festival Berkeley Marina Fireworks 
Display; Berkeley, CA, 37650 

Air Power Over Hampton Roads; Back River; 
Hampton, VA, 26607 

Allegheny River; Pittsburgh, PA, 47993 

Annual Events; Milwaukee Harbor; Milwaukee, 
WI, 41693 

Annual Events; Port Lake Michigan Zone, 
41065 

Annual Events Milwaukee Harbor, Milwaukee, 
WI, 50680 

Annual Firework Displays; Puget Sound Area, 
70882 

Annual Firework Displays; Puget Sound Area 
of Responsibility, 55261, 61263, 63841 

Annual Fireworks; Puget Sound Area of 
Responsibility, 33646 

Annual Fireworks Events; Detroit Zone, 38304 

Annual Fireworks Events; Port Detroit Zone, 
33154, 34867 

Apache Pier Labor Day Weekend Fireworks 
Display; Atlantic Ocean, Myrtle Beach, SC, 
47441 

Art Gallery Party St. Pete 2011 Fireworks 
Display; Tampa Bay, St. Petersburg, FL, 
68101 

August and September Fireworks and 
Swimming Events in Captain of Port 
Boston Zone, 50124 

Augusta Southern Nationals Drag Boat Race; 
Savannah River, Augusta, GA, 34859 

August Fireworks Displays and Swim Events 
in the Captain of the Port New York Zone, 
48718 

Barrier Testing Operations; Chicago Sanitary 
and Ship Canal; Romeoville, IL, 34145 

Bay Ferry II Maritime Security Exercise; San 
Francisco Bay, San Francisco, CA, 22809 
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Bay Point Fireworks; Bay Point Marina; 
Marblehead, OH, 38020 

Beauforts New Year’s Eve Fireworks Display; 
Beaufort River; Beaufort, SC, 78820 

Bellingham Bay; Bellingham, WA and Lake 
Union, Seattle, WA, 23710 

BGSU Football Gridiron Classic Golf and 
Dinner Fireworks; Port Clinton, OH, 41691 

Big Rock Blue Marlin Air Show; Morehead 
City, NC, 29647 

Big Sioux River; North Sioux City to the 
Missouri River; SD, 38013 

Big Sioux River from the Military Road Bridge 
North Sioux City to the confluence of the 
Missouri River, SD, 53827 

Blue Crab Festival Fireworks Display; Little 
River, SC, 25545 

Boom Days; Buffalo Outer Harbor; Buffalo, 
NY, 20530 

Boom Days; Niagara River; Niagara Falls, NY, 
20532 

Brandon Road Lock and Dam; Lake Michigan; 
Chicago, IL, 65609 

Brandon Road Lock and Dam to Lake 
Michigan, 78161 

Brandon Road Lock and Dam to Lake 
Michigan, etc.; Chicago, IL, 63199 

Brandon Road Lock, Lake Michigan, Des 
Plaines River, Chicago River, etc.; 
Chicago, IL, 35106 

Bullhead City Regatta; Bullhead City, AZ, 
38568 

Cape Charles Fireworks; Cape Charles Harbor; 
Cape Charles, VA, 38302 

Captain of the Port Sault Sainte Marie; Annual 
Events, 31839 

Catawba Island Club Fireworks; Port Clinton, 
OH, 27253 

Central Astoria Independence Celebration 
Fireworks Event; Wards Island, NY, 37002 

Charleston Race Week; Charleston Harbor; 
Charleston, SC, 18389 

Charleston Sharkfest Swim; Charleston Harbor; 
Charleston, SC, 37269 

Chelsea St. Bridge Demolition; Chelsea River; 
Chelsea, MA, 32313 

Chicago Harbor; Chicago, IL, 41690, 69131 

Chicago Harbor; Navy Pier East; Chicago, IL, 
52268 

Chicago Harbor; Navy Pier Southeast; Chicago, 
IL, 56640 

Chicago Harbor, Navy Pier Southeast; Chicago, 
IL, 34854 

Chicago Harbor, Navy Pier Southeast, Chicago, 
IL, 48718 

Chillounge Night St. Petersburg Fireworks 
Display; Tampa Bay, St. Petersburg, FL, 
68098 

Cleveland National Air Show; Lake Erie; 
Cleveland, OH, 54377 

Coast Guard Exercise; Detroit River; 
Ambassador Bridge 52266 

Commencement Bay; Tacoma, WA, 31853 

Conneaut Festival Fireworks; Conneaut Harbor 
Conneaut, OH, 32071 

Container Crane Relocation; Cooper and Wando 
Rivers; Charleston, SC, 75450 

Corporate Party on Hornblower Yacht; San 
Francisco, CA, 55261 

Coughlin Wedding Fireworks; Lake St. Clair; 
Harrison Township, MI, 27251 

Delaware River; Marcus Hook, PA; Dredging 
Operations, 11961 

Delta Independence Day Foundation 
Celebration; Mandeville Island, CA, 37643 

Department of Defense Exercise; Hood Canal; 
Washington, 70649 


Discovery World Private Wedding Firework 
Displays, Milwaukee, WI, 46626 

Eisenhower Expressway Bridge Rehabilitation 
Project; Chicago River South Branch; 
Chicago, IL, 78157 

Eleventh Coast Guard District Annual Fireworks 
Events, 50669 

Elgin Joliet & Eastern Railroad; Illinois River, 
Morris, IL, 34869 

ESI Ironman 70.3 Augusta Triathlon, Savannah 
River, Augusta, GA, 53829 

Fan Pier Yacht Club Fireworks; Boston Harbor; 
Boston, MA, 37005 

Fireworks Display; Kanawha River, WV, 28312 

Fireworks Display; Wrightsville Beach, NC; 
Change, 69634 

Fireworks Display Event; Currituck Sound; 
Corolla, NC, 31843 

Fireworks Display, Potomac River; National 
Harbor Access Channel; MD, 70647 

Fireworks Displays; Columbia River Area, 
34852 

Fireworks Displays; Port Columbia River Zone, 
34862 

Fireworks Displays and Surfing Events; Long 
Island Sound Zone, 55566 

Fireworks Displays in Captain of Port Columbia 
River Zone, 18393 

Fireworks Displays in Captain of the Port Long 
Island Sound Zone, 61947 

Fireworks within Sector Boston Captain of the 
Port Zone, 40808 

Fleet Week Maritime Festival; Elliott Bay; 
Seattle, WA, 30014 

Force Training Exercises; San Pablo Bay, CA, 
25548 

Ford Estate Wedding Fireworks, Lake St. Clair, 
Grosse Pointe Shores, MI, 21637 

Fourth Annual Offshore Challenge; Sunny Isles 
Beach, FL, 24813 

Fourth of July Fireworks Event; Pagan River; 
Smithfield, VA, 38570 

Giannangeli Wedding Fireworks; Lake St. Clair, 
Harrison Township, MI, 58110 

Head of the Cuyahoga; Cuyahoga River; 
Cleveland, OH, 56638 

Houma Navigation Canal, Terrebonne Parish, 
LA, 45421 

Hylebos Bridge Restoration; Hylebos Waterway; 
Tacoma, WA, 38011 

IJSBA World Finals; Lower Colorado River; 
Lake Havasu, Arizona, 61261 

Independence Day Fireworks Celebration; 
Richmond, CA, 37012 

Independence Day Fireworks Celebration for the 
City of Martinez; CA, 37641, 37653 

ISAF Nations Cup Grand Final Fireworks 
Display; Sheboygan, WI, 53051 

Jameson Beach Fourth of July Fireworks 
Display, 37009 

July 4th Fireworks; St. Petersburg Zone, FL, 
38015 

July 4th Fireworks Displays; Port Miami Zone, 
FL, 33157 

July Fireworks and Swim Events; Port New 
York Zone, 43124 

Kathleen Whelan Wedding Fireworks, Lake St. 
Clair, Grosse Pointe Farms, MI, 43896 

Labor Day at the Landing Santa Rosa Sound, 
Fort Walton Beach, FL, 53822 

Labor Day Fireworks; James River; Richmond, 
VA, 54382 

Logan International Airport; High Voltage 
Transmission Lines Repairs; Saugus, MA, 
19698, 26183 

Lorain Independence Day Fireworks; Black 
River; Lorain, OH, 32069 
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M.LT.’s 150th Birthday Celebration Fireworks; 
Charles River; Boston, MA, 31230 

M/V Davy Crockett; Columbia River, 21253, 
34862, 58112 

M/V Davy Crockett, Columbia and Willamette 
Rivers, 18397 

M/V Davy Crockett, Columbia River, 73511 

M/V Del Monte Live-Fire Gun Exercise; James 
River, Isle of Wight, VA, 31848 

Mainardi/Kinsey Wedding Fireworks; Lake 
Erie, Lakewood, OH, 64820 

Marine Events; Captain of Port, Sault Sainte 
Marie, 38297 

Marine Events; Port Long Island Sound Zone, 
34855 

Marysville Days Fireworks; St. Clair River; 
Marysville, MI, 30018 

Michigan Bankers Association Fireworks; Lake 
Huron; Mackinac Island, MI, 33152 

Milwaukee Harbor Annual Events; Milwaukee, 
WI, 31853 

Mississippi River; Mile Marker 230 to Mile 
Marker 234, Baton Rouge, LA, 60733 

Mississippi River; Minneapolis, MN, 38975 

Missouri River; Montana and North Dakota, 
37647 

Missouri River from the Border between 
Montana and North Dakota, 53820 

Monte Foundation Fireworks; Aptos, CA, 61259 

Multiple Firework Displays; Captain of Port, 
Puget Sound Area of Responsibility, 33155 

Myrtle Beach Triathlon, Atlantic Intracoastal 
Waterway, Myrtle Beach, SC, 54703 

Naval Air Station Corpus Christi Air Show, Oso 
Bay; Corpus Christi, TX, 18395 

Navy Pier East; Chicago, IL, 18869 

Navy Pier Southeast; Chicago, IL, 11337, 22035 

Newport River; Morehead City, NC, 29645, 
38018 

New Year’s Eve Fireworks Displays; Miami 
Zone; FL, 78154 

New Year’s Eve Fireworks Displays; St. 
Petersburg Zone, FL, 72842 

New York Water Taxi 10th Anniversary 
Fireworks; Upper New York Bay, Red 
Hook, NY, 33639 

Nicole Cerrito Birthday Fireworks; Detroit 
River; Detroit, MI, 33643 

Northern California Annual Fireworks Events; 
July 4th Fireworks Display; 37649, 37646, 
37650 

Ocean City Air Show; Ocean City, MD, 31235 

Ohio River; Sewickley, PA, 28895 

Old Club Cannonade, Lake St. Clair, 
Muscamoot Bay; Harsens Island, MI, 
63200 

Pacific Grove Feast of Lanterns, Fireworks 
Display; Pacific Grove, CA, 33641 

Pantego Creek; Belhaven, NC, 37267 

Patuxent River, Patuxent River, MD, 51887 

Pensacola Bay; Pensacola, FL, 23189 

Pierce County Department of Emergency 
Management Regional Water Exercise, 
East Passage, Tacoma, WA, 23708 

Port Huron Float Down; St. Clair River; Port 
Huron, MI, 52269 

Power Line Replacement; West Bay; Panama 
City, FL, 76044 

Put-In-Bay Fireworks; Fox’s the Dock Pier; 
South Bass Island, Put-In-Bay, OH, 31851 

Red River; Minnesota, North Dakota, 

Red River, MN, 22033 

Revolution 3 Triathlon; Sandusky Bay, Lake 
Erie, Cedar Point, OH, 55564 

Rochester Harbor Festival; Genesee River, 
Rochester, NY, 34865 


Rotary Club of Fort Lauderdale New River Raft 
Race; New River; Fort Lauderdale, FL, 
62301 

Ryder Cup Captain’s Duel Golf Shot; Chicago 
River; Chicago, IL, 58108 

Sacramento New Year’s Eve Fireworks Display, 
Sacramento, CA., 81827 

San Diego POPS Fireworks, San Diego, CA, 
45693 

San Francisco Chronicle Fireworks Display, San 
Francisco, CA, 38305 

San Francisco New Year’s Eve Fireworks 
Display; San Francisco, CA, 81371 

Sausalito Yacht Club’s Annual Lighted Boat 
Parade and Fireworks Display; Sausalito, 
CA, 77125 

Seafair Blue Angels Air Show; Seattle, WA, 
34867 

Sea World Fireworks; Mission Bay, San Diego, 
CA, 22812 

Shore Thing and Independence Day Fireworks, 
Chesapeake Bay, Norfolk, VA, 38300 

Soil Sampling; Chicago River, Chicago, Illinois, 
11334 

Space Coast Super Boat Grand Prix; Atlantic 
Ocean; Cocoa Beach, FL, 26931 

Stockton Ports Baseball Club Fourth of July 
Fireworks Display, Stockton, CA, 37007 

Submarine Cable Installation Project; Chicago 
River South Branch, Chicago, IL, 78159 

Suttons Bay Labor Day Fireworks; Suttons Bay, 
Grand Traverse Bay, MI, 54380 

Swim Around Charleston, Charleston, SC, 
58401 

Swimming Events in Captain of Port Boston 
Zone, 42048 

Texas International Boat Show Power Boat 
Races; Corpus Christi Marina; Corpus 
Christi, TX, 18391 

The Florida Orchestra Pops in the Park 
Fireworks Display, Tampa Bay, St. 
Petersburg, FL, 65378 

Thunder on Niagara; Niagara River; North 
Tonawanda, NY, 51885 

Thunder on the Gulf of Mexico; Orange Beach, 
AL, 54375 

Todd Pacific Shipyards Vessel Roll-Out; West 
Duwamish Waterway; Seattle, WA, 14279 

TriMet Bridge Project; Willamette River; 
Portland, OR, 53054 

TriRock Triathlon; San Diego Bay; San Diego, 
CA, 55796 

Truman-Hobbs Alteration of Elgin Joliet and 
Eastern Railroad Drawbridge; Morris, IL, 
41693 

Truman-Hobbs Alteration of the Elgin Joliet & 
Eastern Railroad Drawbridge, Morris, IL, 
64818 

Truman-Hobbs Alteration of the Elgin Joliet and 
Eastern Railroad Drawbridge; Illinois 
River, Morris, IL, 72839 

Underwater Hazard; Gravesend Bay; Brooklyn, 
NY, 31233 

Upper Mississippi River, 36316, 77901 

Waterway Closure, Atchafalaya River from Mile 
Marker 117 (Morgan City Railroad Bridge) 
to Mile Marker 0 (Simmesport, LA), 35104 

Waterway Closure, Morgan City - Port Allen 
Route from Mile Marker 0 to Port Allen 
Lock, 36318 

Waverly Country Club Fireworks Display; 
Willamette River; Portland, OR, 65963 

West of Harvey Lock Gulf Intracoastal 
Waterway, 36314 

Wicomico Community Fireworks; Great 
Wicomico River; Mila, VA, 30020 
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Safety Zones— 
Lake Mead Intake Construction; Boulder City, 
NV, 2579 
Seagoing Barges, 77712 
Security and Safety Zone Regulations: 
Large Passenger Vessel Protection; Columbia 
River Zone, 27897 
Security Zones: 
2011 Asia-Pacific Economic Cooperation 
Conference, Oahu, HI, 61950 
2011 Seattle Seafair Fleet Week Moving 
Vessels, Puget Sound, WA; correction, 
40617, 47996 
Captain of Port Lake Michigan Zone, 63202 
Captain of the Port Lake Michigan; Technical 
Amendment, 79536 
Columbia and Willamette Rivers; Dredge 
Vessels Patriot and Liberty, 63547 
Cruise Ships; Port of San Diego, CA, 15216 
Kailua Bay; Oahu, HI, 80251 
Passenger Vessels, Sector Southeastern New 
England Captain of the Port Zone, 17782 
Portland Rose Festival; Willamette River, OR, 
28315 
Potomac River; Georgetown Channel; 
Washington, DC, 51255, 63841 
San Francisco Bay, Delta Ports, Monterey Bay, 
and Humboldt Bay, CA, 20843 
Southeastern New England Captain of the Port 
Zone, 41073 
Vessels Carrying Hazardous Cargo; Columbia 
River, OR, 28315 
Shipping and Transportation, 60751 
Special Anchorage Area: 
Ashley River; Charleston, SC; Disestablishment, 
21633 
Special Local Regulations: 
Krewe of Charleston Mardi Gras Boat Parade, 
Charleston Harbor, Charleston, SC, 7701 
Mattaponi Madness Drag Boat Race; Mattaponi 
River; Wakema, VA, 52263 
Mavericks Surf Competition; Half Moon Bay, 
CA, 8651 
Monongahela River; Morgantown, WV, 34606 
National Maritime Week Tugboat Races, 
Seattle, WA, 22033 
Patriot Challenge Kayak Race, Ashley River; 
Charleston, SC, 9221 
Potomac River; Charles County, MD, 15214 
Recurring Marine Event in the Fifth Coast; 
Temporary Change, 13884 
Special Locals: 
Miami Super Boat Grand Prix, Miami Beach, 
FL, 29642 
Special Permits: 
International Maritime Solid Bulk Cargoes 
Code, 8658 
Special Regulations: 
Allegheny River; Pittsburgh, PA, 27892 
Boca Raton Holiday Boat Parade; Boca Raton, 
FL, 78151 
Bogue Sound; Morehead City, NC, 42542 
Chesapeake Bay Workboat Race; Back River; 
Poquoson, VA, 63837 
Chesapeake Bay Workboat Race, Back River, 
Messick Point, Poquoson, VA, 55556 
Chester River; Chestertown, MD, 29640 
Columbia Unlimited Hydroplane Races; 
Kennewick, WA, 42549 
Detroit APBA Gold Cup; Detroit River; Detroit, 
MI, 39289 
Extreme Sailing Series Boston; Boston Harbor; 
Boston, MA, 36311, 36314 
Fifth Coast Guard District; Elizabeth River, 
Norfolk, VA; Temporary Change of Dates, 
30827 
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Great Lakes Annual Marine Events, 32313, 
39289 
Hydroplane Races within Captain of Port Puget 
Sound Area of Responsibility, 17339 
John H. Kerr Reservoir, Clarksville, VA; 
Change, 55558 
Key West World Championship; Atlantic 
Ocean; Key West, FL, 68314 
Lake Gaston, Enterprise, NC, 39771 
Line of Sail Marine Parade; East River and 
Brunswick River; Brunswick, GA, 62298 
Marine Events; Fifth Coast Guard District, Mill 
Creek, Hampton, VA; Change, 36308, 
36311 
Marine Events; Port Long Island Sound Zone, 
39292 
Marine Events; Wrightsville Channel; 
Wrightsville Beach, NC; Changes, 57645 
Marine Events in Captain of Port Long Island 
Sound Zone, 53337 
Olympia Harbor Days Tug Boat Races; Budd 
Inlet, WA, 30825 
Orange Bowl International Youth Regatta; 
Biscayne Bay; Miami, FL, 73996 
Patapsco River, Northwest Harbor; Baltimore, 
MD, 30823 
Patuxent River; Solomons, MD, 52865 
: Pompano Beach Holiday Boat Parade; 
Intracoastal Waterway; Pompano Beach, 
FL, 77119 
Port Huron to Mackinac Island Sail Race, 43893 
Recurring Events; Boston Zone, 69622 
Recurring Events; New York Zone, 69613 
Recurring Events in Northern New England, 
17530, 30255 
Sabine River; Orange, TX, 52563 
Seattle Seafair Unlimited Hydroplane Race, 
37000 
Seminole Hard Rock Winterfest Boat Parade; 
Fort Lauderdale, FL, 70644 
Severn River, Spa Creek and Annapolis Harbor; 
Annapolis, MD, 27890 
Wrightsville Channel; Wrightsville Beach, NC, 
60729 
Wrightsville Channel; Wrightsville Beach, NC; 
Change, 55561 
Hydroplane Races; Lake Sammamish, WA, 
59898 
Traffic Separation Schemes: 
Approaches to Portland, ME; Boston, MA; 
Narragansett Bay, RI and Buzzards Bay, 
MA; Chesapeake Bay, VA, and Cape Fear 
River, NC, 23193 
Strait of Juan de Fuca and its Approaches; 
Puget Sound and its Approaches; and Haro 
Strait, Boundary Pass, and Strait of 
Georgia, 23191 
Vessel Traffic Service Lower Mississippi River; 
Correction, 31230 
West Oahu Offshore Security Zone, 70350 


PROPOSED RULES 
2012 Rates for Pilotage on Great Lakes, 47095 
2012 Rates for Pilotage on the Great Lakes; 
Correction, 50713 
Anchorage Regulations: 
Narragansett Bay and Rhode Island Sound, RI, 
15246 
Newport Bay Harbor; CA, 78185 
Newport, RI, 59596 
Wells, ME, 52599 
Application for Foreign Rebuilding Determination, 
10553 
Approvals of Classification Societies, 47531 
Change to Cottonwood Island Anchorage; 
Columbia River; Oregon and Washington, 
34197 


Drawbridge Operations: 
Anacostia River; Washington, DC, 52602 
Apponagansett River; Dartmouth, MA, 37041 
Atlantic Intracoastal Waterway, Wrightsville 


Beach, Cape Fear Rivers; Wilmington, NC, 


8663 

Bayou Liberty; Tammany Parish; Slidell, LA, 
43226 

Black River; La Crosse, WI, 70384 

Blackwater River; South Quay, VA, 76634 

Fox River; Oshkosh, WI; Withdrawal, 13312 

Gulf Intracoastal Waterway (Algiers Alternate 
Route), Belle Chasse, LA, 76640 

Gulf Intracoastal Waterway; Belle Chasse, LA, 
75505 

Isle of Wight (Sinepuxent) Bay; Ocean City, 
MD, 50950 


Mantua Creek; Paulsboro, NJ; Withdrawal, 7131 


New Jersey Intracoastal Waterway; Atlantic 
City, NJ, 50161 

Oakland Inner Harbor Tidal Canal; Schedule 
Change; Withdrawal, 4574 

Passaic River; Harrison, NJ, 37039 


Raritan River; Arthur Kill and Their Tributaries; 
Staten Island, NY and Elizabeth, NJ, 16715 


Saginaw River, Bay City, MI, 76637 
St. Tammany Parish; Slidell, LA, 79145 
Trent River; New Bern, NC, 63858 
Eleventh Coast Guard District Annual Marine 
Events, 7123, 30575 
Hull Identification Numbers for Recreational 
Vessels, 7757 
Inflatable Personal Flotation Devices, 60405 
Inspection of Towing Vessels; Public Meetings, 
55847 
Installation and Use of Engine Cut-Off Switches 
on Recreational Vehicles; Correction, 35378 
International Anti-fouling System Certificate, 
54419 


International Convention on Standards of Training, 
Certification and Watchkeeping for Seafarers, 


1978, and Changes to Domestic 
Endorsements, 46217, 48101 
Domestic Endorsements; Changes; Public 
Meetings, 45908 
Lifesaving Equipment: 
Production Testing and Harmonization with 
International Standards, 62714 
Navigation Areas: 
Magothy River; Sillery Bay, MD, 31895 
Oil Pollution Act of 1990; Claims Procedures, 
67385 
Port Access Route Studies: 
Atlantic Coast From Maine to Florida, 76927 
Waters of Montauk Channel and Block Island 
Sound, 47529 
Port Access Route Study, 67395 
Atlantic Coast from Maine to Florida, 27288 
Bering Strait, 27287 
Port Access Route Study; San Francisco, 35805 
Ports and Waterway Safety: 
Cruise Ships, Port of San Diego, CA, 4833 
Cruise Ships, Port of San Diego, CA; 
Correction, 5732 


Eleventh Coast Guard District Annual Fireworks 


Events, 7131 


Fourth Annual Offshore Challenge; Sunny Isles 


Beach, FL, 9278 

Mississippi River, Mile 842.0 to 839.5, 7515 

Repair of High Voltage Transmission Lines to 
Logan International Airport; Saugus, MA, 
4575 

Security Zones— 


Underwater Hazard; Gravesend Bay, Brooklyn, 


NY, 6728 
Recreational Vessel Propeller Strike and Carbon 
Monoxide Poisoning Casualty Prevention, 
53364 


Regulated Navigation Areas: 


Columbus Day Weekend; Biscayne Bay; Miami, 
FL, 24837 

New Bedford Harbor; New Bedford, MA, 
20287 

Pacific Sound Resources and Lockheed 
Shipyard EPA Superfund Cleanup Sites, 
Elliott Bay, Seattle, WA, 45738 

Zidell Waterfront Property, Willamette River, 
OR, 48070 


Ports and Waterways Safety: 


Recurring Events in Northern New England, 
156 


Special Local Regulations: 


Marine Event; Fifth Coast Guard District; 
Change, 1564 

Recurring Events in Northern New England, 
1568 

Fleet Industrial Supply Center Pier; San Diego, 
CA, 1521 

Sabine Channels and Sabine-Neches; Waterway, 
TX, 1519 


Safety Zones: 


2011 Hylebos Bridge Restoration; Hylebos 
Waterway; Tacoma, WA, 14829 

2011 Rohto Ironman; Biscayne Bay; Miami, FL, 
24840 

Annual Events; Lake Michigan Zone, 30072 

Annual Events at Captain of Port Sault Sainte 
Marie, 21677 

Brandon Road Lock and Dam to Lake 
Michigan; Chicago, IL, 23524 

Cape Charles Fireworks; Cape Charles Harbor; 
Cape Charles, VA, 27970 

Captain of the Port Long Island Sound Zone, 
36438 

Chillounge Night St. Petersburg Fireworks 
Display; St. Petersburg, FL, 44531 

Commencement Bay; Tacoma, WA, 19290 

Eleventh Coast Guard District Annual Fireworks 
Events, 30584 

Fireworks Displays; Fifth Coast Guard District, 
66239 

Labor Day Fireworks; Ancarrows Landing Park, 
James River; Richmond, VA, 38086 

Marco Island Marriott Charity Fireworks 
Display; Marco Island, FL, 72369 

Michigan Bankers Association Fireworks; Lake 
Huron; Mackinac Island, MI, 22064 

Myrtle Beach Triathlon; Atlantic Intracoastal 
Waterway; Myrtle Beach, SC, 37700 

Newport River; Morehead City, NC, 23227 

New York Fun Factory Fireworks Display; 
Western Long Island Sound; Mamaroneck, 
NY, 77175 

Ohio River; Portsmouth, OH, 28386 

Patuxent River, MD, 36447 

Rotary Club of Fort Lauderdale New River Raft 
Race, New River, Fort Lauderdale, FL, 
43958 

Rudey/Braga Wedding Fireworks Display; Cos 
Cob Harbor; Greenwich, CT, 24843 

Shore Thing and Independence Day Fireworks; 
Chesapeake Bay; Norfolk, VA, 27967 

Swim Around Charleston; Charleston, SC, 
38586 

TriMet Bridge Project; Willamette River; 
Portland, OR, 25278 


Security Zones: 


Captain of the Port Lake Michigan Zone, 48751 

Cruise Ships; San Pedro Bay, CA, 50710 

Escorted Vessels in Captain of the Port Ohio 
Valley Zone, 44880 


Special Local Regulations: 


Hydroplane Races within Captain of Port Puget 
Sound Area of Responsibility, 3057 


FEDERAL REGISTER INDEX, January--December 2011 


Patapsco River; Baltimore, MD, 19926 
Severn River, Spa Creek and Annapolis Harbor; 
Annapolis, MD, 9273 
Special Regulations: 
Bogue Sound; Morehead City, NC, 30887 
Chester River; Chestertown, MD, 15244 
Dragon Boat Race; Maumee River; Toledo, OH, 
27284 
Extreme Sailing Series Boston; Boston; 
Massachusetts, 20595 
Fifth Coast Guard District; John H. Kerr 
Reservoir; Clarksville, VA; Change of 
Dates, 37293 
Kelley’s Island Swim Lake Erie; Lakeside, OH, 
30884 
Lake Gaston; Enterprise, NC, 30069 
Marine Events; Fifth Coast Guard District; 
Changes; Wrightsville, NC, 44877 
Northern New England; Recurring Events, 
80850 
Patriot Challenge Kayak Race; Charleston, SC, 
79571 
Patuxent River; Solomons, MD, 35802 
Recurring Events; New York Zone, 38077 
Recurring Events in Captain of Port Boston 
Zone, 37690 
Recurring Marine Events in Fifth Coast Guard 
District, 63239 
Sabine River; Orange, TX, 30890 
Tank Vessel and Marine Transportation-Related 
Facility Response Plans for Hazardous 
Substances, 9276 
Validation of Merchant Mariners’ Vital 
Information; Issuance of Coast Guard 
Merchant Mariner’s Licenses and Certificates 
of Registry, 35169, 35173 
Waiver of Citizenship Requirements for 
Crewmembers on Commercial Fishing 
Vessels, 51317, 58226 
Waterfront Facilities Handling LNG and LHG, 
78188 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 3644, 
5815, 5817, 7871, 8764, 10385, 11502, 
11803, 15330, 22717, 26746, 27071, 27047, 
34737, 35228, 41806, 46824, 46827, 52336, 
55697, 56208, 57749, 58529, 61369, 62424, 
62426, 63626, 66737, 66739, 68772, 71581, 
71987, 72959, 77243, 78286, 80956 

Amendment of Marine Safety Manual, Volume 
Ill, 60511 

Application for Recertification of Cook Inlet 
Regional Citizens Advisory Council, 42134 

Application for Recertification of Prince William 
Sound Regional Citizens Advisory Council, 
1187 

Applications for Membership on Merchant 
Mariner Medical Advisory Committee, 77546 

Certificate of Alternative Compliance for the 
Passenger Vessel Chicago’s Leading Lady, 
36138 

Chemical Transportation Advisory Committee; 
Establishment, 34240 

Committee Establishments: 

Merchant Marine Personnel Advisory 
Committee, 16434 

Committee Recommendations on the Standards of 
Training, Certification and Watchkeeping, 
68202 

Cook Inlet Regional Citizens Advisory Council; 
Charter Renewal, 62428 

Cooperative Research and Development 
Agreements: 

Butanol Fuel Blend Usage With Marine 
Outboard Engines, 25362 


Usage of Biodiesel Fuel Blends Within Marine 
Inboard Engines, 78290 
Cruise Vessel Safety and Security Act of 2010: 
Available Technology, 31350 
Cruise Vessel Safety and Security Act of 2010, 
Available Technology, 30374 
Eastern Great Lakes Area Maritime Security 
Committee; Vacancies, 8765 
Entry into Effect of Discharge Requirements: 

MARPOL Annex V, Wider Caribbean Region 

Special Area, 19380 
Environmental Assessments; Availability, etc.: 
Nationwide Implementation of the Interagency 
Operations Centers, 58286 
Implementation of Revised Passenger Weight 
Standards for Existing Passenger Vessels, 
28998 
Imposition of Conditions of Entry: 

Certain Vessels Arriving from the Union of the 
Comoros and the Republic of Cote 
d'Ivoire, 30954 

Lower Mississippi River Waterway Safety 
Advisory Committee, 13422 
Vacancies, 60076 
Maritime Security Directive 104-6 (Rev 5): 
Guidelines for U.S. Vessels Operating in High 
Risk Waters, 2402 
Mechanisms of Compliance with United States 
Citizenship Requirements for the Ownership 
of Vessels Eligible to Engage in Restricted 
Trades by Publicly Traded Companies, 68203 
Meetings: 

55th Session of the International Maritime 
Organizations Sub-Committee on Ship 
Design and Equipment, 12126 

Cargo Security Risk Reduction, 41278 

Commercial Fishing Safety Advisory 
Committee, 8372, 65205 

Great Lakes Pilotage Advisory Committee, 
24505, 61370 

Great Lakes Pilotage Advisory Committee; 
Correction, 62085 

Guidance on Domestic Implementation of 
International Standards for Oceangoing 
Barges Carrying Noxious Liquid 
Substances, 74068 

Houston/Galveston Navigation Safety Advisory 
Committee, 2916 j 

Houston Galveston Navigation Safety Advisory 
Committee, 27337 

International Maritime Organization Guidelines 
for Exhaust Gas Cleaning Systems for 
Marine Engines, 2917, 58288 

Lower Mississippi River Waterway Safety 
Advisory Committee, 12981, 66314 

Merchant Marine Personnel Advisory 
Committee, Correction, 50744, 50746, 
59147 

Merchant Mariner Medical Advisory 
Committee, 53924 

National Boating Safety Advisory Council, 
14037, 58817 

National Maritime Security Advisory 
Committee, 25702, 66313, 6614 

National Offshore Safety Advisory Committee, 
3919, 62817 

Navigation Safety Advisory Council, 21772, 
63934 

Towing Safety Advisory Committee, 28798 

Merchant Marine Personnel Advisory Committee; 
Vacancies, 76429 

Mobile Offshore Drilling Unit Guidance Policy; 
Availability, 81957 

National Boating Safety Advisory Committee; 
Vacancies, 34738 

National Offshore Safety Advisory Committee; 
Vacancies, 11503, 39410 
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Commerce 


Policy for Guidelines for Evaluations of 
Compliance; Availability 
Vessel General Permit for Discharges Incidental 
to the Normal Operation of Vessels, 12982 
Prince William Sound Regional Citizens Advisory 
Council; Charter Renewal, 24506 
Qualifications for STCW Endorsement as Officer 
in Charge of Navigational Watch, 38671 
Random Drug Testing Rate for Covered 
Crewmembers, 79204 
Recreational Vessel Accident Reporting; Request 
for Comments, 55079 
Removal of Conditions of Entry on Vessels 
Arriving From the Republic of Congo, 63935 
Risk-Based Targeting of Foreign Flagged Mobile 
Offshore Drilling Units, 39885 
Safety Requirements and Manning Exemption 
Eligibility on Distant Water Tuna Fleet 
Vessels, 3646, 31351 
Self-Defense of Vessels of the United States, 
39411 
Self-Defense of Vessels of United States, 4706 
Towing Safety Advisory Committee; Vacancies, 
3647 
Vacancies: 
Commercial Fishing Safety Advisory 
Committee, 28799 
Vacancies, Requests for Applications: 
Navigation Safety Advisory Council, 33773 
Voluntary Use of TWIC Readers, 14038 


Commerce Department 


See Census Bureau 
See Economic Analysis Bureau 
See Economic Development Administration 
See Economics and Statistics Administration 
See Foreign-Trade Zones Board 
See Industry and Security Bureau 
See International Trade Administration 
See Minority Business Development Agency 
See National Institute of Standards and 
Technology 
See National Oceanic and Atmospheric 
Administration 
See National Technical Information Service 
See National Telecor ications and Information 
Administration 
See Patent and Trademark Office 
RULES 
Defense Federal Acquisition Regulation 
Supplements: 
DFARS Case 2010-D023; Definition of Sexual 
Assault, 38051 
DFARS Case 2011-D004; Assignment of Order 
Codes, 38046 
DFARS Case 2011-D029; Successor Entities to 
the Netherlands Antilles, 38053 
DFARS Case 2011-D031; Management of 
Manufacturing Risk in Major Defense 
Acquisition Programs, 38050 
DFARS Case 2011-D034; Pilot Program for 
Acquisition of Military-Purpose 
Nondevelopmental Items, 38048 
DFARS Case 2011-D035; Use of Mandatory 
Arbitration Agreements; Restrictions, 
38047 
Disclosure of Government Information, 39769 
PROPOSED RULES 
Defense Federal Acquisition Regulation 
Supplements: 
DFARS Case 2011-D039; Safeguarding 
Unclassified DoD Information, 38089 
Semiannual Regulatory Agenda, 40012, 40035 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 320, 
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Commerce 


1598, 2081, 3877, 4282, 4864, 5782, 7531, 
8337, 9541, 12318, 12692, 12933, 12934, 
13125, 13126, 13601, 14373, 15938, 17380, 
17619, 19973, 19975, 20625, 20626, 21856, 
21857, 25666, 26685, 27004, 27986, 28951, 
30905, 31581, 31582, 32141, 33193, 33194, 
33703, 36079, 36898, 36899, 36900, 37062, 
37313, 37780, 38608, 39843, 40324, 40685, 
41452, 41756, 42678, 43651, 44303, 44894, 
45506, 47142, 47539, 48801, 49434, 50453, 
50454, 50717, 50995, 51346, 51347, 51348, 
$1349, 51939, 52311, 52636, 52933, 52939, 
53401, 54426, 54732, 55346, 56146, 59657, 
59999, 60451, 61667, 63281, 64300, 65494, 
66034, 66683, 66684, 66891, 67403, 67404, 
69238, 69239, 70109, 72673, 72901, 73586, 
75522, 76359, 77963, 78236, 78611, 79152, 
79153, 80884, 80885, 81472, 81473 
2011 Government Units Survey, 47540 
2012 Economic Census Covering the Mining 
Sector, 67405 
2012 Economic Census Covering Utilities, 
Transportation and Warehousing, Finance 
and Insurance, etc. Sectors, 321 
Billfish Tagging Report, 49437 
Commercial Fishing Vessel Cost and Earnings 
Data Collection Survey in Northeast 
Region, 59110 
Complaint of Discrimination Against U.S. 
Department of Commerce, 13977 
Complaint of Discrimination Based on Sexual 
Orientation, 15939 
Comprehensive Socioeconomic Data Collection 
from Alaskan Communities, 2332 
Generic Clearance for Collection of Qualitative 
Feedback on Agency Service Delivery, 
13977 
Implantation and Recovery of Archival Tags, 
44304 
National Saltwater Angler Registry and State 
Exemption Program, 75868 
Southeast Region Permit Family of Forms, 
49436 
Comment Requests: 
Strategy for American Innovation, 6395 
Cybersecurity, Innovation, and the Internet 
Economy, 34965 
Draft DOC National Aquaculture Policy, 9210 
Estimates of Voting Age Population for, 37314, 
2010, 37314 
Fiscal Years 2011-2016 Strategic Plan, 13353 
FY 2010 Service Contract Inventory; Availability, 
5559 
Meetings: 
Chronic Hazard Advisory Panel on Phthalates 
and Phthalate Substitutes, 38116 
Commission Agenda and Priorities, 3811 
National Advisory Council on Innovation and 
Entrepreneurship, 11424, 22078 
Membership of the Departmental Performance 
Review Board, 54196 
Membership of the Office ~ the Secretary 
Performance Review Board, 54197 
Opportunity for U.S. Businessmen and Women 
to Train in the Russian Federation, 47143 
Performance Review Board Membership, 57712 
Request for Members, Innovation Advisory Board, 
12693 
Strategy for American Innovation: 
Request for Comments; Correction, 9320 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
22364, 38118 


Commission of Fine Arts 


NOTICES 
Meetings, 2087, 28424, 31307, 39859, 62044, 
79656 


Commission of Fine Arts, 9328, 12342 


Committee for Purchase From People 
Who Are Blind or Severely 
Disabled 


NOTICES 

Adoption of Operational Name, 60808 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Nonprofit Agency Recordkeeping Requirements, 
45782 

Appointments to Performance Review Board for 
Senior Executive Service, 26707, 76697 

Procurement List; Additions, 76952, 80345, 82279 

Procurement List; Additions and Deletions, 2673, 
3879, 3880, 3881, 5142, 6452, 7824, 9555, 
10571, 13361, 14942, 18188, 18190, 19750, 
19978, 21335, 22680, 26279, 27999, 29209, 
30923, 30924, 30925, 32145, 34063, 35415, 
37069, 38640, 38641, 40341, 41767, 43988, 
45541, 47564, 50184, 51954, 51955, 53417, 
53419, 54741, 55882, 57719, 59116, 60809, 
65501, 70422, 78248, 82282 

Procurement List; Additions and Deletions; 
Correction, 50186 

Procurement List; Proposed Additions, 14943, 
76952, 80346 

Procurement List; Proposed Additions and 
Deletions, 6451, 13362, 16733, 21336, 28000, 
29210, 32146, 34064, 35415, 40342, 43990, 
45542, 47565, 54741, 59117, 60810, 62391, 
63905, 65501, 66913, 66915, 70423, 71554, 
72908, 75536 

Procurement List; Proposed Additions to the 
Procurement List, 5142 

Procurement List Addition, 23997 

Procurement List Proposed Additions and 
Deletion, 23998 

Procurement List Proposed Deletions, 9555 

Renewal of AbilityOne Nonprofit Agency 
Recordkeeping Requirements, 28424 


Committee for the Implementation of 
Textile Agreements 


NOTICES 

Amendment of Limitation of Duty- and Quota- 
Free Imports, 1137 

Countries, etc., 

Apparel Articles Assembled in Beneficiary 
ATPDEA Countries from Regional Country 
Fabric, 66914 

Determinations: 
Dominican Republic-Central America-United 
States Free Trade Agreement, 16734 
Determinations under Textile and Apparel 
Commercial Availability Provision of 
Dominican Republic-Central America-United 
States Free Trade Agreement, 67424 
Determination to Remove Product Currently Listed 
under CAFTA-DR Agreement, 52640 
Dominican Republic-Central America-United 
States Free Trade Agreement: 

Determination Under the Textile and Apparel 
Commercial Availability Provision, 78249 

Product Additions, 79166 

Limitations of Duty- and Quota-Free Imports of 
Apparel: 

Articles Assembled in Beneficiary Sub-Saharan 
African Countries from Regional and 
Third-Country Fabric, 59663 

Procedures for Considering Requests from the 
Public: 

Textile and Apparel Safeguard Actions on 

Imports from Peru, 9556 


Commodity Credit Corporation 


RULES 

Asparagus Revenue Market Loss Assistance 
Payment Program, 6313 

Biomass Crop Assistance Program; Corrections, 
56949 

Conservation Program Recipient Reporting, 19683 

Farm and Ranch Lands Protection Program, 4027 

National Institute of Food and Agriculture; 
Establishment, 4801 


PROPOSED RULES 

Export Credit Guarantee Program, 44836 

Export Credit Guarantee Program; GSM-, 02, 
57940 

Sugar Program: 

Feedstock Flexibility Program for Bioenergy 
Producers, 64839 

Tobacco Transition Payment Program: 

Cigar and Cigarette Per Unit Assessments; 

Correction, 19710 
Tobacco Transition Payment Programs: 
Cigar and Cigarette Per Unit Assessments, 
15859 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Report of Acreage; Noninsured Crop Disaster 
Assistance Program, 70407 

Representation for CCC and FSA Loans 
Authorization to File a Financing 
Statement, 14370 

Domestic Sugar Program: 

2011 Crop Cane Sugar and Beet Sugar 
Marketing Allotments and Company 
Allocations, 62339 

Environmental Assessment; Availability: 

Giant Miscanthus in Arkansas; Missouri; Ohio; 

and Pennsylvania, 19741 
Environmental Assessments; Availability, etc.: 

Giant Miscanthus in Arkansas, Missouri, Ohio, 
and Pennsylvania, 30639 

Giant Miscanthus in REPREVE Renewables, 
LLC Project Areas under the Biomass Crop 
Assistance Program, 65493 

Funding Availability: 

Emerging Markets Program, 21320 

Foreign Market Development Cooperator 
Program, 21327 

Market Access Program, 21325 

Quality Samples Program, 21318 

Technical Assistance for Specialty Crops 
Program, 21323 

Funds Availabilities; Extension of Application Due 
Date: 

Market Access, Foreign Market Development 
Cooperator, Emerging Markets, Technical 
Assistance for Specialty Crops, and Quality 
Samples Programs, 27633 


Commodity Futures Trading 
Commission 

RULES : 

Agricultural Commodity Definition, 41048 

Agricultural Swaps, 49291 

Authority of Judgment Officers to Hear Cases, 
63187 

Business Affiliate Marketing and Disposal of 
Consumer Information Rules, 43879 

Clearing Organization General Provisions and 
Core Principles, 69334 

Commodity Exchange Act; Retail Commodity 
Transactions, 77670 

Commodity Pool Operators: 
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Relief from Compliance with Certain 
Disclosure, Reporting and Recordkeeping 
Requirements, etc., 28641 

Dodd-Frank Act: 

Alternatives to Use of Credit Ratings, 44262 

Order for Swap Regulation; Amendment to July, 
4, 2011 , 80233 

Process for Review of Swaps for Mandatory 
Clearing, 44464 

Effective Date for Swap Regulation, 42508 

Employment or Attempted Employment of 
Deceptive Devices; Prohibition on Price 
Manipulation, 41398 

Foreign Boards of Trade; Registration, 80674 

Foreign Futures and Options Contracts; Non- 
Narrow-Based Security Index; Procedures, 
59241 

Investment of Customer Funds and Funds Held 
in an Account for Foreign Futures and 
Foreign Options Transactions, 78776 

Large Trader Reporting for Physical Commodity 
Swaps, 43851 

Order of Commodity Futures Trading Commission 
Relating to Continuation, Shutdown, and 
Resumption of Certain Commission 
Operations in Event of Lapse in 
Appropriations, 20835 

Position Limits for Futures and Swaps, 71626 

Privacy of Consumer Financial Information; 
Conforming Amendments under Dodd-Frank 
Act, 43874 

Provisions Common to Registered Entities, 44776 

Provisions Common to Registered Entities; 
Correction, 45666 

Reporting by Investment Advisers to Private 
Funds and Certain Commodity Pool 
Operators, etc., 71128 

Retail Foreign Exchange Transactions, 56103 

Swap Data Repositories: 

Registration Standards, Duties and Core 

Principles, 54538 
Whistleblower Incentives and Protection, 53172 
PROPOSED RULES 
Acceptance of Public Submissions for Study on 
International Swap Regulation, etc., 44508 
Clearing Member Risk Management, 45724 
Core Principles and Other Requirements for 
Designated Contact Markets, 14825 
Customer Clearing Documentation and Timing of 
Acceptance for Clearing; Correction, 45730, 
47529 
Definitions of Swaps, Security-Based Swap 
Agreements, and Recordkeeping, 29818 
Dodd-Frank Act: 

Adaptation of Regulations to Incorporate Swaps, 
33066 

Antidisruptive Practices Authority, 14826 

Commodity Options and Other Requirements 
for Designated Contact Markets, 6095 

Commodity Pool Operator and Trading Advisor 
Regulations; Amendments, 11701 

Commodity Pool Operators and Commodity 
Trading Advisors; Amendments to 
Compliance Obligations, 7976 

Core Principles and Other Requirements for 
Swap Execution Facilities, 1214 

Effective Date for Swap Regulation, 35372 

Investment Advisers to Private Funds to File 
Form PF, 8068 

Margin Requirements for Uncleared Swaps for 
Swap Dealers and Major Swap Participants, 
23732 

Orderly Liquidation Termination in Swap 
Trading Relationship Documentation, 6708 

Process for Designated Contract Market or 
Swap Execution Facility To Make Swap 
Available To Trade, 77728 


Protection of Cleared Swaps Customer 
Contracts and Collateral; Conforming 
Amendments to the Commodity Broker 
Bankruptcy Provisions; Correction, 33818, 
35141 

Registration of Intermediaries; New Statutory 
Provisions, 12888 

Resolution of Conflict of Interests, etc., 722 

Risk Management Requirements for Derivatives 
Clearing Organizations; Correction, 16587, 
16588 

Rulemakings Implementing the Wall Street 
Reform and Consumer Protection Act, 
25274 

Swap Data Recordkeeping, Reporting, Pre- 
Enactment, and Transition Swaps; 
Requirements, 22833 

Swap Dealers and Major Swap Participants; 
Capital Requirements, 27802 

Swap Definitions, Security-Based Swap 
Agreements, Recordkeeping; Correction, 
32880 

Swap Regulations; Establishment, 65999 

Swaps and Security-Based Swaps; Joint Public 
Roundtable on Issues Related to the 
Schedule for Implementing Final Rules, 
23221 

Swap Transaction Compliance and 
Implementation Schedule; Clearings and 
Trade Execution Requirements, 58186 

Trading Documentation and Margining 
Requirements, 58176 

Frank Act; Implementation of Title VII, 44507 

Position Limits for Derivatives, 4752 

Public Roundtable on Protection of Cleared Swaps 
Customer Collateral, 31518 

Requirements for Processing, Clearing, and 
Transfer of Customer Positions, 13101 

Retrospective Review under E.O. 356, 38328 

Risk Management Requirements for Derivatives 
Clearing Organizations, 3698 

Swap Trading Relationship Documentation 
Requirements, 6715 

Uncleared Swaps; Margin Requirements, 27621 

Whistleblower Provisions of Section 23 of the 
Commodity Exchange Act; Correction, 4569 

NOTICES 

Acceptance of Public Submissions Regarding 
Study of Stable Value Contracts, 53162 

Agency Information Colleciion Activities; 
Proposals, Submissions, and Approvals, 
18536, 43277, 55055, 76953, 79656, 80901 

Crop and Market Information Reports, 60810 

Exemptions from Speculative Limits, 36525 

Gross Collection of Exchange-Set Margins for 
Omnibus Accounts, 28754 

Large Trader Reports, 81481 

Regulations Governing Bankruptcies of 
Commodity Brokers, 81916 

Reporting of Pre-enactment Swap Transactions, 
1603 

Fees for Reviews of Rule Enforcement Programs 
of Contract Markets and Registered Futures 
Associations, 16388, 16391 

Joint Public Roundtable on Proposed Dealer and 
Major Participant Definitions of Title VII of 
the Dodd-Frank Wall Street Reform and 
Consumer Protection Act, 34667 

Meetings: 

Agricultural Advisory Committee, 25309 

Joint CFTC-SEC Advisory Committee on 
Emerging Regulatory Issues, 6120 

Technology Advisory Committee, 776, 8715, 
75874 

Meetings; Sunshine Act, 3881, 4094, 4095, 11210, 
1121, 14651, 17839, 17840, 21869, 24463, 


FEDERAL REGISTER INDEX, January--December 2011 


Comptroller 


24464, 28425, 29727, 34065, 35417, 35418, 
42118, 48808, 53670, 53671, 59118, 59119, 
66915, 66916, 67152, 68167, 68429, 70709, 
72179, 74778, 78905, 78906 
Orders, Proposed Interpretive: 
Antidisruptive Practices Authority, 14943 
Performance of Certain Functions by National 
Futures Association with Respect to 
Commodity Pool Operators, 28755 
Privacy Act; Systems of Records, 5974, 19330 
Public Availability of Commodity Futures Trading 
Commission FY 2010 Service Contract 
Inventory, 12072 
Renewal of Agricultural Advisory Committee, 
22082 
Request for Nominations: 
Subcommittee on Data Standardization Under 
the Technology Advisory Committee, 
24464 


Community Development Financial 
Institutions Fund 


PROPOSED RULES 
Bond Guarantee Program, 38577 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
16037, 21426, 45651, 47298, 67021 
Funding Availability: 
Community Development Financial Institutions 
Program FY 2012 Funding Round, 6883 
Funding Opportunities; Inviting Applications: 
FY 2011 Funding Round of Bank Enterprise 
Award Program, 26794 
Funds Availability: 
Fiscal Year 2012 Native American CDFI 
Assistance Program, 70535 
Meetings: 
Community Development Advisory Board, 
55162 
New Markets Tax Credit Program, 68841 
New Markets Tax Credit Program; Allocation 
Availability, 32392 


Comptroller of the Currency 


RULES 
Community Reinvestment Act Regulations, 79529 
Dodd-Frank Act: 
Office of Thrift Supervision Integration, 48950 
Office of Thrift Supervision Integration; 
Implementation, 43549 
Office of Thrift Supervision Regulations 
Enforced by Office of Comptroller of 
Currency and Federal Deposit Insurance 
Corporation, 39246 
Fair Credit Reporting: 
Bank Secrecy Act; Technical Amendments, 
6687 
Retail Foreign Exchange Transactions, 41375, 
56094 
Risk-Based Capital Standards: 
Advanced Capital Adequacy Framework—Basel 
II; Establishment of Risk-Based Capital 
Floor, 37620 


PROPOSED RULES 
Credit Risk Retention, 24090, 34010 
Dodd-Frank Act: 
Margin and Capital Requirements for Covered 
Swap Entities, 37029 
Office of Thrift Supervision Integration; 
Correction, 37029 
Office of Thrift Supervision Integration; 
Implementation, 30557 
External Credit Ratings; Alternatives, 73526, 
76905 


Comptroller 


Hedge and Private Equity Funds; Prohibitions, 
68846 
Incentive-Based Compensation Arrangements, 
21170 
Margin and Capital Requirements for Covered 
Swap Entities Agencies, 27564 
Office of Thrift Supervision Integration; 
Correction, 32332 
Retail Foreign Exchange Transactions, 22633 
Risk-Based Capital Guidelines: 
Market Risk, 1890 
Market Risk; Alternatives to Credit Ratings for 
Debt and Securitization Positions, 79380 
NOTICES 
Agency Information Collection Activities, 77315 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 821, 
2753, 5251, 7082, 14460, 16475, 16476, 
6477, 21798, 35948, 37889, 39981, 39989, 
44987, 48942, 51123, 52735, 56500, 60128, 
62498, 71436, 72035, 72497, 72763 
Generic Clearance for the Collection of 
Qualitative, 21800 
List of Office of Thrift Supervision Information 
Collections Transferred to Other Agencies, 
56005 
Guidance on Deposit-Related Consumer Credit 
Products, 33409, 39989 
Guidance on Due Diligence Requirements: 
Determining Whether Investment Securities Are 
Eligible for Investment, 73777 
Loans in Areas Having Special Flood Hazards: 
Interagency Questions and Answers Regarding 
Flood Insurance, 64175 
Privacy Act; Systems of Records, 44656, 56501 
Registration of Mortgage Loan Originators, 6185 
Requests for Nominations: 
Minority Depository Institutions Advisory 
Committee, 71438 
Mutual Savings Association Advisory 
Committee, 71437 
Stress Testing for Banking Organizations with 
more than $10 Billion in Total Consolidated 
Assets, 35072 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
22450 


Consumer Product Safety 
Commission 
RULES 
Children’s Products Containing Lead; Effective 
Date of 100 ppm Lead Content Limit in 
Children’s Products, 44463 
Component Part Testing or Certification, etc., 
69546 
Poison Prevention Packaging Requirements: 
Exemption of Powder Formulations of 
Colesevelam Hydrochloride and Sevelamer 
Carbonate, 43847 
Product Certification; Testing and Labeling, 69482 
Requirements For Bicycles, 27882 
Safety Standard for Toddler Beds, 22019 
Third Party Testing for Toddler Beds; 
Accreditation Requirements, 22030 
Safety Standard for Toddler Beds; Correction, 
27882 
Standard for Flammability of Mattresses and 
Mattress Pads, 59014 
Substantial Product Hazard List: 
Children’s Upper Outerwear in Sizes 2T to 12 
with Neck or Hood Drawstrings, etc., 
42502 
Hand-Supported Hair Dryers, 37636 
Third Party Product Testing: 
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Clothing Textiles; Certifications Terms, 22608 
Third Party Testing for Certain Children’s 
Products, 49286, 49291 
Third Party Testing for Children’s Products: 
Toys; Requirements for Accreditation, 46598 
Virginia Graeme Baker Pool and Spa Safety Act: 
Interpretation of Unblockable Drain; 
Revocation, 62605 
Virginia Graeme Baker Pool and Spa Safety Act; 
Incorporation by Reference of Successor 
Standard, 47436 


PROPOSED RULES 

Consumer Registration of Durable Infant or 
Toddler Products, 48053 

Fire Pots and Gel Fuel, 80832 

Non-See-Through Packaging for Torch Fuel and 
Lamp Oil; Petition, 44506 

Petition Requesting Regulations Restricting 
Cadmium in Children’s Products, 57682 

Petitions Requesting Safeguards for Glass Fronts 
of Gas Vented Fireplaces, 33179 

Play Yards; Safety Standards, 58167 

Poison Prevention Packaging: 

Powder Formulations of Colesevelam 
Hydrochloride and Sevelamer Carbonate; 
Requirements, 8942 

Portable Bed Rails; Withdrawal, 19926 

Review of Commission’s Regulations, 64865 

Safety Standard for Portable Bed Rails, 19914 

Semiannual Regulatory Agenda, 40150 

Standard for All-Terrain Vehicles; Amendment, 

44289 

Table Saw Blade Contact Injuries, 75504 
Request for Comments and Information, 62678 

Third Party Testings: 

Burden Reduction, 69596 

Children’s Products; Testing and Labeling, 
69586 

Torch Fuel and Lamp Oil; Non-See-Through 
Packaging Petition, 64042 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
14948 

Durable Nursery Products Exposure Survey, 
19978 

Prize Competitions and Contests, 21869 

Publicly Available Consumer Product Safety 
Information Database, 15953, 15954, 
15955 

Alternative Testing Requirements for Small Batch 
Manufacturers, 62044 
Civil Penalties: 
Adjusted Maximum Amounts, 71554 
Consumer Product Safety Act: 

Revision of Terms of Stay of Enforcement of 
Testing and Certification Requirements, 
6765 

FY 2010 Service Contract Inventory; Availability, 
9328 
Meetings: 

Chronic Hazard Advisory Panel on Phthalates 
and Phthalate Substitutes; Teleconference, 
13988, 57024, 63610, 75537 

Publicly Available Consumer Product Safety 
Information Database, 1137 

Technological Feasibility of 100 ppm for Lead 
Content in Children’s Products, 4641 

Meetings; Sunshine Act, 2889, 4322, 5143, 6453, 
10571, 11764, 13363, 14949, 16735, 18189, 
19752,.20961, 21337, 23797, 26279, 28001, 
29211, 30925, 32146, 33726, 35418, 37070, 
38371, 39388, 39389, 41769, 43659, 44307, 
45233, 47177, 54451, 55648, 57025, 59119, 
60811, 62393, 62394, 63610, 63611, 65701, 
68740, 70117, 72391, 75538, 76953 


Meetings; Sunshine Act; Cancellation, 19752 
Petitions Requesting Exceptions: 
Lead Content Limits, 70975 
Proposed Settlement Agreements: 
Macy’s, Inc., 41487 
Provisional Acceptance of a Settlement Agreement 
and Order: 
Raynor Marketing, Ltd., 6453 
Provisional Acceptance of Settlement Agreements 
and Orders: 
Bad Boy Enterprises, LLC, 58784 
Ms. Bubbles, Inc., 10339 
Nordica USA, 62785 
Sunsations Inc., 55648 
Viking Range Corp., 37793 
Provisional Acceptances of Settlement 
Agreements: 
E & B Giftware, LLC, 79656 
Settlement Agreements: 
Black and Decker (U.S.) Inc., 48808 
Spin Master, Inc. and Spin Master, Ltd., 68167 
Settlement Agreements and Orders: 
Build-A-Bear Workshop, Inc., 77981 
CVS Pharmacy, Inc., 49453 
Settlement Agreements and Orders; Provisional 
Acceptances: 
Henry Gordy International, Inc., 63906 
Stay of Enforcement: 
Testing and Certification Pertaining to Youth 
All-Terrain Vehicles, 5565 
Technological Feasibility of 100 ppm for Lead 
Content in Children’s Products, 12944 
Third Party Testing for Certain Childrens 
Products; Toys: 
Requirements for Accreditation of Third Party 
Conformity Assessment Bodies, 54218 
Toy Safety Standard; Strategic Outreach and 
Education Plan, 55056 
Meetings; Sunshine Act, 22386 


Coordinating Council on Juvenile 
Justice and Delinquency 
Prevention 


NOTICES 
Meetings, 26280 
Coordinating Council on Juvenile Justice and 
Delinquency Prevention, 39075, 61672 


Copyright Office, Library of Congress 


RULES 

Administration of Copyright Office Deposit 
Accounts, 9229 

Copyright Arbitration Royalty Panel Rules and 
Procedures, 41075 

Fees for Special Handling of Registration Claims, 
38306 

Gap in Termination Provisions, 32316 

Registration and Recordation Program: 

Technical Amendments, 27898 
Registrations of Claims of Copyright, 4072 


PROPOSED RULES 

Copyright Protection Systems; Exemption, 78866 

Copyright Protection Systems for Access Control 
Technologies; Exemption, 60398 

Deposit for Registration of Automated Databases, 
5106 

Designation of Agent to Receive Notification of 
Claimed Infringement, 59953 

Discontinuance of Form CO in Registration 
Practices, 60774 


NOTICES 
Cable Compulsory License; Specialty Station List, 
5213 
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Cable Statutory License: 
Specialty Station List, 22733 
Specialty Station List; Correction, 72982 
Cable Statutory Licenses; Specialty Station List, 
69288 
Federal Copyright Protection of Sound Recordings 
Fixed Before February, 5, 1972, 10405 
Meetings: 
Federal Copyright Protection of Sound 
Recordings Fixed Before February, 5, 
1972, 26769 
Section 302 Report, 27091 
Technical Aspects of Mandatory Deposit of 
Published Electronic Works Available Only 
Online, 21043 
Remedies for Small Copyright Claims, 66758 
Section 302 Report, 11816, 20373 
Section 302 Report; Correction, 12760 


Copyright Royalty Board 

RULES 

Cost of Living Adjustment for Performance of 
Musical Compositions by Colleges and 
Universities, 74703 

Cost of Living Adjustment to Satellite Carrier 
Compulsory License Royalty Rates, 74703 

Digital Performance Right in Sound Recordings 
and Ephemeral Recordings, 13026 

Use of Sound Recordings Under Statutory License, 
45695 


PROPOSED RULES 


Recordkeeping for Use of Sound Recordings 
Under Statutory License, 21833 

NOTICES 

Adjustments or Determinations of Compulsory 
License Rates for Making and Distributing 
Phonorecords, 590 

Determinations of Rates and Terms for Preexisting 
Subscriptions and Satellite Digital Audio 
Radio Services, 591 

Determinations of Reasonable Rates and Terms 
for Noncommercial Broadcasting, 591 

Distribution of 2000, 2001, 2002, and 2003 Cable 
Royalty Funds, 7590 

Distribution of 2005 through 2008 DART Musical 
Works Funds Royalties, 11287 

Distribution of 2010 DART Sound Recordings 
Fund Royalties, 56483 

Distribution of the 2004-2009 Cable and Satellite 
Royalty Funds, 80969 

Distribution of the 2009 Cable Royalty Funds, 
55122 

Distribution of the 2009 Satellite Royalty Funds, 
55123 


Corporation for National and 
Community Service 


RULES 

Americorps Participants, Programs, and 
Applicants; CFR Correction, 17347 

Retired and Senior Volunteer Program; 
Amendments, 20243 


PROPOSED RULES 

AmeriCorps State/National, Senior Companions, 
Foster Grandparents, and Retired and Senior 
Volunteer Program, 39361 

NOTICES 

Agency Information Collection Activities: 

Annual Grantee Progress Report, 45234 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2087, 
2088, 6121, 6454, 9559, 9757, 13989, 19979, 
20961, 22680, 22877, 23998, 25672, 25673, 


28955, 29211, 30925, 35418, 36903, 41769, 
44307, 50186, 53117, 53420, 55367, 57025, 
64328, 65184, 66043, 72681, 73602, 73604, 
76697, 81482 
Generic Clearance for the Collection of 
Qualitative Feedback on Agency Service 
Delivery, 12072 
Meetings; Sunshine Act, 1604, 6122, 28756, 
35419, 35421, 37070, 38371, 60455, 63908 
Privacy Act; Computer Matching Program, 48811 


Council of the Inspectors General on 
Integrity and Efficiency 


NOTICES 
Senior Executive Service Performance Review 
Board Membership, 57947 


Council on Environmental Quality 


RULES 
Final Guidance for Federal Departments and 
Agencies: 

Appropriate Use of Mitigation and Monitoring 
and Clarifying the Appropriate Use of 
Mitigated Findings of No Significant 
Impact, 3843 

NOTICES 

Call for Innovative National Environmental Policy 
Act Pilot Project Proposals, 16391 

Climate Change Adaptation Planning 
Implementing Instructions; Availability, 
12945 

Draft Guidance; Availability: 

Improving Process for Preparing Efficient and 
Timely Environmental Reviews Under 
National Environmental Policy Act, 77492 

Instructions for Implementing Sustainable 
Locations for Federal Facilities, 68170 
Strategic Action Plan Content Outlines: 
National Ocean Council, 33726 


Court Services and Offender 
Supervision Agency for the 
District of Columbia 


RULES 

Standards of Ethical Conduct for Employees, 
35957 

Supplemental Standards of Ethical Conduct for 
Employees of Court Services and Offender 
Supervision Agency for District of Columbia, 
22293 


NOTICES 
Senior Executive Service, Performance Review 
Board, Members, 80902 


Defense Acquisition Regulations 
System 


RULES 
Acquisition Regulations: 
Technical Amendments, 25 

DAFRS Case 2007-D003; Presumption of 
Development Exclusively at Private Expense, 
58144 

DAFRS Case 2009-D019; Ships Bunkers Easy 
Acquisition Card and Aircraft Ground 
Services, 58149 

DAFRS Case 2010-D013; Discussions Prior to 
Contract Award, 58150 

DAFRS Case 2010-D014; Passive Radio 
Frequency Identification, 58142 

DAFRS Case 2011-D036; Positive Law 
Codification of Title 41 U.S.C., 58137 

Defense Federal Acquisition Regulation 
Supplements: 
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Defense 


Administering Trafficking in Persons 
Regulations, 71830 

Armed Services Board of Contract Appeals; 
CFR Correction, 11969 

Award-Fee Contracts, 8303 

Award Fee Reduction or Denial for Health or 
Safety Issues, 57674 

Business Systems—Definition and 
Administration, 28856 

Commercial Items, 21810 

DAFRS Case 2009-D011; Annual 
Representations and Certifications, 58140 

DAFRS Case 2009-D023; Material Inspection 
and Receiving Report, 58122 

DAFRS Case 2010-D017; Alternative Line Item 
Structure, 58138 

DAFRS Case 2010-D024; Construction and 
Architect-Engineer Services Performance 
Evaluation, 58155 

DAFRS Case 2010-D026; Multiyear 
Contracting, 58152 

DAFRS Case 2011-D037; Designation of a 
Contracting Officers Representative, 58136 

DFARS Cae 2009-D036; Notification 
Requirements for Awards of Single-Source 
Task- or Delivery-Order Contracts, 71465 

DFARS Cae 2010-D018; Responsibility and 
Liability for Government Property, 71824 

DFARS Cae 2010-D020; Representation 
Relating to Compensation of Former DoD 
Officials, 71826 

DFARS Cae 2011-D008; Accelerate Small 
Business Payments, 71468 

DFARS Cae 2011-D031; Management of 
Manufacturing Risk in Major Defense 
Acquisition Programs, 71465 

DFARS Cae 2011-D032; Simplified Acquisition 
Threshold for Humanitarian or 
Peacekeeping Operations, 71833 

DFARS Cae 2011-D050; Extension of 
Department of Defense Mentor-Protege 
Pilot Program, 71467 

DFARS Cae 2011-D051; Fire-Resistant Fiber 
for Production of Military Uniforms, 71831 

DFARS Case 2008-D006; Multiyear Contract 
Authority for Electricity from Renewable 
Energy Sources, 14587 

DFARS Case 2008-D042; Major Defense 
Acquisition Programs; Tooling 
Preservation, 11361 

DFARS Case 2009-D004; Minimizing Use of 
Materials Containing Hexavalent 
Chromium, 25569 

DFARS Case 2009-D008; Government 
Property, 52139 

DFARS Case 2009-D020; Emergencies and 
Contingency Operations; Payments, 11371 

DFARS Case 2009-D027; Limitations on 
Procurements with Non-Defense Agencies, 
9680 

DFARS Case 2009-D028; Guidance on Personal 
Services, 25565 

DFARS Case 2009-D029; Safety of Facilities, 
Infrastructure, and Equipment for Military 
Operations, 14590 

DFARS Case 2009-D033; Bundling of 
Contracts of Department of Defense, 9679 

DFARS Case 2009-D037; Electronic Ordering 
Procedures, 25566 

DFARS Case 2009-D039; Government Support 
Contractor Access to Technical Data, 
11363 

DFARS Case 2010-D022; Identification of 
Critical Safety Items, 52138 

DFARS Case 2010-D027; Prohibition on 
Interrogation of Detainees by Contractor 
Personnel, 44282 
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Defense 


DFARS Case 2011-D0021; Fire-Resistant Fiber 
for Production of Military Uniforms, 32843 

DFARS Case 2011-D006; Agency Office of 
Inspector General, 32840 

DFARS Case 2011-D008; Definition of 
Multiple-Award Contract, 23504 

DFARS Case 2011-D014; Repeal of Small 
Business Competitiveness Demonstration 
Program, 9680 

DFARS Case 2011-D017; Foreign Acquisition 
Amendments, 32841 

DFARS Case 2011-D019; Warranty Tracking 
of Serialized Items, 33166 

DFARS Case 201 1-D023; Contractors 
Performing Private Security Functions, 
52133 

DFARS Case 2011-D024; Inclusion of Option 
Amounts in Limitations on Authority of 
Department of Defense to Carry Out 
Certain Prototype Projects, 33170 

DFARS Case 2011-D025; Nonavailability 
Exception for Procurement of Hand or 
Measuring Tools, 14588, 52132 

DFARS Case 2011-D026; Repeal of Restriction 
on Ballistic Missile Defense Research, 
Development, Test, and Evaluation, 14589 

DFARS Case 2011-D032; Simplified 
Acquisition Threshold for Humanitarian or 
Peacekeeping Operations, 44280 

DFARS Case 2011-D046; Utilization of 
Domestic Photovoltaic Devices, 78858 

DFARS Case 2011-D96; Accelerate Small 
Business Payments, 23505 

Display of DoD Inspector General Fraud 
Hotline Posters, 57671 

Increase the Use of Fixed-Price Incentive (Firm 
Target) Contracts, 57677 

Marking of Government-Furnished Property, 
6004 

Ownership or Control by a Foreign 
Government, 21812 

Reporting of Government Property Lost, Stolen, 
Damaged, or Destroyed, 6006 

Rules of the Armed Services Board of Contract 
Appeals, 27274 

Synchronized Predeployment and Operational 
Tracker, 36883 

Techincal Amendments, 21809 

Technical Amendments, 13297, 27274, 76318 

Transition to System for Award Management, 
71464 

Federal Acquisition Regulations: 

DFARS Case 2007-D002; Defense Cargo 
Riding Gang Member, 61279 

DFARS Case 2011-D028; Definition of 
Qualifying Country End Product, 61282 


Technical Amendments, 3536 
PROPOSED RULES 


Defense Federal Acquisition Regulation 
Supplements: 

Armed Services Board of Contract Appeals, 
7782 

DFARS Case 2009-D043; Reporting of 
Government-Furnished Property, 11190 

DFARS Case 2010-D014; Passive Radio 
Frequency Identification, 9714 

DFARS Case 2010-D017; Alternative Line-Item 
Structure, 21847 

DFARS Case 2010-D018; Responsibility and 
Liability for Government Property, 21852 

DFARS Case 2010-D019; Ships Bunkers Easy 
Acquisition Card and Aircraft Ground 
Services, 21849 

DFARS Case 2010-D024; Construction and 
Architect-Engineer Services Performance 
Evaluation, 21851 


DFARS Case 2011-D017; Applicability of 
Hexavalent Chromium Policy to 
Commercial Items, 71926 

DFARS Case 2011-D020; Representation 
Relating to Compensation of Former DoD 
Officials, 32846 

DFARS Case 2011-D024; Proposal Adequacy 
Checklist, 75512 

DFARS Case 2011-D027; Wide Area 
WorkFlow; Updates, 71928 

DFARS Case 2011-D028; Definition of 
Qualifying Country End Product, 32845 

DFARS Case 2011-D039; Safeguarding 
Unclassified DoD Information; Meeting 
Cancellation, 70106 

DFARS Case 2011-D048; Separation of 
Combined Provisions and Clauses, 71922 

DFARS Case 2011-D049; Contracting with 
Canadian Commercial Corp.; Correction, 
64297 

DFARS Case 2012-D001; Reporting of 
Government-Furnished Property, 64885 

Display of DoD Inspector General Fraud 
Hotline Posters, 13327 

Only One Offer, 59623 

Reporting of Government-Furnished Property, 
11985, 12666 

Safeguarding Unclassified DoD Information, 
52297 

DFARS Case 2009-D010; Defense Federal 
Acquisition Regulation Supplements: 

DFARS Case 2007-D026; Multiyear 
Contracting, 11411 

DFARS Case 2010-D011; Independent Research 
and Development Technical Descriptions, 
11414 

DFARS Case 2011-D010; Increase Use of 
Fixed-Price Incentive (Firm Target) 
Contracts, 11410 

DFARS Case 2009-D043; Reporting of 
Government-Furnished Property, 9527 
DFARS Case 2010-D022; Defense Federal 
Acquisition Regulation Supplements: 
Identification of Critical Safety Items, 14641 
DFARS Case 2011-D013; Defense Federal 
Acquisition Regulation Supplements: 
Only One Offer, 44293 
DFARS Case 2011-D039; Safeguarding 
Unclassified DoD Information; Meetings, 
66889 
DFARS Case 2012-D003; Defense Federal 
Acquisition Regulation Supplement: 
Positive Law Codification, 78874 
Federal Acquisition Regulations: 
Contracting With the Canadian Commercial 
Corp., 61296 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
60474, 66282, 71557 

Defense Federal Acquisition Regulation 
Supplement; Government Property, 35424, 
36905, 72914, 72915, 72916 

Requests for Equitable Adjustment, 71558 

Special Contracting Methods, 53886 

Types of Contracts, 50461 

Commercial Item Handbook, 60474 
Meetings: 

Open Source Software, 75875 

Ownership of Offeror; Defense Federal 
Acquisition Regulation Supplement, 64902 


Defense Department 


See Air Force Department 
See Army Department 
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See Defense Acquisition Regulations System 
See Engineers Corps 
See Navy Department 
RULES 
Air Installations Compatible Use Zones, 57644 
Civilian Health and Medical Program of the 
Uniformed Services; TRICARE Young Adult, 
23479 
Civilian Health and Medical Program of 
Uniformed Services (CHAMPUS)/TRICARE; 
Inclusion of Retail Network Pharmacies, 
41063 
Declassification Review Program, 80744 
Defense Support of Civil Authorities, 2246 
Federal Acquisition Regulation; Government 
Property Disposal; Forms; CFR Correction, 
18072 
Federal Acquisition Regulations: 
Additional Requirements for Market Research, 
14562 
Buy American Exemption for Commercial 
Information Technology—Construction 
Material, 31415 
Compensation for Personal Services, 14571 
Contract Closeout, 31402 
Contractor Policies to Ban Text Messaging 
While Driving, 39240 
Corrections, 76899 
Disclosure and Consistency of Cost Accounting 
Practices for Contracts Awarded to Foreign 
Concerns, 14570 
Equal Opportunity for Veterans, 39233 
Extension of Sunset Date for Protests of Task 
and Delivery Orders, 39238 
Federal Acquisition Circular 2005-49; 
Introduction, 4188 
Federal Acquisition Circular 2005-49; Small 
Entity Compliance Guide, 4191 
Federal Acquisition Circular 2005-50; 
Introduction, 14542 
Federal Acquisition Circular 2005-50; Small 
Entity Compliance Guide, 14572 
Federal Acquisition Circular 2005-51; 
Introduction, 18304 
Federal Acquisition Circular 2005-51; Small 
Entity Compliance Guide, 18324 
Federal Acquisition Circular 2005-52; 
Introduction, 31394 
Federal Acquisition Circular 2005-52; Small 
Entity Compliance Guide, 31424 
Federal Acquisition Circular 2005-53; 
Introduction, 39232 
Federal Acquisition Circular 2005-53; Small 
Entity Compliance Guide, 39243 
Federal Acquisition Circular 2005-54; 
Introduction, 68014 
Federal Acquisition Circular 2005-54; Small 
Entity Compliance Guide, 68044 
Iran Sanctions; Certification Requirement; 
Procurement, 68027 
Justification and Approval of Sole-Source 8(a) 
Contracts, 14559 
Notification of Employee Rights under National 
Labor Relations Act, 68015 
Oversight of Contractor Ethics Programs, 31416 
Preventing Personal Conflicts of Interest for 
Contractor Employees Performing 
Acquisition Functions, 68017 
Prohibition on Contracting with Inverted 
Domestic Corporations, 31410 
Proper Use and Management of Cost- 
Reimbursement Contracts, 14543 
Public Access to the Federal Awardee 
Performance and Integrity Information 
System, 4188 
Representation Regarding Export of Sensitive 
Technology to Iran, 68028 


Requirements for Acquisitions Pursuant to 
Multiple-Award Contracts, 14548 
Set-Asides for Small Business, 68032 
Small Disadvantaged Business Self- 
Certification, 68026 
Socioeconomic Program Parity, 14566 
Standard Form 26 - Award/Contract; 
Clarification, 18322 
Successor Entities to Netherlands Antilles, 
68039 
Sustainable Acquisition, 31395 
Technical Amendments, 14572, 31416, 68043 
TINA Interest Calculations, 39242 
Trade Agreements Thresholds, 14570 
Uniform Suspension and Debarment 
Requirement, 39236 
Unique Procurement Instrument Identifier, 
39234 
Use of Commercial Services Item Authority, 
14568 
Women-Owned Small Business Program, 18304 
Mission Compatibility Evaluation Process, 65112 
National Security Personnel System, 81359 
Operational Contract Support, 81807 
Privacy Act; Implementation, 22611, 22614, 
22615, 22807, 22808, 57644 
Privacy Act of 1974; Implementation, 58103 
Revitalizing Base Closure Communities and 
Addressing Impacts of Realignment, 70878 
TRICARE: 
Certified Mental Health Counselors, 80741 
Changes Included in the National Defense 
Authorization Act for Fiscal Year 2010; 
Enhancement of Transitional Dental Care 
for Members of the Reserve Component, 
etc., 81366 
Continued Health Care Benefit Program 
Expansion, 57637 
Coverage of National Cancer Institute 
Sponsored Phase I Studies, 2253 
Elimination of Co-payments for Authorized 
Preventive Services for Certain TRICARE 
Standard Beneficiaries, 81368 
Expansion of Survivor Eligibility Under the 
Dental Program, 57643 
Unfortunate Sequelae from Noncovered Services 
in a Military Treatment Facility, 57642 
TRICARE Program: 
Morbid Obesity; Definition Revision, 8294 
PROPOSED RULES 
Dispute Resolution and Conflict Management 
Practices, 22848 
Federal Acquisition Regulation: 
Computer Generation of Forms; Standards, 
79609 
Federal Acquisition Regulations: 
Bio-based Procurements, 41179 
Constitutionality of Federal Contracting 
Programs for Minority-Owned and Other 
Small Businesses, 55849 
Contract Transparency; Withdrawal, 7522 
Documenting Contractor Performance, 37704 
Documenting Contractor Performance; 
Correction, 48776, 50714 
Financial Accounting Standards Board; 
Accounting References; Update, 8989 
Government Property, 18497 
Organizational Conflicts of Interest, 23236 
Payments under Time-and-Materials and Labor- 
Hour Contracts, 44884 
Prioritizing Sources of Supplies and Services 
for Use by the Government, 34634 
Privacy Training, 2010-2013, 63896 
Service Contracts Reporting Requirements, 
22070 
Service Contracts Reporting Requirements; 
Correction, 


Updates to Contract Reporting and Central 
Contractor Registration, 73564 
Personnel Security Program, 5729 
Privacy Act; Implementation, 56 
Recoupment of Nonrecurring Costs on Sales of 
U.S. Items, 
Reimbursement for Travel for Specialty Care, 
2290 
Reimbursement Revisions, 2291 
Retrospective Review under E.O. 3563, 16700 
Semiannual Regulatory Agenda, 40038 
TRICARE: 
Extended Care Health Option, 81897 
National Defense Authorization Act, etc; 
Changes, 2288 
Non-Emergency Inpatient Mental Health Care; 
Requirement, 57690 
Reimbursement of Sole Community Hospitals, 
39043 
Use of Addictive Drugs in Treatments; Removal 
81899 
TRICARE Programs: 
National Defense Authorization Act; Changes, 
58204 
Smoking Cessation Program, 58199 
TRICARE Sanction Authority; Third-party 
Billing Agents, 58202 
Unclassified Controlled Nuclear Information, 
22849 
NOTICES 
36(b)(1) Arms Sales, 103, 107, 46754, 55651, 
60455, 504557, 60457, 60458, 60461, 60463, 
60467, 60469, 60471, 61673, 69707, 69709, 
77809, 78616 
36(b)(1) Arms Sales Notification, 72180, 72182, 
72184 
36(b)(1) Arms Sales Notifications, 27022, 32958, 
37071 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 8349, 
8715, 9781, 13990, 17110, 28039, 33727, 
53118, 70976, 70977, 71555, 71958, 76149, 
76953, 81917, 81918 
Acquisition of Helium, 12357, 30362 
Biobased Procurements, 81940 
Buy American Act Certificate, 24027 
Buy American—Construction, 65510 
Certification of Independent Price Determination 
and Parent Company and Identifying Data, 
16735 
Federal Acquisition Regulation, 22708 
Federal Acquisition Regulation; Affidavit of 
Individual Surety, 22706 
Federal Acquisition Regulation; Architect- 
Engineer Qualifications, 55389 
Federal Acquisition Regulation; Buy American 
Act—Construction, 40367 
Federal Acquisition Regulation; Certification of 
Independent Price Determination and 
Parent Company and Identifying Data, 
37353 
Federal Acquisition Regulation; Contract 
Financing, 4112 
Federal Acquisition Regulation; Contractor 
Business Ethics Compliance Program and 
Disclosure Requirements, 37353 
Federal Acquisition Regulation; Cost or Pricing 
Data Requirements and Information Other 
Than Cost or Pricing Data, 35218, 67152 
Federal Acquisition Regulation; Duty-Free 
Entry, 22707, 40367 
Federal Acquisition Regulation; Material and 
Workmanship, 76975 
Federal Acquisition Regulation; OMB Circular 
A-, 19, 39402 
Federal Acquisition Regulation; Past 
Performance Information, 67153 
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Federal Acquisition Regulation; Payment by 
Electronic Fund Transfer, 35219 
Federal Acquisition Regulation; Place of 
Performance, 17126, 42127 
Federal Acquisition Regulation; Presolicitation 
Notice and Response, 64077 
Federal Acquisition Regulation; Progress 
Payments (SF-1443), 81942 
Federal Acquisition Regulation; Trade 
Agreements Certificate, 24026 
Federal Acquisition Regulations; Architect- 
Engineer Qualifications, 20351 
Federal Acquisition Regulations; Contractor 
Business Ethics Compliance Program and 
Disclosure Requirements, 60837 
Federal Acquisition Regulations; Organization 
and Direction of Work, 72413 
Federal Acquisition Regulation; 
Environmentally Sound Products, 17127, 
40368 
Organization and Direction of Work; Federal 
Acquisition Regulation, 49483 
Payment by Electronic Fund Transfer, 67153 
Presolicitation Notice and Response, 22706 
Preventing Personal Conflicts of Interest for 
Contractor Employees Performing 
Acquisition Functions, 27648 
Prohibition on Acquisition of Products Produced 
by Forced or Indentured Child Labor, 
24025, 42709 
Request for Authorization of Additional 
Classification and Rate, 5375 
Traumatic Brain Injury, Post-Traumatic Stress 
Disorder, etc.; Correction, 544 
Federal Acquisition Regulation; Buy American 
Act Certificate, 60049 
Federal Acquisition Regulation; Standard Form 
28, Affidavit of Individual Surety, 60050 
Federal Acquisition Regulation; Trade 
Agreements Certificate, 60048 
Amendment No. 004 to the Solicitation for 
Cooperative Agreement Applications, 76954 
Arms Sales, 76954, 79658, 81482 
Arms Sales Notification, 8716, 28956, 29212, 
56181, 65701, 72682, 72684, 72684 
Arms Sales Notifications, 17111, 26707, 30667, 
35188, 35191, 38371, 40701, 40703, 40707, 
40709, 42119, 43659, 66044, 66046, 66048, 
68429 
Charter Amendment of Department of Defense 
Federal Advisory Committee, 43991 
Defense Acquisition University Industry Day; 
Better Buying Power Initiatives, 14949 
Defense Contract Audit Agency Senior Executive 
Service Performance Review Boards; 
Membership, 59664 
Defense Federal Acquisition Regulation 
Supplement: 
Restrictions on Acquisition of Specialty Metals; 
Definition of ’Produced’, 44308 
Defense Logistics Agency Address Directory, 
22681 
Defense Logistics Agency Revised Regulation 
1000.22: 
Environmental Considerations in Agency 
Actions, 53119 
Defense Logistics Agency Revised Regulations: 
Environmental Considerations in Defense 
Logistics Agency Actions, 72391 
Defense Transportation Regulation, Part IV, 
22878, 36095, 66281 
Efficiency Initiative Effort to Reduce Non-Value- 
Added Costs Imposed on Industry by DoD 
Acquisition Practices, 9329 
Environmental Considerations in Defense Logistics 
Agency Actions; Revised Regulation; 
Availability, 28757 


| 
| 


Defense 


Environmental Impact Statements; Availability, 
etc.: 

Modernization and Enhancement of Ranges, 
Airspace, and Training Areas in the Joint 
Pacific Alaska Range Complex in Alaska, 
10572 

Expansion of Implementation of TRICARE 
Program in Alaska, 80903 

Extension of Autism Services Demonstration 
Project for TRICARE Beneficiaries, 80903 

Extension of Web-Based TRICARE Assistance 
Program Demonstration Program, 12073 

Federal Funding Opportunities, 43664 

Fiscal Year 2009 Missile Defense Agency 
Services Contracts Inventory; Availability, 
4322 

Fiscal Year 2010 Inventory of Contracts for 
Services; Availability, 57026 

Fiscal Year 2010 U.S. Special Operations 
Command Inventory List of Contracts for 
Services, 66051 

Availability; Correction, 67425 

Fiscal Year 2011 Mental Health Rate Updates: 

TRICARE, Formerly Known as the Civilian 
Health and Medical Program of the 
Uniformed Services, 12074 

Intents To Grant Exclusive Licenses: 
Voltage Networking, LLC, 70117 
Voltage Networking, LLC; Correction, 78620 
List of Institutions of Higher Education Ineligible 
for Federal Funds, 19752 
Mandatory Declassification Review Addresses, 
80903 
Manual for Courts-Martial; Proposed Evidence 
Amendments: 
Public Meeting, 65062 
Meetings: 
Advisory Committee; Cancellation, 3098 
Advisory Committee on Women in the Services, 
11211 
Advisory Council on Dependents’ Education, 
11211, 32358, 52641 
Advisory Council on Dependents’ Education; 
Cancellation, 20335 
Board of Regents of Uniformed Services 
University of Health Sciences, 20337, 
41219, 59388 
Defense Acquisition University Board of 
Visitors, 111, 24862, 58786, 62394, 77982 
Defense Advisory Committee on Military 
Personnel Testing, 21870, 63611 
Defense Advisory Committee on Women in 
Services, 55653 
Defense Advisory Committee on Women in the 
Services, 72688 
Defense Audit Advisory Committee, 20336, 
72186 
Defense Business Board, 18190, 38642, 60812, 
81485 
Defense Department Advisory Committee on 
Women in the Services, 8351, 32358 
Defense Health Board, 5340, 23999, 65184 
Defense Intelligence Agency Advisory Board, 
20338, 41220, 53671, 70425 
Defense Intelligence Agency National Defense 
Intelligence College Board of Visitors, 
28960 
Defense Policy Board, 12075, 70424 
Defense Science Board, 6766, 21705, 62046 
Defense Wage Committee, 13991 
Department of Defense Military Family 
Readiness Council (MFRC); Change of 
Meeting Date and Time, 59388, 62787 
Department of Defense Wage Committee, 3617, 
8352, 21705, 28001, 35858, 44309, 71331, 
71556 


Federal Advisory Committee, 8350, 12075, 
20336 
Federal Advisory Committee; Defense Health 
Board, 41221 
Federal Transition to Secure Hash Algorithm, 
11433 
Historical Advisory Committee, 18190 
Military Family Readiness Council, 5342, 
29727, 46756 
Military Family Readiness Council; 
Cancellation, 31943, 56406 
Military Family Readiness Council; Change of 
Date and Time, 70710 
Missile Defense Advisory Committee, 16736, 
45783, 71556 
Missile Defense Advisory Committee; Date 
Change, 335 
National Defense University Board of Visitors, 
14950, 50720 
National Security Education Board, 28960 
National Security Education Board Members, 
50719 
Reserve Forces Policy Board, 10008, 35191, 
67425 
Reserve Forces Policy Board; Cancellation, 
5340, 41219 
Reserve Forces Policy Board Advisory 
Committee, 56405 
Strategic Environmental Research and 
Development Program, Scientific Advisory 
Board, 20335, 45542, 46756, 81918 
Task Force on Care, Management, and 
Transition of Recovering Wounded, III, and 
Injured Members of Armed Forces, 5341, 
56743 
Task Force on the Care, Management, and 
Transition of Recovering Wounded, Ill, and 
Injured Members of the Armed Forces, 
71331 
Threat Reduction Advisory Committee, 22878, 
39859, 52319 
U.S. Court of Appeals for Armed Forces Code 
Committee, 3097 
U.S. Strategic Command Strategic Advisory 
Group; Correction, 14950, 52642, 60811 
Uniform Formulary Beneficiary Advisory Panel, 
11212, 28959, 50720, 55057, 78620 
Veterans’ Advisory Board on Dose 
Reconstruction, 6766, 6767 
Wage Committee, 52642, 57978, 64901, 75538 
Joint Europe Africa Deployment and 
Distribution Conference 2011; Adapting to 
Challenge and Change; Conference, 60006 
Membership of Performance Review Board, 64902 
Membership of the Performance Review Board, 
62046 
Performance Review Board; Membership, 60473 
Privacy Act; Computer Matching Program, 50460 
Privacy Act; Computer Matching Programs, 77811 
Privacy Act; Systems of Records, 111, 114, 115, 
3098, 3099, 7825, 8352, 10008, 10009, 
10010, 11213, 12076, 12078, 13991, 13992, 
18191, 20339, 20341, 21706, 21708, 22682, 
24000, 24001, 24863, 24865, 26712, 28001, 
28757, 28961, 35191, 35195, 35419, 35423, 
37082, 39389, 39390, 43666, 43993, 45543, 
46756, 48812, 49455, 51002, 52320, 53420, 
58786, 58788, 60812, 61675, 61676, 61679, 
61680, 62394, 63287, 65185, 66695, 66696, 
66698, 66916, 70425, 70427, 70428, 70710, 
72391, 72689, 72691, 72692, 72909, 73602, 
76149, 76956, 76958, 76959, 79660, 79661, 
79663, 82283 
Computer Matching Program, 56744 
Correction, 46757 
Privacy Act; Systems of Records; Correction, 
70427 
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Privacy Act; Systems of Records; Withdrawal, 

71332 

Privacy Act of 1974; System of Records: 

Correction, 28001 

Program for Construction, Renovation, Repair or 
Expansion of Public Schools Located on 
Military Installations, 55883 

Proposed Solicitation for Cooperative Agreement 
Applications, 8720 

Publication of Housing Price Inflation Adjustment, 
47177 

Renewal of Department of Defense Federal 
Advisory Committees, 16737, 18193, 20342, 
21710, 43673, 46757, 64077 

Renewal of Federal Advisory Committees, 67426 

Renewals of Department of Defense Federal 
Advisory Committees, 1604 

Requests for Comments: 

How to Improve Procurement of Defense Items 
and Defense Services in Support of Foreign 
Military Sales Programs, 65186 

Reserve Forces Policy Board; Member 
Solicitation, 80904 
Review of Regulatory Coverage: 
Prevention of Personal Conflicts of Interest for 
Contractor Employees, 68046 
Revised Non-Foreign Overseas Per Diem Rates, 
117, 3101, 5342, 19053, 41221, 46758, 68170 
Science and Technology Reinvention Laboratory 
Personnel Management Demonstration 
Program, 3744, 12508, 56406, 67154 

Department of Navy, Space and Naval Warfare 
Systems Center, SSC Atlantic and SSC 
Pacific, 1924 

Naval Air Warfare Center, Aircraft and 
Weapons Divisions, 8530 

Senior Executive Service Performance Review 
Board; Membership, 61346 

Termination of Department of Defense Federal 
Advisory Commuiiiee, 18194, 19753, 43675 

Terminations of Federal Advisory Committee: 

Independent Panel Review of Judge Advocate 
Requirements of Department of Navy, 
13994 

Transportation Infrastructure Improvements 
Associated with Medical Facilities; Selection 
Criteria, 55886 

TRICARE: 

Calendar Year 2012 TRICARE Young Adult 
Program Premium Update, 72399 

Fiscal Year 2012 Diagnosis-Related Group 
Updates, 72912 

Fiscal Year 2012 Mental Health Rate Updates, 
72911 

TRICARE; Fiscal Year 2012 Continued Health 
Care Benefit Program Premium Update, 
49458 

TRICARE; Hospital Outpatient Radiology 
Discretionary Appeal Adjustments, 49458 

TRICARE Access to Care Demonstration Project, 
12080 

TRICARE Demonstration Project for Philippines, 
60007 

TRICARE Evaluation of Centers for Medicare and 
Medicaid Services Approved Laboratory 
Developed Tests Demonstration Project, 
80905 

TRICARE Prime Urgent Care Demonstration 
Project, 80907 

Two Year Continuation of Disease Management 
Demonstration Project for TRICARE 
Standard Beneficiaries, 12081 

U.S. Court of Appeals for the Armed Forces 

Proposed Rules Changes, 12082 


Defense Nuclear Facilities Safety 
Board 


RULES 
FOIA Fee Schedule Updates, 43819 


PROPOSED RULES 

FOIA Fee Schedule; Update, 28194 

NOTICES 

Defense Nuclear Facilities Safety Board FY 2010 
Service Contract Inventory; Availability, 5354 

Meetings; Sunshine Act, 11764, 17627, 26716, 
28425, 61346 

Privacy Act; Systems of Records, 43278 

Safety Culture at the Waste Treatment and 
Immobilization Plant, 35861 

Senior Executive Service Performance Review 
Board; Membership, 57980 


Delaware River Basin Commission 


RULES 
Water Quality Regulations: 
Water Code and Comprehensive Plan to Update 
Water Quality Criteria for Toxic Pollutants 
in the Delaware Estuary, etc., 16285 
Water Supply Charges, 10233 
PROPOSED RULES 
Water Quality Regulations: 
Natural Gas Development Projects; 
Amendments, 295 
- Water Code and Comprehensive Plan for 
Natural Gas Development Projects, 6727 
NOTICES 
Meetings, 22880, 39077, 55368, 71558 
Delaware River Basin Commission, 36095 
Delaware River Basin Commission; Public 
Hearing, 9758 
Proposed Methodology for Delaware River and 
Bay Integrated List Water Quality 
Assessment, 50188 


Denali Commission 


NOTICES 
Fiscal Year 2011 Draft Work Plan; Availability, 
35426 


Department of Transportation 


See Pipeline and Hazardous Materials Safety 
Administration 


Disability Employment Policy Office 


NOTICES 
Add Us In Initiative: 
Correction, 49508 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
35915 
Funds Availability; Add Us In Initiative, 47240 


Drug Enforcement Administration 


RULES 
Chemical Mixtures Containing Forms of 
Phosphorus; Change in Application Process, 
31824 
Control of Ergocristine as a List I Chemical, 
17778 
Electronic Prescriptions for Controlled Substances 
Clarification, 64813 
Methamphetamine Production Prevention Act of 
2008; Implementation, 74696 
Schedules of Controlled Substances: 
Carisoprodol; Schedule IV, 77330 
Ezogabine; Schedule V, 77895 
Temporary Placement of Five Synthetic 
Cannabinoids into Schedule I, 11075 
Three Synthetic Cathinones; Schedule I, 65371 
Self-Certification and Employee Training of Mail- 
Order Distributors of Scheduled Listed 
Chemical Products, 20518 


Voluntary Surrender of Certificate of Registration, 
61563 


PROPOSED RULES 
Controlled Substances and List I Chemical 
Registration and Reregistration Fees, 39318, 
39341 
New Drug Code for Marihuana Extract; 
Establishment, 39039 
Petition Denials 
Marijuana Reschedule, 40552 
Prostanozol and Methasterone; Schedule III 
Classification 72355 
Schedules of Controlled Substances: 
Ezogabine; Schedule V, 65424 
Temporary Placement of Five Synthetic 
Cannabinoids into Schedule I; Correction, 
2287 
Three Synthetic Cathinones Into Schedule I, 
55616 
Seizure and Forfeiture Regulations; Consolidation, 
26660 


NOTICES 
2011 Assessment of Annual Needs for List I 
Chemicals: 

Ephedrine, Pseudoephedrine, and 
Phenylpropanolamine; Proposed 
Adjustments, 56807 

2012 Annual Needs for List I Chemicals: 

Ephedrine, Pseudoephedrine, and 
Phenylpropanolamine; Proposed 
Assessment, 56809 

Admonitions Of Registrants: 

Terese, Inc., D/B/A/ Peach Orchard Drugs, 

46843 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 9812 

Affidavit for Chain Renewal, 64381 

Application for Import Quota for Ephedrine, 
Pseudoephedrine, and 
Phenylpropanolamine, 66084 

Application for Permit to Export Controlled 
Substances/Export Controlled Substances 
for Reexport, 12371, 27352 

Application for Registration; Application for 
Registration Renewal; Affidavit for Chain 
Renewal; etc., 50498, 64380 

Application for Registration and Application for 
Registration Renewal, 66085 

Application for Registration, Application for 
Registration Renewal, Affidavit for Chain 
Renewal, 80406 

ARCOS Transaction Reporting, 10391 

Controlled Substances Import/Export 
Declaration, 14993, 29793 

Dispensing Records of Individual Practitioners, 
12372, 27352 

Drug Questionnaire, 8775 

Red Ribbon Week Patch, 46325 

Red Ribbon Week Patch; DEA Form 316 and 
316A, 31988 

Registrants Inventory of Drugs Surrendered, 
10392 

Report of Theft or Loss of Controlled 
Substances, 10390 

Reports of Suspicious Orders or Theft/Loss of 
Listed Chemicals//Machines, 14994 

Reports of Suspicious Orders or Theft-Loss of 
Listed Chemicals-Machines, 29792 

U.S. Official Order Forms for Schedule I and 
II Controlled Substances (Accountable 
Forms); Order Form Requisition, 20710, 
35913 

Application Denials: 
Liddy’s Pharmacy, LLC, 48887 
Stacey J. Webb, M.D., 48884 
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Applications: 


Manufacturer of Controlled Substances, 38209 
Applications; Denials: 
Jose Gonzalo Zavaleta, M.D., 49506 


Chemicals Ephedrine, Pseudoephedrine, and 


Phenylpropanolamine; List I, 77252 
Controlled Substances: 
2011 for Proposed Aggregate Production 
Quotas, 56810 
Aggregate Production Quotas for 2011, 77016, 
78044 
List I Chemicals; Ephedrine, Pseudoephedrine, 
and Phenylpropanolamine; Assessment, 
77019 
Proposed Aggregate Production Quotas for 
2012, 65537 
Decision and Order: 
Gregory F. Saric, MD, 16821 
Decisions and Orders: 
Aaron Gloskowski, D.O., 66969 
Abelardo E. Lecompte-Torres, M.D., 66968 
Alfred E. Boyce, M.D., 17672 
Barry M. Schultz, M.D., 78695 
Beau Boshers, M.D., 19401 
Beau Boshers, M.D.; Correction, 21406 
Carlos Gonzalez, M.D., 63118 
Cynthia M. Cadet, M.D., 19450 
Cynthia M. Cadet, M.D.; Correction, 21406 
Jack A. Danton, D.O., 60900 
Jacobo Dreszer, M.D., 19386 
Jacobo Dreszer, M.D.; Correction, 21406 
James L. Hooper, MD, 71371 
Jeffery M. Freesemann, M.D., 60873 
John M. Chois, D.O., 4939 
Joseph Giacchino, MD, 71374 
Kamal Tiwari, MD; Pain Management and 
Surgery Center of Southern Indiana, 71604 
Kermit B. Gosnell, MD, 4938 
Kimberly Maloney, N.P., 60922 
Linda Sue Cheek, M.D., 66972 
Michael J. Aruta, M.D., 19420 
Michael J. Aruta, M.D.; Correction, 21406 
Richard A. Herbert, M.D., 53942 
Robert G. Crummie, MD, 71369 
Robert Leigh Kale, M.D., 48898 
Robert Raymond Reppy, D.O., 61154 
Roni Dreszer, M.D., 19434 
Roni Dreszer, M.D.; Correction, 21406 
Shawn M. Gallegos, D.D.S., 66986 
Sheryl Lavender, D.O., 48897 
Silviu Ziscovici, MD, 71370 
Stephen L. Reitman, M.D., 60889 
Treasure Coast Specialty Pharmacy, 66965 
Denial of Application: 
Robert L. Dougherty, MD, 16823 
Denial of Applications: 
Shannon L. Gallentine, D.P.M., 45864 
Denials of Applications: 
Alan H. Olefsky, M.D., 20025 
Bienvenido Tan, M.D., 17673 
Glenn D. Krieger, M.D., 20020 
Layfe Robert Anthony, M.D., 20010 
Mark De La Lama, P.A., 20011 
Scott D. Fedosky, MD, 71375 
Dismissal of Proceeding: 
John G. Costino, D.O., 4940 
Dismissal of Proceedings: 
Louisiana All Snax, Inc., 20034 
Robert Charles Ley, D.O., 20033 
Thomas E. Mitchell, M.D., 20032 


Importer of Controlled Substances, 17967 
Importer of Controlled Substances; Registrations: 


Cerilliant Corp., Round Rock, TX, 8776 
Formulation Technologies, LLC., Austin, TX, 
8775 


Importers of Controlled Subsances; Registrations, 


77253, 77254 
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Importers of Controlled Substances; Applications, 
21915, 21917, 25374, 30968, 33784, 35239, 
35240, 35241, 39123, 42731, 51398, 51399, 
62446, 77253, 81978 

Aptuit, Kansas City, MO, 14688 
Mallinckrodt Inc., St. Louis, MO, 5827 
Sigma Aldrich Manufacturing, LLC, 10067 


Sigma Aldrich Manufacturing, LLC; Correction, 


12134 
Importers of Controlled Substances; Registrations, 
73678, 23626, 25374, 35242, 42732, 51400, 
53961, 57080, 62447, 62448, 65749 
Chattem Chemicals, Inc., Chattanooga, TN, 
7233 
Johnson Matthey, Inc., Pharmaceutical 
Materials, West Deptford, NJ, 7234 
Meda Pharmaceuticals, Inc., 3160 
Meridian Medical Technologies, St. Louis, MO, 
14689 


Mylan Pharmaceuticals, Inc., Morgantowa, WV, 


14689 
Noramco Inc., Athens, GA, 799 
Noramco, Inc., Wilmington, DE, 586 
Research Triangle Institute, Research Triangle, 
NC, 5827 
Stephan Co., 3160 
United States Pharmacopeial Convention, 
Rockville, MD, 799 
Wildlife Laboratories, Fort Collins, CO, 10068 
Manufacturer of Controlled Substances, 17968 
Manufacturer of Controlled Substances; 
Applications: 
Johnson Matthey, Inc., Conshohocken, PA, 
6159 
Manufacturers of Controlled Substances; 
Applications, 21916, 22146, 22147, 23627, 
25375, 31638, 32225, 33785, 35242, 35243, 
36577, 39126, 39127, 44358, 51400, 57080, 
62449, 62450, 66994, 72973, 72974, 7297, 
73679, 77257, 77850, 81979 
AMRI Rensselaer, Inc., Rensselaer, NY, 5829 
Cambrex Charles City, Inc., Charles City, IA, 
14690 
Johnson Matthey Pharmaceutical Materials Inc., 
Pharmaceutical Service, Devens, MA, 
10068 
Mallinckrodt, Inc., St. Louis, MO, 14689 
Sigma Aldrich Research Biochemicals, Inc., 
Natick, MA, 5829 
Manufacturers of Controlled Substances; 
Registrations, 21407, 21916, 21917, 22146, 
23627, 25376, 30970, 35243, 36578, 39128, 
44358, 51401, 51402, 51403, 53961, 62451, 
65750, 72975, 72976, 73679, 77257, 81979 
Agilent Technologies, Lake Forest, CA, 14690 
Aldrich Chemical Company, Inc., Miamisburg, 
OH, 10069 
American Radiolabeled Chemicals, Inc., St. 
Louis, MO, 5830 
Cambrex Charles City, Inc., Charles City, IA, 
587 
Cambridge Isotope Lab, Andover, MA, 5829 
Cedarburg Pharmaceuticals, Inc., Grafton, WI, 
8777 
Cerilliant Corp., Round Rock, TX, 17969 
Chemic Laboratories, Inc., Canton, MA, 10069 
Cody Laboratories, Cody, WY, 5830 
GE Healthcare, Arlington Heights, IL, 8777 
Halo Pharmaceutical, Inc., Whippany, NJ, 
10070 
Johnson Matthey Inc., Custom Pharmaceuticals 
Department, West Deptford, NJ, 10069 
National Center for Natural Products Research- 


NIDA MProject, University of Mississippi, 


8777 
Noramco Inc., Athens, GA, 14690 


Noramco, Inc., Wilmington, DE, 7234 

Stephen Co., 3160 
Motions for Reconsideration: 

Lyle E. Craker, Ph.D., 51403 
Registrations: 

Importer of Controlled Substances, 38209 
Revocation of Registration: 

Scott C. Bickman, M.D., 17694 
Revocations of Registrations: 

Algirdas J. Krisciunas, MD, 4940 

Calvin Ramsey, M.D., 20034 

Clifton D. Burt, M.D., 20036 

Dale J. Bingham, P.A., 53964 

David T. Koon, M.D., 66995 

Erwin E. Feldman, DO, 16835 

Harold Edward Smith, M.D., 53961 

Ideal Pharmacy Care, Inc., 51415 

Joe C. Fermo, M.D., 51412 

Medicine Dropper, 20039 

Roger A. Pellmann, M.D., 17704 

Roots Pharmaceuticals, Inc., 51430 

Satinder Dang, M.D., 51424 

Sun and Lake Pharmacy, Inc.; The Medicine 

Shoppe, 24523 

Surinder Dang, M.D., 51417 
Settlement Agreements: 

Four Seasons Distributors, Inc., 20042 
Suspension of Registrations: 

Michael S. Moore, M.D., 45867 
Suspensions of Registrations: 

Paul Weir Battershell, N.P., 44359 
Importers of Controlled Substances; Registrations, 

22422 


Economic Analysis Bureau 


RULES 
Direct Investment Surveys: 
Alignment of Regulations with Current 
Practices, 39260 
BE-12; Benchmark Survey of Foreign Direct 
Investment, 79054 
International Services Surveys: 
BE-120; Benchmark Survey of Transactions in 
Selected Services and Intangible Assets 
With Foreign Persons; Amendments, 76029 
PROPOSED RULES 
Direct Investment Surveys: 
Benchmark Survey of Foreign Direct Investment 
in the U.S.; Requirements, 58420 
Reporting Requirements; Eliminations, 19282 
International Services Surveys: 
BE-150; Quarterly Survey; Credit, Debit, and 
Charge Card Transactions; Amendments, 
66872 
Benchmark Survey; Amendments, 50158 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Direct Investment Surveys; Annual Survey of 
Foreign Direct Investment in United States, 
17819 
Direct Investment Surveys; Quarterly Survey of 
Foreign Direct Investment in United States, 
71937 
Survey, Expenditures Incurred by Recipients of 
Biomedical Research and Development 
Awards, 18517 


Economic Development 
Administration 


PROPOSED RULES 
Economic Development Administration 
Regulations, 5501, 6088 
Regional Innovation Clusters; Review, 12616 


Regulatory Revisions, 76492 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
28951 
Revolving Loan Fund Reporting and 
Compliance Requirements, 7148 
Survey of EDA Grant Process Improvement, 
19976 
Community Trade Adjustment Assistance Program 
Fiscal Year 2010 Annual Report, 4612 
Determination of Eligibility to Apply for Trade 
Adjustment Assistance, 60452, 81912 
Eligibility to Apply for Trade Adjustment 
Assistance; Petitions by Firms for 
Determinations, 38115, 43653 
Jobs and Innovation Accelerator Challenge: 
A Coordinated Initiative to Advance Regional 
Competitiveness, 23543 
Launch of Strong Cities, Strong Communities 
Visioning Challenge; Request for Comments, 
52934 
Launch of the Strong Cities, Strong Communities 
Visioning Challenge, 40686 
Meetings: 
National Advisory Council on Innovation and 
Entrepreneurship, 31582, 54426, 73587 
Membership of Economic Development 
Administration Performance Review Board, 
64072 
Petitions by Firms for Determination of Eligibility 
to Apply for Trade Adjustment Assistance, 
25299, 46269 
Petitions for Determination of Eligibility to Apply 
for Trade Adjustment Assistance, 2082, 4282, 
7149, 11424, 14648, 30098, 54733, 72901 
Trade Adjustment Assistance for Firms Program 
Fiscal Year 2010 Annual Report, 4614 
Petitions for Eligibility to Apply for Trade 
Adjustment Assistance, 22366 


Economic Research Service 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
36513, 36515, 53398, 56141, 61664, 75521 


Economics and Statistics 
Administration 


NOTICES 
Meetings: 
Bureau of Economic Analysis Advisory 
Committee, 9743, 59111 


Education Department 


RULES 

Department of Education Acquisition Regulation, 
12796 

Early Intervention Program for Infants and 
Toddlers With Disabilities, 60140 

Family Educational Rights and Privacy, 75604 

Impact Aid Programs, 23712 

Impact Aid Programs; Corrections, 31855 

Investing in Innovation Fund, 32073 

Program Integrity: 

Gainful Employment; Debt Measures, 34386 
Program Integrity Issues, 20534, 20635, 20636 
Race to the Top Fund, 23487 
State Fiscal Stabilization Fund Program, 59036 
Student Assistance Provisions: 

Education Loans, Programs, etc.; Institutions 

and Lender Requirements; Corrections, 
52271 
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PROPOSED RULES 
Application and Approval Process for New 
Programs, 59864 
Assistance to States for the Education of Children 
with Disabilities, 60310 
Family Educational Rights and Privacy, 19726 
Negotiated Rulemaking Committees; Public 
Hearings, 25650 
Retrospective Review Under E.O. 3563, 39343 
Semiannual Regulatory Agenda, 40046 
State Fiscal Stabilization Fund Program and 
Discretionary and Other Formula Grant 
Programs, 59074 
Student Loan Programs: 
Negotiated Rulemaking Committee, 
Nominations, Meeting Schedule, 66880 
TEACH Grant Programs: 
Negotiated Rulemaking Committee, 
Nominations, and Meetings, 66248 
NOTICES 
Agency Information Collection Activities, 77216 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 338, 
544, 2089, 2090, 3119, 3618, 4095, 4096, 
4643, 4873, 5145, 5354, 5355, 5356, 5357, 
5358, 5787, 6122, 6123, 6457, 6768, 7175, 
7549, 7827, 8355, 8356, 8357, 8721, 8722, 
5003, 9330, 9562, 9760, 10342, 10573, 
10889, 11433, 11765, 12342, 12717, 12945, 
13135, 14000, 15305, 15953, 16392, 16740, 
17116, 17117, 17383, 17628, 19332, 20346, 
20634, 21337, 21713, 21714, 21715, 21870, 
22084, 22685, 23314, 23572, 23573, 23573, 
23797, 24006, 24868, 25674, 25675, 26716, 
26717, 27031, 27032, 27033, 27035, 28216, 
28217, 28758, 29219, 29220, 30322, 30680, 
30926, 31310, 31943, 31945, 34668, 34669, 
35864, 36095, 36096, 36097, 36526, 36906, 
37084, 37332, 38123, 38645, 38646, 38647, 
39394, 39859, 40711, 40888, 40889, 41490, 
43994, 43995, 44579, 44895, 45235, 46280, 
46768, 47177, 48813, 49459, 50188, 50189, 
50723, 51004, 51005, 51006, 51354, 51959, 
53425, 54746, 55654, 55655, 55656, 55657, 
56408, 56745, 57027, 57721, 57722, 58250, 
58251, 59665, 60009, 60817, 61347, 62047, 
62788, 62789, 63288, 64078, 64079, 64080, 
64329, 64903, 65187, 65502, 66051, 67156, 
68743, 70120, 71333, 72187, 72188, 72189, 
72400, 72917, 73605, 74048, 76151, 76392, 
76393, 76698, 76961, 76962, 77503, 77504, 
77505, 77812, 78249, 78621, 78906, 78907, 
79665, 80911, 81486 
Application for Grants Under the Upward 
Bound Program, 67156 
Correction, 21871 
Magnet Schools Assistance Program 
Government Performance and Results Act 
Table Forms, 67157 
National Assessment Governing Board, 2348 
Application for New Awards: 


Charter Schools Program Grants for Replication 


and Expansion of High-Quality Charter 
Schools, 40890 
Applications for Eligibility Designation: 
Programs Under Parts A and F of Title II 


and Programs Under Title V of the Higher 


Education Act, 77982 
Applications for Fiscal Year 2011 Awards: 
Improving Literacy through School Libraries, 
4874 
Native Hawaiian Education Program, 7175 


Undergraduate International Studies and Foreign 


Language Program, 6769 
Applications for Fiscal Year 2011 Funds: 
Professional Development for Arts Educators 
Program, 9331 


Applications for Funding for Fiscal Year 2011: 


Charter Schools Program, 4322 


Applications for New Awards: 


Advanced Rehabilitation Research Training 
Projects, 82286 

Americans with Disabilities Act National 
Network Knowledge Translation Center, 
38124, 38129 

Projects, 

Arts in Education National Program, 41491 

Asian American and Native American Pacific 
Islander-Serving Institutions Program, 
18202 

Assistive Technology Act of 1998 Data 
Collection and Reporting Assistance, 28426 

Carol M. White Physical Education Program, 
17384 

Centers for Independent Living, 37332 

Charter Schools Program Grants, 44309 

College Assistance Migrant Program, 69242 

Credit Enhancement for Charter School 
Facilities Program; Correction, 17842 

Educational Opportunity Centers Program, 
19063 

Enhanced Assessment Instruments Grants 
Program, 21978 

Erma Byrd Scholarship Program, 16741 

European Union-United States Atlantis Program, 
18198 

Fund for Improvement of Postsecondary 
Education - Comprehensive Program, 
15956 

Gaining Early Awareness and Readiness for 
Undergraduate Programs, 34670, 34676 

Graduate Assistance in Areas of National Need, 
77985 

High School Equivalency Program, 69246 

Hispanic-Serving Institutions STEM and 
Articulation Programs, 16747 

Indian Education; Demonstration Grants for 
Indian Children, 80347 

Indian Education Formula Grants to Local 
Educational Agencies, 80351 

International and Foreign Language Education 
Service, 16743 

Investing in Innovation Fund, 32148 

Literacy Information and Communication 
System Regional Professional Development 
Centers, 38374 

Minority Science and Engineering Improvement 
Program, 46769 

National Institute on Disability and 
Rehabilitation Research; Disability 
Rehabilitation Research Project; Disability 
in Family, 780, 33730 

National Professional Development Program; 
Correction, 18538 

Native American-Serving Nontribal Institutions 
Part F Program, 20962 

Personnel Development To Improve Services 
and Results for Children With Disabilities; 
Correction, 20637, 25317 

Postsecondary Education Center for Individuals 
who are Deaf, 48814 

Predominantly Black Institutions Formula Grant 
Program, 51011 

Promise Neighborhoods Program -- 
Implementation Grant Competition, 39615 

Promise Neighborhoods Program -- Planning 
Grant Competition, 39630 

Race to the Top -- Early Learning Challenge, 
53564 

Race to the Top Fund Phase, 70980’ 

Rehabilitation Engineering Research Centers, 
37085 

Rehabilitation Long-Term Training; Withdrawal, 
28426 
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Rehabilitation Research and Training Center; 
Interventions To Promote Community 
Living Among Individuals With 
Disabilities, 37336 

Rehabilitation Research and Training Center, 
Interventions to Promote Community 
Living Among Individuals with 
Disabilities; Correction, 41771 

Rehabilitation Training; Rehabilitation Long- 
Term Training, 22084 

Research Fellowships Program, 77505 

Small Business Innovation Research Program, 
Phase, 77510 

Special Demonstration Programs; National 
Technical Assistance Projects To Improve 
Employment Outcomes for Individuals 
With Disabilities, 50470 

Spinal Cord Injury Model Systems Centers and 
Multi-Site Collaborative Research Projects, 
33734 

State Personne! Development Grants Program, 
29221 

Statewide, Longitudinal Data Systems Program, 
58252 

Supporting Effective Educator Development 
Grant Program, 55658 

Technical Assistance and Dissemination To 
Improve Services and Results for Children 
With Disabilities, etc., 30681, 48822, 
50189, 50462 

Technology and Media Services for Individuals 
with Disabilities - Educational Materials in 
Accessible Formats, etc., 25311, 25676, 
30688, 51006 

Transition to Teaching Grant Program, 17629 

United States-Brazil Higher Education Consortia 
Program, 17391 

Upward Bound Program, 78621 

Vocational Rehabilitation Services Projects for 
American Indians with Disabilities, 19753 

Applications for New Awards; Reopening: 

Technology and Media Services for Individuals 
with Disabilities; Center on Online 
Learning and Students with Disabilities, 
40712 

Applications for New Awards for Fiscal Year 
(FY) 2011: 

Business and International Education Program, 
2349 

Steppingstones of Technology Innovation for 
Children With Disabilities, 12343 

Applications for New Awards for Fiscal Year 
2011: 

Alaska Native Education, 5358 

European Union-United States Atlantis 
(Atlantis) Program, et al.; Withdrawal, 
43675 

Arbitration Panel Decisions, 21871, 21872 

Arbitration Panel Decisions under Randolph- 
Sheppard Act, 2890, 48831 

Arbitration Panel Decision under Randolph- 
Sheppard Act, 6604 

Arbitration Panel Decision Under the Randolph- 
Sheppard Act, 11434, 43676 

CSP Grants for Replication and Expansion of 
High-Quality Charter Schools, 16754 

Determinations of Suitability for Use in National 
Reporting System for Adult Education: 

Inviting Publishers to Submit Tests, 50197 

Disability and Rehabilitation Research Projects 
and Centers Program Final Priorities: 

Disability Rehabilitation Research Projects, etc., 
38134 

Field Initiated Projects FY 2011 Competition, 
12717 

Discretionary Grant Programs; Priorities:” 


Education 


Office of Safe and Drug-Free Schools, 14001 
Education Research and Special Education 
Research Grant Programs, 11765 

Enhanced Assessment Instruments, 1138, 21986 

Federal Family Education Loan Program, 31312 

Federal Need Analysis Methodology for the 2012- 
2013 Award Year, 30139, 35431 

Federal Perkins Loan, Federal Work-Study, and 
Federal Supplemental Educational 
Opportunity Grant Programs, 5787 

Federal Student Aid Quality Assurance Program; 
Applications for Participation, 19757 

Federal Student Financial Assistance Programs: 

Invitation to Postsecondary Educational 
Institutions to Participate in Experiments, 
66698 

Final Priorities: 

Interventions To Promote Community Living 
Among Individuals With Disabilities, 
37341 

National Institute on Disability and 
Rehabilitation Research; Disability 
Rehabilitation Research Project; Disability 
in Family, 33744 

Final Priorities and Selection Criterion: 

National Institute on Disability and 
Rehabilitation Research - Spinal Cord 
Injury Model Systems Centers, etc., 33740 

Final Priorities, Disability and Rehabilitation 
Research Projects and Centers Program, 
37090 

Final Priorities, Requirements, and Selection 
Criteria: 

Charter Schools Program Grants for Replication 
and Expansion of High-Quality Charter 
Schools, 40898 

Final Priority; Safe and Healthy Students 
Discretionary Grant Programs, 78250 

Fiscal Year 2010 Award Availability: 

Predominantly Black Institutions Competitive 
Grant Program, 10014 

Fiscal Year 2011 Advanced Placement Incentive 
Program Awards, 14379 

Fiscal Year 2011 Award Applications: 

Native American and Alaska Native Children 
in School Program, 3120 

Fiscal Year 2011 Awards: 

Presidential Academies for Teaching of 
American History and Civics, 9760 

Training and Information for Parents of 
Children with Disabilities, 11218 

Fiscal Year 2011 Funding Applications: 

Teaching American History Grant Program, 
5789 

Fiscal Year 2011 Funding Availability: 

Credit Enhancement for Charter School 
Facilities Program, 13365 

Equity Assistance Centers Program, 13137 

Striving Readers Comprehensive Literacy Grant 
Program, 13143 

Foreign Institutions: 

Federal Student Aid Programs, 45545 

Free Application for Federal Student Aid, 41231 

Funding Down Slate: 

Demonstration Grants for Indian Children 
Program, 29228 

Indian Education Professional Development 
Program, 29227 

Funding Down Slate; Training for Real-time 
Writers Program, 43677 

Funding Opportunities for New Awards for 2011 
Fiscal Year: 

National Data and Statistical Center for Spinal 
Cord Injury Model Systems, etc., 344 

National Data and Statistical Center for 

Traumatic Brain Injury Model Systems, 

etc., 339 


Funding Priorities: 

Disability and Rehabilitation Research Projects 
and Centers Program, 15961 

Funding Priorities, Requirements, and Definitions, 
19980 

Gainful Employment Reporting Date for 2010- 
2011 Award Year, etc., 46282 

Grant Awards Programs: 

Deadline Dates for Receipt of Applications, 
Reports, and Other Records, 32961 
Implementation Grant Competitions and Planning 

Grant Competitions; Reopening: 
Promise Neighborhoods Program, 55889 
Indian Education Formula Grants to Local 
Educational Agencies, 2091 
Intent To Compromise Claim Against the District 
of Columbia Public Schools, 17843 
Intent to Compromise Claim Against the State 
of Oklahoma Department of Education, 5363 
Invitation for Proposals for Taking Ownership and 
Operation of TEACH Campaign, 21873 
Inviting Applications for New Awards for Fiscal 
Year (FY) 2011: 

American Overseas Research Centers Program, 
4330 

International Research and Studies (IRS) 
Program, 2353 

List of Correspondence, 37094, 65703, 74779 

List of Correspondence from July 1, 2010 through 
September 30, 2010, 9338 

Meetings: 

Advisory Commission on Accessible 
Instructional Materials in Postsecondary 
Education for Students with Disabilities; 
Correction, 7181, 14385, 19984, 34068, 
36907, 45236, 52643, 61349, 63289 

Advisory Committee on Student Financial 
Assistance; Open Teleconference, 7551, 
44317, 52322, 52943 

Committee on Measures of Student Success, 
2674, 27309, 50198, 66283 

Equity and Excellence Commission, 6774, 
27034, 28431, 41233, 55059, 62394 

Fund for Improvement of Postsecondary 
Education National Board, 39079 

Improvement of Student Financial Aid Offer 
Forms, Development of Model Financial 
Aid Forms, 45546 

National Advisory Committee on Institutional 
Quality and Integrity, 12946, 23316, 
23317, 51014, 67426, 67429 

National Advisory Council on Indian Education, 
18539, 24870, 33745, 64081 

National Assessment Governing Board, 7182, 
24869, 43286, 70984 

National Board for Education Sciences, 12718, 
34069, 58789 

National Committee on Foreign Medical 
Education and Accreditation, 63612 

Pre-applications for Investing in Innovation 
Fund, 34969 

Presidents Advisory Commission on Asian 
Americans and Pacific Islanders, 11227, 
61348 

President’s Advisory Commission on 
Educational Excellence for Hispanics, 
28013, 58488 

President’s Board of Advisors on Historically 
Black Colleges and Universities, 7550, 
30323, 55368 

Regional Advisory Committees, 27035, 30324 

National Advisory Committee on Institutional 
Quality and Integrity; Members, 80912 

National Professional Development Program; 
Grant Applications, 14954 

Office of Special Education and Rehabilitative 

Services: 


Technology and Media Services for Individuals 
with Disabilities Program, 4071-40713 

Performance Review Board Membership, 65503 

Personnel Development to Improve Services and 
Results for Children with Disabilities: 

Paraprofessional Preservice Program 

Improvement Grants, 13371 
Privacy Act; Computer Matching Program, 11435, 
50198 
Privacy Act; System of Records, 37095 
Privacy Act; Systems of Records, 4334, 31317, 
46774, 65704 
Project Period Extensions and Waivers: 

Center to Enhance the Professional 
Development of Personnel for Improving 
Results for Children with Disabilities, 
50199 

National Early Childhood Technical Assistance 
Center, 50201 

National Technical Assistance and 
Dissemination Center for Children Who 
Are Deaf-Blind, 50202 

Promise Neighborhoods Program, 13152, 39590 
Proposed Extensions and Waivers: 

National Center to Enhance Professional 
Development of School Personnel, etc., 
32968 

National Early Childhood Technical Assistance 
Center, 32967 

National Technical Assistance and 
Dissemination Center for Children Who are 
Deaf-Blind, 32969 

Proposed Priorities: 

Disability and Rehabilitation Research Projects 
and Centers Program, 17396 

Disability in the Family, 17403 

Interventions to Promote Community Living 
Among Individuals with Disabilities, 17400 

National Institute cn Disability and 
Rehabilitation Research, 32971 

Proposed Priority; Special Demonstration 
Programs: 

National Technical Assistance Projects to 
Improve Employment Outcomes for 
Individuals with Disabilities, 35864 

Proposed Waiver and Extension of Project Period, 
2674 

Race to the Top Fund Phase, 56183 

Race to Top Fund Phase 3: 

Correction, 59124 

Safe Schools/Healthy Students Program, 9562 

Safe Schools/Healthy Students Program; 
Correction, 12719 

Service Contract Inventory for Fiscal Year 2010, 
5567, 5567 

Setting Achievement Levels in Writing, 9004 

Small, Rural School Achievement Program, 19758 

Special Demonstration Programs: 

National Technical Assistance Projects To 
Improve Employment Outcomes for 
Individuals With Disabilities, 50474 

Submission of Data by State Educational 
Agencies, 784, 785 

Supplemental Priorities for Discretionary Grant 
Programs; Corrections, 27637 

Tests Determined Suitable for Use in the National 
Reporting System for Adult Education, 56188 

Withdrawal of Invitations for Applications for 
New Awards for Fiscal Year 2011, 34683, 
34683 

Agency Information Collection Activities; 

Proposals, Submissions, and Approvals, 

22387 


Election Assistance Commission 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
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Wausau Daily Herald, Wausau, WI, 17446 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2143, 
12758, 64109 
Application for Prevailing Wage Determination 
and Application for Temporary 
Employment Certification, 45621 
Apprenticeship Programs, Labor Standards for 
Registration, 60534 
Attestation by Employers using Alien 
Crewmembers for Longshore Activities in 
Alaska, 27090 
Disaster Unemployment Assistance Activities, 
12760 
ETA 586, Interstate Arrangement for 
Combining Employment and Wages, 386 
Evaluation of the Implementation of Green Jobs 
and Health Care Training Grants, 53698 
Evaluation of the Reintegration of Ex- 
Offenders—Adult Program, 12758 
Evaluation of Young Parents Demonstration 
Project, 14099 
Growing America Through Entrepreneurship II 
Evaluation, 25723 
Impact Evaluation of the YouthBuild Program, 
27363 
Internal Fraud and Overpayment Detection and 
Recovery Activities, 5212 
Migrant and Seasonal Farmworkers Monitoring 
Report and One-Stop Career Center 
Complaint/Referral Record, 61115 
PY 2011 Workforce Information Grants to 
States Application Instructions, 588 
State Integrated Workforce Plan Requirements 
for Workforce Investment Act of 1998 
(WIA), etc., 42735 
Workforce Investment Act Streamlined 
Performance Reporting, 54792 
YouthBuild Reporting System, 55707 
Baseline Information for Green Jobs and Health 
Care Impact Evaluation of ARRA-funded 
Grants, 60084 
Amended Certification Regarding Eligibility to 
Apply for Worker Adjustment Assistance: 


Election Assistance Commission’s Voting 
System Test Laboratory Program Manual, 
4879, 57723 
Voting System Testing and Certification 
Program Manual, Version 1.0, 18539 
Voting System Test Laboratory Program 
Manual, Version 1.0, 39080 
Meetings; Sunshine Act, 7551, 27641, 29727, 
32359, 34683, 35866, 73606 
Privacy Act; Systems of Records, 4880 
Publication of State Plan Pursuant to the Help 
America Vote Act, 13377 


Proposed Amendments to Prohibited Transaction 
Exemptions: 
Ford Motor Co., Detroit, MI, 14074 
Proposed Exemption Involving Chrysler Group 
LLC and Daimler AG; Withdrawal, 56481 
Proposed Exemptions: 

BlackRock, Inc. and its Investment Advisory, 
Investment Management and Broker-Dealer 
Affiliates and their Successors, 15058 

Proposed Exemptions; Withdrawals: 
Owens and Minor, Inc., Mechanicsville, VA, 
14099 
Proposed Exemptions from Certain Prohibited 
Transaction Restrictions, 3165, 366, 14083, 
25711, 34260, 59434, 59445, 70495 
Proposed Revision of Annual Information Return/ 
Reports, 76252 
Proposed Revision of the Form M-, 76250 
Requests for Nominations: 

Advisory Council on Employee Welfare and 

Pension Benefit Plans, 44047 
Year 2010 Form M-1 with Electronic Filing 
Option; Availability, 799 


Employee Benefits Security 
Administration 


RULES 
Employee Benefit Plans: 
Prohibited Transaction Exemption Procedures, 
66637 
Group Health Plans and Health Insurance Issuers 
Relating to Coverage of Preventive Services 
under Patient Protection and Affordable Care 
Act: 
Amendment, 46621 
Internal Claims and Appeals and External 
Review Processes; Correction, 37208, 
44491 
Investment Advice - Participants and Beneficiaries, 
66136 
Requirements for Fee Disclosure to Plan 
Fiduciaries and Participants; Applicability 
Dates, 42539 
PROPOSED RULES 
Employee Benefit Plans; Electronic Disclosure 
Information 19285 
Ex Parte Cease and Desist and Summary Seizure 
Orders: 
Multiple Employer Welfare Arrangements, 
76235 
Fiduciaries and Participants - Applicability Dates; 
Fee Disclosures, 31544 
Filings Required of Multiple Employer Welfare 
Arrangements and Certain Other Related 


Employment and Training 
Administration 
RULES 
Wage Methodology for Temporary Non- 
Agricultural Employment: 
H-2B Program; Delay of Effective Date, 73508, 
73509 
Wage Methodology for the Temporary Non- 
Agricultural Employment H-2B Program; 
Guidance, 3452, 45667, 59896, 60720, 82115, 
82116 
PROPOSED RULES 
Temporary Non-Agricultural Employment of H- 
2B Aliens in the United States, 15130 
Wage Methodology for Temporary Non- 
agricultural Employment H-2B Program: 
Amendment of Effective Date, 37686 
NOTICES 
Affirmative Determinations Regarding 


Entities, 76222 
Summary of Benefits and Coverage and Uniform 
Glossary, 52442 
Templates, Instructions, and Related Materials, 
2475 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
23844 

Alternative Method of Compliance for Certain 
SEPs, 22728 

Consent to Receive Employee Benefit Plan 
Disclosure Electronically, etc., 30199 

Disclosures by Insurers to General Account 
Policyholders, etc., 76439 

Amendment to Prohibited Transaction Exemption 
96-23 for Plan Asset Transactions Determined 
by In-House Asset Managers, 18255 

Exemptions From Certain Prohibited Transaction 
Restrictions, 3161, 9361, 27356, 51431, 
59426, 70491, 77264 

Grant of Exemptions from Certain Prohibited 
Transaction Restrictions, 34253 

Hearing on Definition of Fiduciary, 2142 

Investment Advisory, Management, Broker-Dealer 
Affiliates, etc.; Individual Exemption, 50632 

Meetings: 

Advisory Council on Employee Welfare and 
Pension Benefit Plans, 6498, 36578, 48903, 
55706, 65211 

Prohibited Transaction Restrictions; Exemptions, 
771594 


Applications for Reconsideration: 

Amdocs, Inc., Global Support Services, 
Advertising and Media AT and T Division, 
New Haven, CT, 5831 

AT and T, Reynoldsburg, OH, 5831 

Husqvarna Turf Care, a Subsidiary of 
Husqvarna A.B., Beatrice, NE, 29273 

International Business Machines, Sales and 
Distribution Business Unit, etc., Centerport, 
NY, 21033 

International Business Machines, Software 
Group Business Unit, San Jose, CA, 5832 

JLG Industries, Inc., Hagerstown, MD, 22922 

Matthews International Corp., Bronze Division, 
Kingwood, WV, 7584 

Navistar Truck Development and Technology 
Center, Fort Wayne, IN, 59166 

Parkdale America, LLC, Plant, 2, Galax, VA, 
59166 

Pension Systems Corp., Sherman Oaks, CA, 
61740 

Penske Logistics, LLC; El Paso, TX, 17447 

Pisgah Yarn and Dyeing Co., Old Fort, NC, 
30392 

Product Dynamics Ltd; Levittown, PA, 65212 

Quad Tech, Inc., Sussex, WI, 14099 

Sandy Alexander, Clifton, NJ, 5832 

Sony Music Holdings, Inc., et al., Pitman, NJ, 
40400 


Steiff North America, Lincoln, RI, 65211 
Tecumseh Products Corp., Ann Arbor, MI, 
59167 
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Apria Healthcare, 2711 

Arcelor Mittal, Ferndale, MI, 13665 

Cambridge Tool & Die, Cambridge, OH, 13665 

Celestica, et al. Arden Hills, MN, 13663 

Chrysler Group, LLC, et al., Kenosha, WI, 
13667 

Cinram Distribution, LLC, Simi Valley, CA, 
2711 

Cinram Manufacturing, LLC, Olyphant, PA, 
13668 

Commercial Furniture Group, Inc., Morristown, 
TN and Chicago, IL, 13667 

Cooper Tools, Hicksville, OH, 13663 

Croscill Acquisition, LLC, Oxford, NC, 2713 

Dell Products, LP, et al., Winston-Salem, NC, 
2710 

Eaton Corp., Clutch Division, Auburn, IN, 
13663 

Elkay Manufacturing, Broadview, Illinois, 
13664 

General Motors Corp., et al., Flint, MI, 13666 

Hewlett Packard Co., Roseville, CA, 13662 

Mega Life & Health Ins. Co., et al., North 
Richland, TX, 13665 

Ocwen Loan Servicing, LLC, North Highlands, 
CA and Raleigh, NC, 2712 

Pass & Seymour/Legrand, Concord, NC, 13662 

Pitney Bowes, Inc., Shelton, CT, 2710, 13666 

RBS Citizens, NA, Business Services, 2709 

Sara Lee Corp., et al., Earth City, MO and 
Belleue, NB, 2712, 2713 

Visteon Corp. et al., Van Buren Township, MI, 
13664 
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Whirlpool Corp., et al., Benton Harbor Division, 
Benton Harbor, MI, 2709 

Amended Certifications Regarding Eligibility to 

Apply for Worker Adjustment Assistance: 

Adjustment Assistance: 

Alticor, Inc., et al., 45878 

Android Industries Belvidere, LLC, et al., 79221 

Applied Materials, Inc., et al., Austin, TX, 
58045 

Apria Healthcare, Customer Service 
Department, 4725 

Avaya Global Services, AOS Service Delivery, 
et al., Research Triangle Park, NC, 4726 

Avon Products, Inc., Springdale, OH, 62451, 
62452 

BMC Software, Inc., et al., Houston, TX, 61741 

Boeing Co., et al., Puget Sound, WA and 
Portland, OR, 51432, 51434 

BreconRidge Manufacturing Solutions, 
Ogdensburg, NY, 10395 

Bush Industries, Inc., Erie, PA, 30393 

Callaway Golf Ball Operations, Inc., et al., 
Chicopee, MA, 66328 

Catawba Sox, Inc. et al., Newton, NC, 4724 

Caterpillar, Inc., Large Power Systems Division, 
et al., Mossville, IL, 65212 

Chrysler Group, LLC, Detroit, MI, 22729 

Cinram Manufacturing, LLC, et al., Olyphant, 
PA, 45879 

Colfor Manufacturing, Inc., Minerva and Salem, 
OH, 21035 

Colville Indian Plywood and Veneer, et al., 
Omak, WA, 35474 

Commercial Furniture Group, Inc. et al., 
Morristown, TN and Chicago, IL, 14101 

Continental Structural Plastics, North Baltimore, 
OH, 175 

Continuous Computing, Inc., San Diego, CA, 
81986 

Core Industries, Inc., et al., Irvine and Murrieta, 
CA, 21033 

Core Industries, Inc., Irvine and Murrieta, CA, 
32227 

Croscill Acquisition, LLC, et al., Oxford, NC, 
50268 

Dana Structural Manufacturing, LLC and 
Leased Workers from Manpower Working 
On-Site; Structures Division, Longview, 
TX, 43348 

Dell Products LP, et al., Winston-Salem, NC, 
21034 

Deloitte Financial Advisory Services LLP, Real 
Estate Consulting, Houston, TX, 30396 

Delphi Corp., Electronics and Safety Division, 
et al., Kokomo, IN, 16446 

Delphi Corp., Powertrain Division, et al., 61740 

Delphi Steering, et al., Saginaw, MI, 14691 

Dex One, 21034 

Digital River Education Services, Inc., et al., 
Austin and Dallas, TX, 24914 

DST Systems, Inc., 32227 

Electrolux Home Products, Inc., Electrolux 
Major Appliances Division, et al., Webster 
City, IA, 14100 

Electrolux Home Products, Inc. et al., Webster 
City, IA, 5832 

EMD Chemicals, Inc., et al., Gibbstown, NJ, 
67228 

Emerson Transportation Division., Bridgeton, 
MO, 4724 

Ericsson Services, Inc., et al., Overland Park, 
KS, 51431 

Ethicon, et al., San Angelo, TX, 16447 

Faribault Woolen Mill Co., and Faribo Woolens, 
Inc., Faribault, MN, 30397 

Faurecia Emissions Control Technologies, et al., 
Troy, MI, 175 


First American Title Insurance Co., Waterloo, 
IA, 10395 

Flextronics International USA, Inc., et al., San 
Diego, CA, 65213 

Geneon Entertainment, et al., Santa Monica, 
CA, 61740 

General Motors Co. et al., Warren, MI, 4726 

General Motors Co. et al., Ypsilanti, MI, 179 

General Motors Corp., Milford Proving 
Grounds, et al., Milford, MI, 7585 

General Motors Corp., Renaissance Center, 
Including On-Site Leased Workers , etc., 
Detroit, MI, 43349 

General Motors Vehicle Manufacturing, et al., 
Shreveport, LA, 21035 

GMPT Warren Transmission, GM Powertrain 
Division, Warren, MI, 179 

Goodyear Tire and Rubber Co., Union City, 
TN, et al., 50267 

Grays Harbor Paper, LLC, Hoquiam, WA, 
68510 

Grupo Antolin, Belvidere, IL, 81987 

Hack Co., Grants Pass, OR, 16448 

Henkel Corp., Electronic Adhesives Division, et 
al., Billerica, MA, 65212 

Hewlett Packard Co., 176 

Hewlett Packard Co., Applications Services 
Division, et al., Fishers, IN, 4725 

Hewlett Packard Co., California and Maine, 
10394 

Hewlett Packard Co., et al., Boise, ID, 46854 

Hewlett Packard Co. Human Resources 
Division, et al., 30393 

Honeywell International, Inc., Rock Island, IL, 
81986 

Hutchinson Technology, Inc., et al., Hutchinson 
and Plymouth, MN, 35026 

International Automotive Components, North 
America, et al., Lebanon, VA, 29797 

International Business Machines Corp., et al., 
Armonk, NY, 46853, 50268 

International Business Machines Corp., Global 
Technology Services Business Unit, et al., 
Armonk, NY, 5834 

International Business Machines, Louisville, 
KY, and Charleston, WV, 174 

International Paper Co., Franklin, VA, 2145 

Interstate Electronics Corp., et al., Anaheim, 
CA, 29274 

Iron Mountain Information Management, Inc., 
Corporate Service Group, et al., Boston, 
MA, 66327 

Jason Inc., Janesville Acoustics Division, Grand 
Rapids, MI, 30974 

JLG Industries, Inc. et al., McConnellsburg, PA 
and Hagerstown, MD, 46853 

Kennametal, Inc., Irwin and Bedford, PA, 175 

Klaussner Furniture Industries, Inc., et al., 
Asheboro, NC and Milford, IA, 58044 

Lafarge North America, Inc., Seattle, WA, 
16447 

Leased Workers from Kelly Services, El Paso, 
TX, 46852 

Masco Builder Cabinet Group, et al., Waverly 
and Seal Township, OH, 19466 

Masco Builder Cabinet Group, Jackson, 
Waverly, Seal Township and Seaman, OH, 
2145, 13226 

MeadWestvaco Corp., Consumer and Office 
Products Division, et al., Sidney, NY, 
14101 

New United Motor Manufacturing, Inc., et al., 
10396 

Nexergy, Inc., et al., Columbus, OH, 70760 

Nokia, Inc., Fort Worth, TX, 35025 

Ocwen Loan Servicing, LLC, et al., North 
Highlands, CA, and Raleigh, NC, 178 


Ohio Decorative Products, Inc., Spencerville, 
OH, 10394 
Panasonic Corp. of North America, Rolling 
Meadows, IL, 46852 
Penske Logistics, LLC, Customer Service 
Department, et al., 79221 
Polaris Industries, et al., Osceola, WI, 4724, 
5833 
Polaris Industries, Osceola, WI, 22729 
Precision Dynamics Corp., San Fernando and 
Valencia, CA, 35024 
Premier Trim, LLC, Spectrum Trim, LLC, et 
al., Brownsville, TX, 72978 
Quest Diagnostics, Inc., et al., West Norriton, 
PA, 2144 
Russell Newman, Inc., and NRA Holdings, 
LLC, 32226 
Sara Lee Corp., et al., 59168 
Siemens Medical Solutions USA, Inc., Concord, 
CA and Malvern, PA, 50269 
Siemens Medical Solutions USA, Inc., Concord, 
VA and Malvern, PA, 59167 
Silberline Manufacturing Company, Inc., 
Hometown Facility, Tamaqua, PA, et al., 
16446 
St. John Knits, Inc., Irvine, CA, 16447, 30394 
Steelcase, Inc., et al, Grand Rapids, MI, 76183 
Steelcase, Inc., North America Division, Grand 
Rapids, MI, 41523 
SunGard Higher Education, Inc. et al., Malvern, 
PA, 5833 
Superior Technical Resources and Bestway, 
Inc., St. Marys, PA, 29274 
Supervalu, Inc., IT and Finance Departments, 
et al., 30394 
Symantec Corp., et al., 61741 
Syncreon USA, Belvidere, IL, 13227 
Tektronix, Inc., Beaverton, OR, 30396 
Tensolite, LLC, Vancouver, WA, 39129 
The MEGA Life and Health Ins., Co., et al., 
North Richland, TX, 58044 
Tiger Drylac USA, Inc., et al., Reading, PA, 
73684 
Time-O-Matic, Inc., et al., 79220 
Travelers Indemnity Co. et ai., Knoxville, TN, 
37153 
Travelers Indemnity Co., Knoxville, TN, 35024 
UBS Group, Chicago, IL, 20045 
Unimin Corp. et al., 61742 
Wellpoint, Inc., 22923 
Wellpoint, Inc., Enterprise Provider Data 
Management Team, et al., 19466 
West, A Thomson Reuters Legal, Eagan, MN, 
45879 
WestPoint Home, Inc., 29797 
WestPoint Home, Inc., et al., Greenville, AL, 
54793 
Whirlpool Corp., et al., Fort Smith, AR, 72978, 
73683 
XPEDX, Livonia and Grand Rapids, MI, 35025 
Amended Negative Determinations: 
Weather Shield Manufacturing, Inc., Corporate 
Office, Medford, WI, 35026 
Amended Revised Determination on 
Reconsideration 
UAW-Chrysler Technical Training Center, 
Detroit and Warren, MI, 30974 
Amended Revised Determinations on 
Reconsiderations: 
Bruss North America, Russell Springs, KY and 
Orion, MI, 14101 
Columbia Forest Products, Inc., Presque Isle, 
ME, 24534 
Severstal North America, Inc., Martins Ferry, 
Yorksville, Mingo Junction and 
Steubenville, OH, 35030 


32 FEDERAL REGISTER INDEX, January--December 2011 


| 


Severstal Wheeling, Inc., Martins Ferry, 
Yorkville, Mingo Junction, and 
Steubenville, OH, 54793 

UAW-Chrysler Technical Training Center, Staff 
et al., Detroit and Warren, MI, 35474 

Application of the Prevailing Wage Methodology 
in the H-2B Program, 21036 

Applications for Reconsideration; Affirmative 
Determinations: 

West, Thomson Reuters Business, Thomson 
Reuters Legal Division et al., Albuquerque, 
NM, 27365 

Certifications of Eligibility to Apply for Worker 
Adjustment Assistance and Alternative Trade 
Adjustment Assistance; Investigations, 43349 

Certifications Regarding Eligibility to Apply for 
Worker Adjustment Assistance: 

Assistance: 

Assembly and Test Worldwide, Inc., Livonia 
and Saginaw, MI, 19468 

Continental Structural Plastics, et al., North 
Baltimore, OH, 13227 

Klaussner Furniture Industries, Inc., Asheboro, 
NC, et al., 54794 

Mueller Steam Specialty, et al., St. Pauls, NC, 
19467 

Steelcase, Inc., Grand Rapids, MI, 13228 

Weyerhaeuser Co. Corporate Headquarters, et 
al., Federal Way, WA, 19467 

Change in Status of an Extended Benefit Period 
for Michigan, 1192, 18259 

Change in Status of Extended Benefit Period; 
Pennsylvania, 75562 

Change in Status of Extended Benefit Period for 
New York and Maryland, 14102, 73684 

Change in Status of Payable Periods: 

Emergency Unemployment Compensation 2008 
Program for Texas, 75562, 80407 

Changes in Status of Extended Benefit Periods: 

Massachusetts, New Mexico, and New York, 
44610 

Charter Renewal of the Advisory Committee on 
Apprenticeship, 5404 

Charter Renewals: 

Native American Employment and Training 
Council, 56815 

Delaware Triggering ‘‘on’’ Tier Four of 
Emergency Unemployment Compensation 
2008 (EUC08), 18259 

Delay of Payment of Title XII Interest for Three 
States, 75563 

Determinations of Eligibility to Apply for Worker 
Adjustment and Alternative Trade Adjustment 
Assistance, 61742 

Determinations on Reconsideration of Eligibility 
To Apply for Worker Adjustment Assistance, 
75563 

Determinations Regarding Certifications of 
Eligibility to Apply for Worker Adjustment 
Assistance, 5834 

Determinations Regarding Eligibility to Apply for 
Worker Adjustment Assistance, 179, 2145, 
2713, 4727, 4730, 7585, 10396, 13228, 
14691, 16448, 17154, 19468, 20046, 21408, 
22730, 24535, 24914, 28813, 29274, 29798, 
29800, 30974, 30976, 32228, 32229, 35475, 
35476, 35478, 39130, 40400, 45622, 45879, 
50269, 51432, 54794, 54796, 58045, 59168, 
62452, 62453, 65213, 66328, 66329, 66756, 
68219, 75564, 76184, 77555, 79221, 81987 

Development of Five-Year Research and 
Evaluation Strategic Plan for 2010-2015, 
66996 

Eligibility to Apply for Worker Adjustment 
Assistance; Amended Certifications, 37154, 
37157, 43350 


Blue Heron Paper Co. et al., Oregon City, OR, 
27366 

CEVA Freight, LLC, Dell Logistics Division, 
et al., Winston-Salem, NC, 27366 

Chrysler Group, LLC, Power Train Division, 
Mack Avenue Engine Plant No. 1 et al., 
Detroit, MI, 27366 

Covidien, et al., Norwood, MA, 37154 

Indianapolis Metal Center et al., Indianapolis, 
IN, 37153 

JLG Industries, Inc., et al.; McConnellsburg, 
PA; Hagerstown, MD, 43352 

Emergency Unemployment Compensation 2008 
Program: 

Change in Status of Payable Periods for Indiana, 
the Virgin Islands, West Virginia, and 
Wyoming, 73685 

EUCO08 Program: 

New Mexico and Colorado Triggering ‘On’ to 
Tier Four of Emergency Unemployment 
Compensation, 14103, 2008, 14103 

Virgin Islands Triggering ‘Off Tier Three of 
Emergency Unemployment Compensation, 
14102, 2008, 14102 

Federal-State Extended Benefits Program: 

Methodology for Calculating On or Off Total 
Unemployment Rate Indicators , etc., 
34270 

Federal-State Unemployment Compensation 
Program: 

Certifications for 2011 under the Federal 
Unemployment Tax Act, 68790 

Funding Availability: 

Cooperative Agreements under the Disability 
Employment Initiative, 31366 

Funding Opportunities: 

Career Pathways Innovation Fund Grants 
Program, 11285, 11233 

National Farmworker Jobs Training Program, 
14694 

National Farmworker Jobs Training Program 
Housing Assistance, 14695 

Serving Juvenile Offenders in High-Poverty, 
High-Crime Communities, 11285 

Workforce Innovation Fund Grants, 80407 

Funding Opportunities and Solicitation for Grant 
Applications, 7880 

Green Jobs Innovation Fund, 10400 

Funding Opportunities and Solicitations for Grant 
Applications: 

Civic Justice Corps Grants Serving Juvenile 
Offenders, 6634 

Young Parents Demonstration, 17970 

Funding Opportunity: 

H-1B Technical Skills Training Grants, 24917 

Funding Opportunity and Solicitation for Grant 
Applications (SGA) for the Enhanced 
Transitional Jobs Demonstration (ETJD), 
11815 

Incentive Funding Availability Based on Program 
Year 2009 Performance: 

Workforce Investment Act of 1998, 26769 

Intent to Terminate Certification Regarding 
Eligibility to Apply For Worker Adjustment 
Assistance: 

Hewlett Packard Global Parts Supply Chain, 
Houston, TX, 34271 

Investigations of Certifications of Eligibility To 
Apply for Worker and Alternative Trade 
Adjustment Assistance, 24537, 58046, 63326, 
65215, 70760, 73685, 76187, 77557 

Assistance, 

Investigations of Eligibility to Apply for Worker 
Adjustment and Alternative Trade Adjustment 
Assistance, 61744 

Investigations Regarding Certifications of 
Eligibility to Apply for Worker Adjustment 
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Assistance, etc., 183, 2718, 2719, 4732, 5837, 
5838, 5839, 7588, 10400, 10407, 13231, 
13234, 17447, 19471, 19472, 21040, 22733, 
24918, 29801, 30978, 32230, 34272, 35479, 
39131, 41524, 45623, 45881, 50271, 54797, 
59170, 66331, 66758, 72979, 79224 
Investigations Regarding Eligibility To Apply for 
Worker Adjustment Assistance and 
Alternative Trade Adjustment Assistance, 
etc., 28816 
Labor Certification Process for Temporary 
Employment of Aliens in Agriculture in the 
US.: 
2012 Adverse Effect Wage Rates, 79711 
Labor Certification Process for the Temporary 
Employment of Aliens in Agriculture: 
2011 Adverse Effect Wage Rates, Allowable 
Charges for Agricultural Workers’ Meals, 
etc., 11286 
Labor Surplus Area Classification under Executive 
Orders 12073 and, 0582, 53699 
Meetings: 
Advisory Committee on Apprenticeship, 17157, 
52991 
Native American Employment and Training 
Council, 8380, 56815 
National Farmworker Jobs Program Allocations, 
30978 
Negative Determinations: 
Eligibility To Apply for Worker Adjustment 
Assistance, 76189 
Negative Determinations on Reconsideration: 
Aleris Blanking and Rim Products, Inc., Terre 
Haute, IN, 14697 
Amdocs, Inc., Global Support Services, 
Advertising and Media AT and T Division, 
New Haven, CT, 14697 
Ananke, Inc., Providence, RI, 14696 
ASC Machine Tools, Inc., Spokane Valley, WA, 
27668 
A T and T Services, Inc., Reynoldsburg, OH, 
27666 
Chrysler, LLC, Mopar Parts Distribution Center, 
27666 
Enesco, LLC, Itasco, IL, 27667 
Flanders Tool Company, Flanders, NJ, 14696 
General Motors Co., Pontiac Assembly, Pontiac, 
MI, 10403 
Jeld-Wen Millwork Distribution, Wilkesboro, 
NC, 14695 
Matthews International Corp., Kingwood, WV, 
40402 
Raleigh Film and Television Studios, LLC, Los 
Angeles, CA, 14698 
Shorewood Packaging, Springfield, OR, 14697 
Western Digital Technologies, Inc., Lake Forest, 
CA, 10403 
Xpedite Systems, LLC, Deerfield Beach, FL, 
14698 
Negative Determinations on Reconsiderations: 
Chrysler Financial Services Americas, LLC, 
etc., Troy, MI, 19473 
Consolidated Glass and Mirror Corp., Galax, 
VA, 19472 
Flowserve Corp., Albuquerque, NM, 54799 
Husqvarna Turf Czre, Beatrice, NE, 43352 
International Business Machines, Centerport, 
NY, 32231 
International Business Machines, Software 
Group Business Unit, Quality Assurance 
Group, San Jose, CA, 54800 
International Paper Co., Pineville Mill, 
Industrial Packaging Group, Pineville, LA, 
14105 
Jewelry Stream, Los Angeles, CA, 14103 
Sandy Alexander, Clifton, NJ, 54800 


Employment 


Shieldalloy Metallurgical Corp., Subsidiary of 
AMG, Newfield, NJ, 14104 

Wausau Daily Herald, Wausau, WI, 46854 

Xpedite Systems, LLC, Deerfield Beach, FL, 
61744 

Negative Determinations on Remand: 

Weather Shield Manufacturing, Inc., Medford, 
WI, 70761 

Western Digital Technologies, Inc., 61746 

Negative Determinations on Second Remand: 

Atlantic Southeast Airlines, Airport Customer 

Service Division, Fort Smith, AR, 4733 
Negative Determinations Regarding Applications 
for Reconsideration: 

Baby Bliss, Inc., Middleville, MI, 65216 

Beacon Medical Services, LLC, Aurora, CO, 
65216 

Bob Evans Farms, Inc., Galva, IL, 7589 

CompONE Services, LTD, Ithaca, NY, 61747 

Hartford Financial Services, Inc., Hartford, CT, 
59170 

HealthLink, St. Louis, MO, 54801 

Mercer (US), Inc., Chicago, IL, 61748 

Travelers Insurance, Syracuse, NY, 59171 

Negative Determinations Regarding Eligibility to 
Apply for Worker Adjustment Assistance, 
77558, 81990 
Reconsideration under Trade Adjustment 
Assistance Extension Act of 2011, 79225 
Notice of Affirmative Determinations Regarding 
Applications for Reconsideration: 
Flowservice Corp., Albuquerque, NM, 21040 
Notification Process for H-2A Temporary 
Agricultural Labor Certifications: 

Worker Abandonment or Termination for Cause, 

21041 
Policy and Procedural Changes: 

Publication of Notices of Funding 

Opportunities, 800 
Program Year 2011 Allotments and Grants: 
Workforce Investment, Wagner-Peyser Act, and 
Workforce Information, 28461 

Program Year 2011 Workforce Investment Act 
Allotments to Outlying Areas, 32232 

Random Assignment Study to Evaluate the 
YouthBuild Program; Request for Comment, 
51056 

Random Assignment Study to Evaluate Workforce 
Investment Act Adult and Dislocated Worker 
Programs, 43729 

Random Assignment Study to Evaluate 
YouthBuild Program, 74076 

Reallotment of Workforce Investment Act Title 
I Formula Allotted Funds: 

Dislocated Worker Activities for Program Year, 
14427, 2010, 14427 

Request for Certification of Compliance: 

Rural Industrialization Loan and Grant Program, 

11815, 14996 
Request for Grant Applications: 

Trade Adjustment Assistance Community 
College and Career Training Grants 
Program, 3926 

Requests for Certification of Compliance: 

Rural Industrialization Loan and Grant Program, 

32989, 41302 
Requests for Certifications of Compliance: 

Rural Industrialization Loan and Grant Program, 

21041, 51435, 72980, 75564 
Revised Denied Determinations: 
Eligibility To Apply for Worker Adjustment 
Assistance, 76189 
Revised Denied Determinations Regarding 
Eligibility to Apply for Worker Adjustment 
Assistance, 77558, 81991 

Reconsideration under Trade Adjustment 

Assistance Extension Act of 2011, 79225 
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Revised Determination on Reconsideration: 
Specialty Minerals, Inc., Franklin, VA, 2148 
UAW-Chrysler National Training Center, 

Detroit and Warren, MI, 2147 

Xilinx, Inc., Albuquerque, NM, 2148 

Revised Determinations on Reconsideration: 
Algonac Cast Products, Inc., Algonac, MI, 

27668 

Automotive Components Holdings, LLC, et al., 
Saline, MI, 27669 

Bruss North America, Russell Springs, KY, 
7590 

Hewlett Packard, Milford, MI, 10403 

Navistar International Truck Development and 
Technology Center, Fort Wayne, IN, 68220 

NCR Corp., West Columbia, SC, 20048 

Pisgah Yarn and Dyeing Company, Old Fort, 
NC, 40403 

Severstal Wheeling, Inc., 29276 

Vaughn Furniture Co., Inc., Galax, VA, 20049 

Revised Determinations on Reconsiderations: 
American Spring Wire Corp., Kankakee, IL, 

21042 

Basic Aluminum Castings Co., Cleveland, OH, 
5840 

Columbia Forest Products, Inc., Presque Isle, 
ME, 19474 

Progressive Furniture, Inc., Claremont, NC, 
5840 

Quad Tech, Inc., et al., 61749 

Reynolds Food Packaging, LLC, Grove City, 
PA, 54801 

Sony Music Holdings, Inc., et al., Pitman, NJ, 
54802 

SpectraWatt, Inc., Hopewell Junction, NY, 
61749 

SuperMedia LLC, et al., Middleton, MA, 5840 

Revised Determinations on Remand: 
Management Resources Group, Inc., Southbury, 

CT, 16450 

Marlin Firearms Co., Inc., North Haven, CT, 
58842 

Stimson Lumber Co., Clatskanie, OR, 10404 

Termination of Investigations: 

Penske Logistics, LLC, et al., El Paso, TX, 
27669 

Wacker Neuson Corp., Menomonee Falls, WI, 
27670 

Terminations of Certifications: 

Hewlett Packard Global Parts Supply Chain, 
Houston, TX, 41525 

Terminations of Investigations: 

Tecumseh Products Corp., Ann Arbor, MI, 
81991 

Travelers Insurance, Syracuse, NY, 79226 

Terminations of Reconsideration Investigations: 
JLG Industries, Inc., Access Division, 

Subsidiary of Oshkosh Corp., Hagerstown, 
MD, 43353 

West, A Thomson Reuters Business, et al., 
Albuquerque, NM, 50272 

Tier Four of Emergency Unemployment 

Compensation 2008; Pennsylvania, 18260 
Trade Adjustment Assistance Community College 
and Career Training Grants Program: Grants, 
22147 
Trade Adjustment Assistance Program; 
Designation of Certifying Officers, 2720 
Training and Employment Guidance Letter No. 
15-06, Change 1, Special Procedures: 

Labor Certification Process for Occupations 
Involved in the Open Range Production of 
Livestock under the H-2A Program, 47243 

Training and Employment Guidance Letter No. 

16-06, Change 1, Special Procedures: 

Labor Certification Process for Multi-State 
Custom Combine Owners/Operators under 
the H-2A Program, 47248 


Training and Employment Guidance Letter No. 
17-06, Change 1, Special Procedures: 

Labor Certification Process for Employers in 
the Itinerant Animal Shearing Industry 
under the H-2A Program, 47251 

Training and Employment Guidance Letter No. 
32-10; Special Procedures: 

Labor Certification Process for Employers 
Engaged in Sheepherding and Goatherding 
Occupations under the H-2A Program, 
47256 

Training and Employment Guidance Letter No. 
33-10; Special Procedures: 

Labor Certification Process for Itinerant 
Commercial Beekeeping Employers in the 
H-2A Program, 47241 

Triggering ‘‘Off’’ of Tiers Three and Four of 
Emergency Unemployment Compensation, 
44611, 2008, 44611 

Triggering of Tier Three of Emergency 
Unemployment Compensation 2008: 

Virgin Islands, 48904 : 

Updated Funding Availability for H-1B Technical 
Skills Training Grant, 62455 

Worker Adjustment and Alternative Trade 
Adjustment Assistance: 

Determinations of Eligibility, 56816, 56817 

investigations of Eligibility Certifications, 
56818 

Worker Adjustment Assistance; Amended 
Application Certifications: 

Travelers Indemnity Co., Knoxville, TN, and 
Syracuse, NY, 56819 

Workforce Investment Act: 

Lower Living Standard Income Level, 15342 

Workforce Investment Act; Indian and Native 
American Program; 2011 Allotments, 33367 

Workforce Investment Act of 1998; Incentive 
Funding Availabilities: 

Program Year 2009 Performance; Correction, 
32990 


Employment Standards 
Administration 


See Wage and Hour Division 


Energy Department 


See Bonneville Power Administration 

See Energy Efficiency and Renewable Energy 
Office 

See Energy Information Administration 

See Federal Energy Regulatory Commission 

See Federal Energy Regulatory Commission 

See National Nuclear Security Administration 

See Southeastern Power Administration 

See Southwestern Power Administration 

See Western Area Power Administration 


RULES 
Classified Trade Secrets, Commercial, or Financial 
Information; Procedures for Submittal, 2657 
Contract Appeals and Acquisition Regulations: 
General Provisions, 7685, 10476 
Energy Conservation Program: 

Certification, Compliance, and Enforcement for 
Consumer Products and Commercial and 
Industrial Equipment; Correction, 12422, 
24762, 38287, 46202 

Compliance Certification for Electric Motors; 
Technical Amendment, 59003 

Direct Heating Equipment; Standards, 71836 

Residential Refrigerators and Freezers; 
Standards, 70865 

Standards for Certain External Power Supplies, 
57897 
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Standards for Residential Furnaces and 
Residential Central Air Conditioners and 
Heat Pumps, 37408, 67037 

Standards for Residential Furnaces, Central Air 
Conditioners, and Heat Pumps; Correction, 
39245 

Standards for Residential Refrigerators, 
Refrigerator-Freezers, and Freezers, 57516 

Test Procedures for Battery Chargers and 
External Power Supplies, 31750 

Test Procedures for Fluorescent Lamp Ballasts, 
25211 

Test Procedures for Walk-In Coolers and 
Freezers, 21580 

Test Procedures for Walk-In Coolers and Walk- 
In Freezers; Correction, 33631 

Walk-In Coolers, Freezers, Metai Halide Lamp 
Ballasts, etc.; Test Procedures, 65362 

Energy Conservation Program for Consumer 
Products: 

Residential Furnaces and Boilers Test 
Procedures; Extension, 17755, 19902 

Test Procedure for Microwave Ovens, 12825 

Test Procedures for Clothes Dryers and Room 
Air Conditioners, 972 

Energy Conservation Programs: 

Consumer Products, Commercial, and Industrial 
Equipment Standards; Correction, 69122 

Fluorescent Lamp Ballasts; Standards, 70548 

Standards for Residential Clothes Dryers and 
Room Air Conditioners, 52852, 52852 

Walk-In Coolers and Freezers Standards; 
Correction, 31795 

Energy Efficiency Design Standards: 

Federal Commercial, Multi-Family High-Rise 
Residential Buildings, and Federal Low- 
Rise Residential Buildings, 49279 

Energy Efficiency Program: 

Residential Refrigerators, Refrigerator-Freezers, 
and Freezers; Test Procedures, 57612 

Energy Priorities and Allocations System 
Regulations, 33615 

Human Reliability Program: 

Identification of Reviewing Official, 12271 

National Environmental Policy Act; Procedures, 
63764 

Occupational Radiation Protection, 20489 

Technical Standards: 

Laboratory Accreditation for External 
Dosimetry, 38550 

Energy Conservation Program: 

Energy Conservation Standards for Residential 
Clothes Dryers and Room Air 
Conditioners, 22454 


PROPOSED RULES 
Alternative Efficiency Determination Methods and 
Alternate Rating Methods, 21673 
Alternative Fuel Transportation Program: 
Alternative Fueled Vehicle Credit Program, 
67288 
Building Energy Codes Program: 
International Green Construction Code; 
Changes, 13101 
Commercial and Industrial Pumps, 34192, 43218 
Compliance Testing Procedures: 
Room Air Conditioners; Correction, 19913 
Contractor Legal Management Requirements; 
Acquisition Regulations, 81408 
Coordination of Federal Authorizations for Electric 
Transmission Facilities, 77432 
Department of Energy Acquisition Regulations: 
Government Property Removals, 11985 
Energy Conservation Program: 
Certification, Compliance, and Enforcement for 
Consumer Products and Commercial and 
Industrial Equipment, 21813 
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Commercial and Industrial Equipment; High- 
Intensity Discharge Lamps; Test 
Procedures, 77914 

Consumer Products and Certain Commercial 
and Industrial Equipment; Statement of 
Policy for Adopting Full-Fuel-Cycle 
Analyses into Energy Conservation 
Standards Program, 51281 

Data Collection and Comparison with 
Forecasted Unit Sales of Five Lamp Types; 
Availability, 18425 

Energy Conservation Standards for Direct 
Heating Equipment, 43941 

General Service Fluorescent Lamps and 
Incandescent Reflector Lamps; Framework 
Document, 65633 

General Service Fluorescent Lamps, 
Incandescent Lamps, and Incandescent 
Reflector Lamps; Test Procedures, 56661 

Microwave Ovens; Test Procedure, 72332 

Microwave Ovens; Test Procedures, 65631 

Request for Exclusion of 120 Volt, 100 Watt 
R20 Short Incandescent Reflector Lamp for 
Spa Applications, etc., 55609 

Residential Central Air Conditioners and Heat 
Pumps; Test Procedures, 65616 

Residential Clothes Washers; Test Procedures, 
69870, 70918 

Residential Dishwashers, Dehumidifiers, and 
Conventional Cooking Products; Test 
Procedures, 58346 

Residential Furnaces and Boilers (Standby 
Mode and Off Mode); Test Procedures; 
Correction, 61999 

Residential Furnaces, Central Air Conditioners, 
and Heat Pumps; Regional Standards, 
76328 

Set-top Boxes and Network Equipment, 34914 

Set-top Boxes and Network Equipment; Test 
Procedures, 78174 

Set-Top Boxes and Network Equipment as a 
Covered Consumer Product, 40285 

Smart Appliances; Test Procedures, 56126 

Standards for Commercial Heating, Air- 
Conditioning, and Water-Heating 
Equipment, 25622 

Standards for Direct Heating Equipment, 56125 

Standards for Fluorescent Lamp Ballasts, 20090, 
52892 

Standards for Residential Clothes Dryers and 
Room Air Conditioners, 26656 

Standards for Residential Furnaces, Central Air 
Conditioners, and Heat Pumps, 37549 

Test Procedures for Electric Motors and Small 
Electric Motors, 648 

Test Procedures for Residential Central Air 
Conditioners and Heat Pumps, 30555 

Test Procedures for Residential Clothes Dryers, 
50145 

Test Procedures for Residential Clothes 
Washers, 49238 

Test Procedures for Walk-In Coolers and 
Freezers and Certification for Metal Halide 
Lamp Ballasts and Fixtures, 48745 

Treatment of Smart Appliances in Energy 
Conservation Standards and Test 
Procedures, 47518 

Energy Conservation Program for Consumer 
Products and Certain Commercial and 
Industrial Equipment: 

Determination of Commercial and Industrial 
Fans, Blowers, and Fume Hoods as 
Covered Equipment, 37678 

Test Procedures for Residential Central Air 
Conditioners and Heat Pumps, 18105 

Energy Conservation Programs: 
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Furnaces and Boilers; Test Procedures, 56339 

Non-Compressor Residential Refrigeration 
Products, 69147 

Residential Central Air Conditioners and Heat 
Pumps; Test Procedures, 79135 

Residential Water Heaters, Direct Heating 
Equipment, and Pool Heaters; Test 
Procedures, 56347 

Energy Conservation Standards: 

Distribution Transformers; Preliminary 

Technical Support Document, 11396 
Energy Conservation Standards for Commercial 
Refrigeration Equipment: 

Public Meeting and Availability of the 
Preliminary Technical Support Document, 
17573 

Energy Conservation Standards for Metal Halide 
Lamp Fixtures: 
Public Meeting and Availability of Preliminary 
Technical Support Document, 18127 
Energy Efficiency of Low-Voltage Dry-Type 
Distribution Transformers; Negotiated 
Rulemaking Subcommittee Meetings, 57007 
Energy Efficiency Program: 

Residential Water Heaters, Direct Heating 
Equipment, and Pool Heaters; Test 
Procedures, 63211 

Energy Efficiency Program for Certain 
Commercial and Industrial Equipment: 

Test Procedures for Automatic Commercial Ice 

Makers, 18428 
Energy Efficiency Program for Consumer 
Products: 

General Service Fluorescent Lamps and 
Incandescent Reflector Lamps; Framework 
Document, 56678 

Energy Efficiency Standards; Distribution 
Transformers, 45471 

Energy Efficiency Standards for Distribution 
Transformers: 

Intent to Establish Negotiated Rulemaking 

Committee, 50148 

Equipment Price Forecasting in Energy 
Conservation Standards Analysis, 9696 

Foreign Atomic Energy Activities; Assistance, 
65634 

Foreign Atomic Energy Activities Assistance, 
55278 

Increased Scope of Coverage for Electric Motors, 
17577 

Liquid-Immersed and Medium- and Low-Voltage 
Dry-Type Distribution Transformers; 
Negotiated Rulemaking Subcommittee/ 
Working Group Meetings, 61288, 63566 

Liquid-Immersed and Medium-Voltage Dry Type 
Transformers: 

Negotiated Rulemaking Subcommittee; Meeting, 
55834 

Meetings: 
Efficiency and Renewables Advisory 
Committee, 70376 

National Environmental Policy Act; Amendment, 
214 

National Environmental Policy Act; Implementing 
Procedures, 9981 

Occupational Radiation Protection, 4258 

Preliminary Plan for Retrospective Analysis of 
Existing Rules, 40646 

Procedures for Submitting Trade Secrets, 
Privileged, Confidential, Commercial, or 
Financial Information, 13300 

Reducing Regulatory Burden, 75798 

Regulatory Provisions Requiring Credit Rating or 
Assessments, etc.; Modification, 67622 

Request to Consider Automatic Termination 
Controls, 62644 
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Retrospective Review under E.O. 3563, 18954 
Semiannual Regulatory Agenda, 40050 
Energy Conservation Program: 
Energy Conservation Standards for Residential 
Clothes Dryers and Room Air 
Conditioners, 22324 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 127, 
14386, 19067, 19985, 20347, 30143, 31598, 
35867, 35869, 39860, 40713, 44580, 49460, 
52943, 53887, 57028, 62395, 63289, 63912, 
69251, 69712, 73607, 78252, 79665, 81487 
Generic Clearance for Collection of Qualitative 
Feedback on Agency Service Delivery, 
20967 
American Assured Fuel Supply; Availability, 
$1357 
Application for Blanket Authorization to Export 
Liquefied Natural Gas: 
Eni USA Gas Marketing LLC, 2093 
Application for Long-Term Authorization to 
Export Liquefied Natural Gas: 
Freeport LNG Expansion, L.P. and FLNG 
Liquefaction, LLC, 4885 
Applications for Blanket Authorizations to Export 
Previously Imported Liquefied Natural Gas 
on a Short-Term Basis: 
ConocoPhillips Co., 62048 
Dominion Cove Point LNG, LP, 58488 
Freeport LNG Development, L.P., 33746 
Applications for Long-Term Authorization to 
Export Domestically Produced Liquefied 
Natural Gas: 
Carib Energy (USA), LLC, 80913 
Lake Charles Exports, LLC, 34212 
Applications to Export Electric Energy: 
BP Energy Co., 69712, 69713 
Cargill Power Markets, LLC, 19069, 20651 
DC Energy Texas, LLC, 20968 
Freepoint Commodities, LLC, 37797 
Glacial Energy of Texas, Inc., 50476 
Intercom Energy, Inc., 3882 
Morgan Stanley Capital Group Inc., 53888 
Tenaska Power Services Co., 67430 
TransAlta Energy Marketing (U.S.), Inc., 3881 
Application to Export Domestic Liquefied Natural 
Gas to Non-Free Trade Agreement Nations: 
Dominion Cove Point LNG, LP, 76698 
Application to Export Electric Energy: 
E-T Global Energy, LLC, 30325 
Ontario Power Generation, 11436 
SESCO Enterprises Canada, LTD., 11437 
Societe Generale Energy Corp., 11437 
Audit Guidance: 
For-Profit Recipients, 79168 
Basic Energy Sciences Advisory Committee, 
48147 
Building Energy Standards Program: 
Determination Regarding Energy Efficiency 
Improvements in the Energy Standard for 
Buildings, Except Low-Rise Residential 
Buildings, 43287 
Energy Efficiency Improvements in Energy 
Standard for Buildings, Except Low-Rise 
Residential Buildings, 64904 
Preliminary Determination Regarding Energy 
Efficiency Improvements in the Energy 
Standard for Buildings, etc., 43298 
Charter Renewals: 
Advanced Scientific Computing Advisory 
Committee, 41234 
Biological and Environmental Research 
Advisory Committee, 78908 
Nuclear Energy Advisory Committee, 78252 
Critical Materials Strategy Request for 
Information, 16621 
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Defense Nuclear Facilities Safety Board; Response 
to Recommendation: 

Safety Analysis Requirements for Defining 
Adequate Protection for the Public and the 
Workers, 16758 

DOE-NSF Nuclear Science Advisory Committee; 
Renewal, 62050 

Draft Competition Rules for Global Appliance 
Efficiency Award for Televisions, 36908 

Electricity Sector Cybersecurity Risk Management 
Process Guideline; Request for Comment, 
$7723 

Energy Efficiency Program: 

Test Procedure for Lighting Systems 

(Luminaires), 47178 
Energy Employees Occupational Illness 
Compensation Program Act of 2000; Covered 
Facilities, 30695 
Environmental Assessments; Availability, etc.: 

Knolls Atomic Power Laboratory, Kesselring 

Site, 54223 
Environmental Impact Statements; Availability, 
etc.: 

Ancillary Facilities for the Richton Site of the 
Strategic Petroleum Reserve; Cancellation, 
55890 

Continued Operation of Sandia National 
Laboratories, NM, 37100 

Disposal of GTCC Low-Level Radioactive 
Waste and GTCC-Like Waste, 10574 

Disposition of Surplus Highly Enriched 
Uranium; Amended Record of Decision, 
51358 

Federal Loan Guarantee to Support Construction 
of Phase II of Mid-Atlantic Power Pathway 
Transmission Line Project; MD and DE, 
12088 

Final Long-Term Management and Storage of 
Elemental Mercury, 5145 

FutureGen 2.0 Program, 29728 

Hawai’i Interisland Renewable Energy Program, 
2095 

Lake Charles Carbon Capture and Sequestration 
Project, Lake Charles, LA, 24007 

Mountaineer Commercial Scale Carbon Capture 
and Storage Project, Mason County, WV; 
Postponement of Public Hearing, 13396, 
17406 

Northern Pass Transmission Line Project, 34969 

Northern Pass Transmission, LLC, 7828 

Proposed Abengoa Biorefinery Project near 
Hugoton, Stevens County, KN, 2096 

Reopening of Scoping Period for the Northern 
Pass Transmission Line Project, 21338 

Solar Energy Development in Six Southwestern 
States, 66958 

Texas Clean Energy Project, Near Odessa, Ector 
County, TX; Public Hearing, 15968 

Topaz Solar Farm, San Luis Obispo County, 
CA, 50477 

Topaz Solar Farm, San Luis Obispo County, 
CA, Proposed Federal Loan Guarantee to 
Support Construction and Start-up, 17844 

Uranium Leasing Program, 36097, 43678 

W.A. Parish Post-Combustion CO2 Capture and 
Sequestration Project, Southeastern Texas, 
70429 

Environmental Management Advisory Board; Call 
for Nominations, 21877 
Evaluations; Availability, etc.: 

Waste Incidental to Reprocessing for the 
Vitrification Melter at the West Valley 
Demonstration Project for West Valley, 
NY, 13605 

Extension of Comment Period: 
International Transmission Company, d/b/a 
ITCTransmission, 65503 
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Filings of Self-Certifications of Coal Capability 
Under the Powerplant and Industrial Fuel Use 
Act, 48833 

Fiscal Years 2011-2016 Draft Strategic Plan; 
Availability, 10342 

FY 2010 Service Contract Inventory, 5364 

Granting of Partially Exclusive Licenses: 

National Energy Technology Laboratory and 
Envired Systems, 45547 

High Energy Physics Advisory Panel, 53119 

Interim Approvals: 

Southeastern Power Administration Cumberland 
System, 58790 

Issuance of Loan Guarantees: 

Solar Partners for Ivanpah Solar Electric 
Generating System Units 1, 2, and, 21716 

Issuances of Loan Guarantees: 

Genesis Solar, LLC, for Genesis Solar Energy 
Project, 54454 

Loan Guarantees: 

Abengoa Bioenergy Biomass of Kansas, LLC, 
Abengoa Biorefinery Project, Hugoton, 
Kansas, 62050 

First Solar, Inc., for the Desert Sunlight Solar 
Farm Project, 62052 

Tonopah Solar Energy, LLC, for the Crescent 
Dunes Solar Energy Project, 60475 

Meetings: 

Advanced Scientific Computing Advisory 
Committee, 9765, 31945, 45786, 64330 

Advisory Board Natural Gas Subcommittee, 
31318 

Basic Energy Sciences Advisory Committee, 
8358, 41234 

Biological and Environmental Research 
Advisory Committee, 8357, 31319, 57028 

Blue Ribbon Commission on America’s Nuclear 
Future, 1607, 1608, 2891, 4646, 23798, 
71334 

DOE/NSF High Energy Physics Advisory Panel, 
8358 

DOE/NSF Nuclear Science Advisory 
Committee, 8359, 69252 

DOE-NSF High Energy Physics Advisory 
Panel, 19986 

Electricity Advisory Committee, 10577, 37103, 
59667 

Energy Efficiency and Renewable Energy 
Advisory Committee, 54224, 80355 

Environmental Management Advisory Board, 
5364, 31319, 71959 

Environmental Management Site-Specific 
Advisory Board, Savannah River Site, 
4644, 4645, 5147, 5365, 8359, 9572, 
10018, 10343, 11228, 11772, 11773, 
12349, 14386, 17118, 17636, 17637, 
18540, 20651, 21878, 22090, 25682, 
28218, 28759, 29229, 29732, 30695, 
31599, 36100, 36101, 38143, 39080, 
48148, 50204, 51361, 51362, 52944, 
53888, 55369, 55370, 57981, 59392, 
59393, 61350, 62054, 63613, 64329, 
65190, 65706, 66917, 68179, 70120, 
70121, 78908, 78909, 80354, 80355, 
80915, 81487 

Fusion Energy Sciences Advisory Committee, 
4645, 40714 

High Energy Physics Advisory Panel, 41234 

Hydrogen and Fuei Cell Technical Advisory 
Committee, 4645, 60478 

International Energy Agency, 14003, 35869, 
69714 

Methane Hydrate Advisory Committee, 59667 

National Coal Council, 6605, 9765, 57981 

National Petroleum Council, 53889 

Nuclear Energy Advisory Committee, 23798, 
67717 


Nuclear Science Advisory Committee, 31945 
Quadrennial Technology Review Capstone 
Workshop, 34215 
Research and Development Strategies for 
Compressed and Cryo-Compressed 
Hydrogen Storage Workshops, 4338 
Secretary of Energy Advisory Board, 18208, 
38647, 45548, 67716 
Secretary of Energy Advisory Board Natural 
Gas Subcommittee, 34070, 34071, 63613, 
67158 
State Energy Advisory Board, 9339 
Ultra-Deepwater Advisory Committee, 6775, 
13606, 16621, 77990 
Unconventional Resources Technology Advisory 
Committee, 64923, 77990 
Secretary of Energy Advisory Board, 60011 
National Coal Council; Renewal, 74049 
Permit Applications: 
International Transmission Co., 59668 
Plan for Conduct of 2012 Electric Transmission 
Congestion Study; Correction, 70122, 75875 
Privacy Act; Systems of Records, 66917 
Proposed Subsequent Arrangement, 30325 
Proposed Subsequent Arrangements, 2892, 17406, 
17407, 37343 
Pulse Jet Mixing at the Waste Treatment and 
Immobilization Plant, 13397 
Quadrennial Technology Review Framing 
Document; Availability, 13607 
Rate Orders; Interim Approval, 56409 
Records of Decision: 
Texas Clean Energy Project, 60478 
Reducing Regulatory Burden, 6123 
Reimbursement for Costs of Remedial Action at 
Active Uranium and Thorium Processing 
Sites, 24871, 30696 
Research and Development Program 2011 Annual 
Plan; Availability: 
Ultra-Deepwater and Unconventional Natural 
Gas and Other Petroleum Resources, 56412 
Response to Defense Nuclear Facilities Safety 
Board Request for Clarification: 
Pulse Jet Mixing at the Waste Treatment and 
Immobilization Plant, 37798 
Safety Analysis Requirements for Defining 
Adequate Protection for the Public and the 
Workers, 37799 
Safety Culture at the Waste Treatment and 
Immobilization Plant, 42686, 61350 
Senior Executive Service Performance Review 
Board, 70711 
Supplemental Filings: 
International Transmission Co., d/b/a 
ITCTransmission, 52945 
Updating State Residential Building Energy 
Efficiency Codes, 42688, 64924 
Waivers from the Residential Clothes Dryer Test 
Procedure: 
Miele, Inc., 5567 
Meetings: 
Environmental Management Site-Specific 
Advisory Board, Oak Ridge Reservation, 
22388 


Energy Efficiency and Renewable 
Energy Office 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
13398, 29733, 30143, 35199, 38143, 38380, 
45786, 47566, 54747, 70994 

Building Energy Codes Cost Analysis, 56413, 
57982, 64931 

Commercial Building Asset Rating Program, 
48152 


Commercial Building Workforce Job/Task 
Analyses, 63913 
Decisions and Orders: 
Samsung; Waiver from Residential Clothes 
Washer Test Procedure, 70996 
Energy Conservation Program for Certain 
Industrial Equipment; Petitions for Waivers: 
Carrier Corp., 19759 
LG Electronics, Inc., 29733 
Energy Conservation Program for Consumer 
Products: 

BSH Corp. from the Residential Dishwasher 
Test Procedure, 38144 

LG; Residential Clothes Washer Test Procedure, 
21879 

Representative Average Unit Costs of Energy, 
13168 

Samsung Electronics America, Inc.; Extension 
of Interim Waiver from Residential 
Refrigerator and Refrigerator-Freezer Test 
Procedure, 59394 

Samsung Electronics America, Inc.; Residential 
Clothes Washer Test Procedure, 21881 

Samsung from Residential Refrigerator and 
Refrigerator-Freezer Test Procedure, 16760 

Entension of Limited Waiver of Buy American 
Section of the American Recovery and 
Reinvestment Act, 9766 

Faucets, Showerheads, Water Closets, and Urinals, 
52644 

Geothermal Technologies Program Blue Ribbon 
Panel Report; Availability, 38648 

Granting of Limited Waivers of Buy American 
Section of the American Recovery and 
Reinvestment Act, 9767 

Grant of Interim Waivers from Residential Clothes 
Washer Test Procedures: 

LG Electronics U.S.A., Inc, 64330 

Grant of Interim Waivers from Residential 
Dishwasher Test Procedure: 

Miele, Inc., 64335 

Grant of Waiver from Commercial Package Air 
Conditioner and Heat Pump Test Procedures: 

LG Electronics, Inc., 53889 

Grants of Waivers from Residential Refrigerator 
and Refrigerator-Freezer Test Procedure: 

Sub-Zero, Inc., 71335 

Limited Public Interest Waiver under Section 1605 
of the American Recovery and Reinvestment 
Act, 81919 

Measured Building Energy Performance Data 
Taxonomy, 74050 

Meetings: 

Biomass Research and Development Technical 
Advisory Committee, 9339, 22091, 36102, 
46781, 63614 

Energy Efficiency and Renewable Energy 
Advisory Committee, 6605 

Hydrogen and Fuel Cell Technical Advisory 
Committee, 28759 

Interagency Management Task Force, 22685 

Offshore Renewable Energy; Needs for 
Resource Assessment and Design 
Conditions, 34684, 34685 

State Energy Advisory Board, 16763, 25683, 
36103, 54747, 54748, 75876 

State Energy Advisory Board; Open 
Teleconference, 25317 

Wind and Water Power Program, 66284 

State Energy Advisory Board; Open 
Teleconference, 60012 

Nationwide Categorical Waivers of Buy American 
Requirements of Section 1605 of Recovery 
Act, 55890 

Nationwide Categorical Waivers of the American 
Recovery and Reinvestment Act, 81920, 


81922 
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Nationwide Categorical Waivers under Section 
1605 of American Recovery and 
Reinvestment Act of 2009, 47566, 47568, 
47566, 47568 

Nationwide Limited Public Interest Waivers of 
Buy American Requirements of Section 1605 
of Recovery Act, 55892 

Cbjective Merit Review Procedures: 

Discretionary Financial Assistance and Other 
Transaction Authority Applications, 17846 

Petitions for Waivers: 

FujitsuGeneral Limited; Commercial Package 
Air Conditioner and Heat Pump Test 
Procedures, 31946 

Petitions for Waivers and Grantings of Interim 
Waivers: 

DaikinAC (Americas), Inc.; DOE Commercial 
Package Air Conditioner and Heat Pump 
Test Procedure, 19069 

Petitions for Waivers and Grants of Interim 
Waivers: 

LG Electronics U.S.A., Inc.; Energy Clothes 
Washer Test Procedure, 70999 

Petitions for Waivers and Notice of Granting 
Applications for Interim Waivers: 

Samsung; Department of Energy Residential 
Refrigerator and Refrigerator-Freezer Test 
Procedure, 54456 

Petitions for Waivers from Vented Home Heating 
Equipment Test Procedure: 

Empire Comfort Systems, 68180 

Residential Clothes Washer Test Procedures; 
Waivers, etc.: 

LG Electronics USA, Inc., 11228 

Residential Clothes Washer Test Procedure 
Waivers: 

LG Electronics USA, 79666 

Technology Evaluation Process, 30696, 37344 

Waiver from Department of Energy Residential 
Clothes Washer Test Procedures: 

Samsung Electronics America, Inc., 48149 

Waiver of Commercial Package Air Conditioner 
and Heat Pump Test Procedures: 

Daikin AC (Americas) Inc., 34685 

Waivers: 

BSH Home Appliances Corp.; Residential 
Clothes Dryer Test Procedure, 19087 

Carrier Corp.; Commercial Package Air 
Conditioner and Heat Pump Test 
Procedures, 31951 

Electrolux; Residential Refrigerator and 
Refrigerator-Freezer Test Procedures, 
19077 

Mitsubishi Electric and Electronics USA, Inc.; 
Commercial Package Air Conditioner and 
Heat Pump Test Procedures, 19078 

Waivers from Commercial Package Air 
Conditioner and Heat Pump Test Procedures: 

Fujitsu General, Ltd., 

LG Electronics, Inc., 65707 

Mitsubishi Electric & Electronics USA, Inc., 
40714 

Mitsubishi Electric and Electronics USA, Inc., 
65710 

Samsung Electronics America, Inc., 80916 

Waivers from Residential Central Air Conditioner 
and Heat Pump Test Procedures: 

Daikin AC (Americas), Inc., 11438 

Waivers from Residential Clothes Dryer Test 
Procedures: 

BSHHome Appliances Corp., 33271 

Miele, Inc., 17637 

Waivers from Residential Clothes Washer Test 
Procedures: 

Electrolux Home Products, 11440 

Samsung Electronics America, Inc., 13169, 
50207 
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Waivers from Residential Dishwasher Test 
Procedures: 
BSH Corp., 17639 
Miele, Inc., 80920 
Waivers of Commercial Package Air Conditioner 
and Heat Pump Test Procedures: 
LG Electronics U.S.A., Inc., 78910 
Waivers Under the Buy American Section of the 
American Recovery and Reinvestment Act, 
30144, 30145, 30146 


Energy Information Administration 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
11443, 11444, 25683, 55059, 70123, 70125 


Energy Policy and New Uses Office, 
Agriculture Department 


RULES 


Designations of Biobased Items for Federal 
Procurement, 43808 


Engineers Corps 
RULES 
Danger Zones: 

Archers Creek, Ribbon Creek, and Broad River; 
U.S. Marine Corps Recruit Depot; Parris 
Island, SC, 62631 

Naval Surface Warfare Center; Upper 
Machodoc Creek and Potomac River; 
Dahlgren, VA, 10522 

Pamlico Sound and Adjacent Waters, NC, 
30023 

Restricted Areas: 

Marinette Marine Corp. Shipyard; Menominee 
River; Marinette, WI, 30024 

Potomac River; Marine Corps Base Quantico; 
Quantico, VA; Correction, 10524 

Potomac River; Marine Corps Base Quantico, 
Quantico, VA, 6327 

Restricted Areas and Danger Zones; Eglin Air 
Force Base, FL, 75453 


PROPOSED RULES 
Danger Zones: 

Archers Creek, Ribbon Creek, and Broad River, 
U.S. Marine Corps Recruit Depot; Parris 
Island, SC, 35379 

Atlantic Ocean off Wallops Island and 
Chincoteague Inlet, VA, 62692 

Restricted Areas: 
SUPSHIP Bath Maine Detachment Mobile; 
Mobile, AL, 75508 
USACE’s Plan for Retrospective Review under 
E.O. 3563, 70927 
NOTICES 
Environmental Impact Statements: 

Excelsior Estates Project in Sacramento County, 

CA, 63910 
Environmental Impact Statements; Availability, 
etc.: 

Alaska Department of Transportation and Public 
Facilities Foothills West Transportation 
Access Project, 29218, 38642 

Central Everglades Planning Project, 
Okeechobee, Glades, Martin, Palm Beach, 
Broward, Miami-Dade and Monroe 
Counties, FL, 75539 

Chesapeake Bay Oyster Recovery Project, 
Virginia and Maryland, 30321 

City of San Clemente Extending 3, 412 ft (1, 
40 m) from Linda Lane to T-Street, 54453 

Combined Operational Plan, Miami-Dade 

County, FL, 31308 


Cordova Hills Project in Sacramento County, 
CA, Corps Permit Application No. SPK- 
, 004-001 16, 54452 

Currituck Sound Ecosystem Restoration 
Feasibility Study, 38122 

East Kentucky Power Coop., Inc., Clark County, 
KY; Withdrawal, 20634 

Feasibility of Deepening Charleston Harbor, 
50187 

Folsom Dam Modification Project, Approach 
Channel, 54451 

Folsom South of U.S. Highway 50 Specific Plan 
Project, Sacramento County, CA, 30679 

Great Lakes and Mississippi River Interbasin 
Study, Information for Additional NEPA 
Public Scoping Meetings, 336, 8353 

Haile Gold Mine, Lancaster County, SC, 60474 

Honolulu Seawater Air Conditioning Project; 
Honolulu, HI, 14953 

lao Stream Flood Control Project, Wailuku, 
Maui, HI, 19753 

Indianapolis, White River (North), IN, Flood 
Damage Reduction Project, 27030 

Larose to Golden Meadow Hurricane Protection 
Project, Lafourche Parish, LA, 53424 

Luce Bayou Interbasin Transfer Project in 
Liberty County and Harris County, TX, 
30320 

Mechanical and Artificial Creation and 
Maintenance of Emergent Sandbar Habitat, 
Riverine Segments of Upper Missouri 
River, 29217, 53422 

Newhall Ranch Resource Management and 
Development Plan, Santa Clarita, CA, 
59121 

PacRim Coals Proposed Chuitna Coal Project, 
336 

Permit Application for Proposed Aggregate 
Terminal Project, Pier D, Port of Long 
Beach, CA, 63911 

Permit Application for Proposed Salton Sea 
Species Conservation Habitat Project, 
Salton Sea, Imperial County, CA, 51956 

Permit Application for Proposed San Elijo 
Lagoon Restoration Project, Encinitas, CA, 
68741 

Permit Application for Widening of Bayou 
Casotte and Lower Sound Channels of the 
Pascagoula Harbor Channel, 57979 

Phosphate Mining Affecting Waters of the 
United States in the Central Florida 
Phosphate District, 9560 

Port of Gulfport Expansion Project, Harrison 
County, MS, 13363 

Proposed Berths 302-306 American President 
Lines Container Terminal Project, Port of 
Los Angeles, Los Angeles County, CA, 
80346 

Proposed Highway Between Bush, LA and 1- 
12 in St. Tammany Parish, LA, 55887 

Proposed Kennecott Utah Copper, LLC Tailings 
Expansion Project, near Magna, Salt Lake 
County, UT, 34211 

Proposed Marine Terminal Development at Pier 
S, etc., Port of Long Beach, Los Angeles 
County, CA, 59119 

Proposed Point Thomson Project, North Slope 
Borough, AK, 70979 

Proposed Regional Watershed Supply Project in 
Wyoming and Colorado; Termination, 
43994 

Proposed South Coast Rail Project, 
Commonwealth of Massachusetts, 16737 

Proposed Westbrook Project, Corps Permit 

Application Number SPK-, 005-00938, 

72187 
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Puyallup River General Investigation Study, 
Pierce County, WA, 59123 
Sabine Mining Company Proposal, Rusk, 
Panola, and Harrison Counties, TX, 29218 
Sacramento River Deep Water Ship Channel, 
10572 
Skagit River General Investigation Study, Skagit 
County, WA, 45543, 54453 
Southport Sacramento River Early 
Implementation Project, West Sacramento, 
CA, 53423 
St. Lucie South Beach and Dune Restoration 
Project, St. Lucie County, FL, 32147 
Sutter Basin Feasibility Study, etc., Sutter and 
Butte Counties, CA, 29215 
Update of the Shoreline Management Plan and 
Supplement to the Master Plan; Eufaula 
Lake, OK, 22879 
US 17 and Market Street (US 17 Business) 
Corridor, Northern New Hanover and 
Southern Pender Counties, NC, 59122 
Wolfpen Knob Development Co. Proposed 
Mason Dixon Mining Complex, 
Monongalia County, WV, 77502 
Zoar Levee and Diversion Dam, Dam Safety 
Modification Study, Tuscarawas County, 
OH, 25310 
EPA and Army Corps of Engineers Guidance: 
Identification of Waters Protected by the Clean 
Water Act, 2447 
Final General Conformity Determinations and 
Records of Decision; Availability: 
San Pedro Waterfront Project, Port of Los 
Angeles, Los Angeles County, CA, 34212 
Great Lakes and Mississippi River Interbasin 
Study, 79167 
Guidance Regarding Identification of Waters 
Protected by Clean Water Act; Availability, 
39101 
Intent to Grant Partially Exclusive License: 
Reusable Sample Holding Device Permitting 
Ready Loading of Very Small Wet 
Samples, 35425 
Intent to Grant Partially Exclusive License of 
United States Patent: 
Biogenic Template for Enhanced Sorption of 
Contaminants, 27636 
Meetings: 
Board on Coastal Engineering Research, 37084 
Chief of Engineers Environmental Advisory 
Board, 81485 
Inland Waterways Users Board, 11216 
Missouri River Recovery Implementation 
Committee Membership; Solicitation of 
Applications, 31309 
National Wetland Plant List, 777 
Proposal to Reissue and Modify Nationwide 
Permits, 9174 
Proposed Inclusion of Natural Resources 
Conservation Service Categorical Exclusions 
in the Nationwide Permit Program, 28006 


Environmental Protection Agency 


RULES 
1, 4-Benzenedicarboxylic Acid, Dimethyl Ester, 
Polymer with 1, 4-Butanediol, Adipic Acid, 
and +, 7703 
Air Quality Designations for the 2008 Lead (Pb) 
National Ambient Air Quality Standards, 
72097 
Air Quality Implementation Plans; Approval and 
Promulgation; Various States: 
2006 National Ambient Air Quality Standards 
for Fine Particulate Matter; Submittal 
Failures, 43180 


2008 Lead (Pb) National Ambient Air Quality 
Standards, 76048 

2-methyl-2, 4-pentanediol, 36342 

Alabama; Infrastructure Requirements for 1997 
8-Hour Ozone National Ambient Air 
Quality Standards, 41100 

Alabama; Visible Emissions Rule; Revisions, 
18870 

Alaska; Municipal Solid Waste Landfill Permit 
Program, 270 

Arizona, Maricopa County; Failure to Submit 
State Implementation Plan Revisions, 8300 

C9 Rich Aromatic Hydrocarbons, C10-11 Rich 
Aromatic Hydrocarbons, and C11-12 Rich 
Aromatic Hydrocarbons, 36356 

California; Air Pollution Regulations; Revisions 

California; Antelope Valley Air Quality 
Management District; Revisions, 38572 

California; CPV Sentinel Energy Project AB 
1318 Tracking System; Revisions, 22038 

California; Failure to Attain the One-Hour 
Ozone Standard, 82133 

California; Great Basin Unified Air Pollution 
Control District; CFR Correction, 17347 

California; Imperial County Air Pollution 
Control District, 26615 

California; Imperial County, Kern County, and 
Ventura County Air Pollution Control 
Districts; Revisions, 39303 

California; Interstate Transport of Pollution; 
Kequirement, 48002 

California; Joaquin Valley Unified and Imperial 
County Air Pollution Control Districts; 
Revisions, 67369 

California; Mojave Desert Air Quality 
Management District; Revisions, 29153 

California; North Coast Unified Air Quality 
Management District, 48006 

California; Northern Sierra, Sacramento 
Metropolitan, and South Coast Air Quality 
Management Districts, 44493 

California; Northern Sonoma County Air 
Pollution Control District and Mendocino 
County Air Quality Management District; 
Revisions, 26192 

California; Outer Continental Shelf Air 
Regulations; Update, 29156 

California; Perchloroethylene Air Emission 
Standards from Dry Cleaning Facilities, 
18064 

California; Placer and Ventura County Air 
Pollution Control Districts; Revisions, 
30025 

California; Placer County Air Pollution Control 
District; Revisions, 44809, 67366, 75795 

California; Placer County and Sacramento 
Metropolitan Air Quality Management 
District; Revisions, 71886 

California; Regional Haze ard Interstate 
Transport, 43175 : 

California; Sacramento Metropolitan Air Quality 
Management District; Revisions, 20242 

California; Sacramento Metropolitan, Ventura 
County, and Placer County Air Pollution 
Control Districts, 61057 

California; San Joaquin Valley; PM2.5 Plan and 
2007 State Strategy, 69896 

California; San Joaquin Valley; Unified Air 
Pollution Control District; Revisions, 5276 

California; San Joaquin Valley Unified Air 
Pollution Control District; Revisions, 
16696, 26609, 39777, 47076, 53640, 70886 

California; Santa Barbara Air Pollution Control 
District, Sacramento Municipal Air Quality 
Management District, etc., 5277, 60376 

California; Santa Barbara County Air Pollution 

Control District; Revisions, 31242 
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California; South Coast; 1997 PM2.5 Standards, 
69928 

California; South Coast Air Quality 
Management District; Revisions, 41717, 
47074, 50128, 50891, 54384, 70888, 78829 

California; State Implementation Plan; Revisions 

California; Yolo-Solano Air Quality 
Management District, 55581 

Cincinnati-Hamilton Nonattainment Area; 
Determinations of Attainment of the 1997 
Annual Fine Particulate Standards, 60373 

Colorado; Attainment Demonstration for 1997 
8-Hour Ozone Standard and Approval of 
Related Revisions, 47443 

Colorado; Construction Permit Program Fee 
Increases; Regulation 3; Definitions, 51903 

Colorado; Construction Permit Program, 
Regulation 3; Revision to Definitions, 6331 

Colorado; Infrastructure Requirements for 1997 
8-hour Ozone National Ambient Air 
Quality Standard; Revisions, 43906 

Colorado; Interstate Transport of Pollution 
Revisions, etc., 22036 

Colorado; Regulation Number 3; Revisions, 
61054 

Commonwealth of Virginia; Section 110(a)(2) 
Infrastructure Requirements for 1997 8- 
Hour Ozone, etc., 62635 

Connecticut; Greenhouse Gas Permitting 
Authority and Tailoring, 26933 

Connecticut, Maine, New Hampshire and Rhode 
Island; Infrastructure SIPs, 40248 

Deferral for CO2 Emissions from Bioenergy 
and Other Biogenic Sources, etc., 43490 

Delaware; Adhesives and Sealants Rule, 79537 

Delaware; Application Submission Update, 
24372 

Delaware; Control of Volatile Organic 
Compound Emissions from Offset 
Lithographic Printing and Letterpress 
Printing; Amendments, 72626 

Delaware; Infrastructure Requirements for 1997 
8-Hour Ozone and 1997 and 2006 Fine 
Particulate Matter Standards, 47068 

Delaware; Interstate Transport for 2006 24-Hour 
PM2.5 NAAQS; Requirement, 53638 

Delaware; Preconstruction Review; Prevention 
of Significant Deterioration; Requirements, 
58120 

Delaware; Regional Haze State Implementation 
Plan, 42557 

Delegation Agreement with Massachusetts 
Department of Environmental Protection, 
31241 

Diethylene Glycol MonoEthyl Ether, 36349 

District of Columbia; Infrastructure 
Requirements, etc., 20237 

District of Columbia; Materials Incorporated by 
Reference; Update, 9652 

District of Columbia, Maryland, and Virginia; 
2002 Base Year Emission Inventory, 
Reasonable Further Progress Plan, etc., 
58116 

Federal Underground Injection Control Class VI 
Program for Carbon Dioxide Geologic 
Sequestration Wells, 56982 

Florida; Control of Hospital/Medical/Infectious 
Waste Incinerator Emissions from Existing 
Facilities, 80777 

Florida; Prevention of Significant Deterioration, 
20239 

Gila River Indian Community’s Tribal 
Implementation Plan, 17028 

Idaho; Regional Haze State Implementation Plan 

and Interstate Transport Plan, 36329, 36339 

from the Requirements of Tolerances; 

Exemptions: 
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Illinois; Indiana; Michigan; Minnesota; Ohio; 
Wisconsin; Infrastructure SIP 
Requirements, etc., 41075 

Illinois; National Ambient Air Quality Standard, 
9655 

Illinois; Royal Fiberglass Pools, Inc.; Adjusted 
Standard, 37272 

Illinois; Volatile Compound; Addition, 23196 

Imperial County, Kern County, and Ventura 
County Air Pollution Control Districts, 
12280 

Indiana; 1997 Annual Standard for Fine 
Particulate Matter, 70361 

Indiana; Evansville Area; Redesignation, 59527 

Indiana; Indiana Administrative Code; 
Amendment, 27904 

Indiana; Indianapolis Area; Redesignation, 
59512 

Indiana; Lake and Porter Counties; Fine 
Particulate Matter Standard, 76302 

Indiana; Miscellaneous Metal and Plastic Parts 
Surface Coating Rules, 63549 

Indiana; Removal of Vehicle Inspection and 
Maintenance Programs for Clark and Floyd 
Counties, 23879 

Indian Country; New Source Review; 
Modifications, 38748 

Interstate Transport of Fine Particulate Matter 
and Ozone and Correction of SIP 
Approvals, 48208 

Iowa; Findings of Substantial Inadequacy, 
41424 

Iowa, Michigan, Missouri, Oklahoma, 
Wisconsin; Interstate Transport of Ozone, 
80760 

Kansas; Clean Air Act; Requirements, 40624 

Kansas; Regional Haze, 80754 

Kentucky; Infrastructure Requirements for 1997 
8-Hour Ozone National Ambient Air 
Quality Standards, 41088 

Kentucky; Visibility Impairment Prevention; 
Federal Class I; Removal, 78162 

Kentucky, Jefferson County; Louisville Metro 
Air Pollution Control District; Failure to 
Submit State Implementation Plan 
Revision, 2591 

Kentucky, Jefferson County; Prevention of 
Significant Deterioration Pro gram, etc., 
2581, 2591 

Louisiana; Control Volatile Organic Compound 
Emissions; Surface Coatings and Graphic 
Arts; Revisions, 75467 

Louisiana; Determination of Termination of 
Section 185 Fees, 39775 

Louisiana; Infrastructure Requirements for 1997 
8-Hour Ozone and Fine Particulate Matter 
National Ambient Air Quality Standards, 
42549 

Macon, GA, Determination of Attaining Data 
for 1997 Annual Fine Particulate Standard, 
31858 

Maryland, 52278 

Maryland; Adhesives and Sealants Rule, 64237 

Maryland; Control of Volatile Organic 
Compound Emissions from Industrial 
Solvent Cleaning Operations, 9656 

Maryland; Control Techniques Guidelines for 
Flat Wood Paneling Coatings, 4534 

Maryland; Control Techniques Guidelines for 
Large Appliance Coatings; Adoption, 
27610 

Maryland; Definition of Fuel-Burning 
Equipment; Amendment, 9650 

Maryland; Drum and Pail Coatings; Control 
Techniques Guidelines, 64015 

Maryland; Infrastructure Requirements for 
Ozone and Fine Particulate Matter 
Standards, 72624 
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Maryland; Plastic Parts and Business Machines 
Coatings; Control Techniques Guidelines, 
64020 

Maryland; Transportation Conformity 
Regulations, 59252 

Massachusetts; Revised Carbon Monoxide 
Maintenance Plan for Lowell, 27908 

Methyl Mercaptan; Toxic Chemicals Release 
Reporting; Community Right-to-Know; 
Stay of Reporting Requirements; CFR 
Correction, 70361 

Milwaukee-Racine and Sheboygan Areas, WI; 
Attainment, 11080 

Minnesota; Gopher Resource, LLC., 2263 

Minnesota; State Hazardous Waste Management 
Program Revisions, 36879 

Mississippi; Infrastructure Requirements for 
1997 8-Hour Ozone National Ambient Air 
Quality Standards, 41123 

Mississippi; Prevention of Significant 
Deterioration; Nitrogen Oxides as a 
Precursor to Ozone; Correction, 2589 

Missouri, 43598 

Missouri; Clean Air Act; Requirements, 40619 

Missouri; Operating Permits Program, 77701 

Missouri; Operating Permits Program; Revision, 
4076 

Missouri; Revision of Standards, 11083 

Mitigatation of Misfueling of Vehicles and 
Engines With Gasoline Containing Greater 
Than Ten Volume Percent Ethanol; 
Modifications to the Reformulated and 
Conventional Gasoline Programs, 44406 

Montana; Attainment Plan for Libby, MT; 
PM2.5; Plan Revisions, 14584 

Montana; Infrastructure Requirements for 1997 
8-hour Ozone National Ambient Air 
Quality Standard, 43918 

Nebraska; Greenhouse Gas Permitting Authority 
and Tailoring Rule; Revision, 15852 

Nebraska; National Ambient Air Quality 
Standards; Revisions, 40258 

Nevada, Clark County; Determination of 
Attainment, 17343 

New Hampshire; Determination of Attainment 
of 1997 Ozone Standard, 14805 

New Jersey; Control Technology for Oxides of 
Nitrogen, 70352 

New Jersey; Portland Generating Station; SO2 
Emissions, 69052 

New Mexico; Albuquerque/Bernalillo County; 
Greenhouse Gas Tailoring Rule; Revisions 
81836 

New Mexico; Infrastructure Requirements for 
1997 8-Hour Ozone and Fine Particulate 
Matter National Ambient Air Quality 
Standards, 41698 

New Mexico; Interstate Transport of Pollution 
Affecting Visibility, 52388 

New Mexico; Sunland Park Maintenance Plan, 
28181 

New Source Review Program; Implementation, 
28646 


New York; Incorporated by Reference 
Materials; Revised Format, 41705 

New York; Progress Plans, Inventories, 
Contingency Measures and Motor Vehicle 
Emissions Budgets, 51264 

North Carolina; Clean Smokestacks Act, 59250 

North Carolina; Greensboro-Winston-Salem- 
High Point; 1997 Annual Fine Particulate 
Matter, etc.; Correction, 71455 

North Carolina; Hickory-Morganton-Lenoir; 
1997 Annual Fine Particulate Matter, etc.; 
Correction, 71452 

North Dakota; Air Pollution Control Rules; 
Revisions, 68317 


Ohio; Cincinnati-Hamilton; Redesignation, 
80253 

Ohio; Control of Emissions of Organic 
Materials Not Regulated by Volatile 
Organic Compound Rules, 51901 

Ohio; Oxides of Nitrogen Budget Trading 
Program, 11082 

Ohio; Volatile Organic Compound Reinforced 
Plastic Composites Production Operations 
Rule, 41086 

Ohio and Indiana; Cincinnati-Hamilton Area; 
1997 Annual Standard for Fine Particulate 
Matter; Redesignation 76048 

Ohio and Indiana; Redesignations, 64825 

Ohio and West Virginia; Determinations of 
Attainment of 1997 Annual Fine Particle 
Standards, etc., 56641 

Ohio, Cleveland; Lithographic and Letterpress 
Printing; Volatile Organic Compound 
Emission Control Measures, 18893 

Oil Pollution Prevention, Spill Prevention, 
Control, and Countermeasures; 
Amendment, 64245 

Oklahoma; Interstate Transport of Pollution, 
81838 

Oklahoma; Interstate Transport of Pollution 
Affecting Visibility, etc., 81728 

Oregon; Clean Air Act; Revisions, 78571 

Oregon; New Source Review, etc., 80747 

Pennsylvania; Adoption of Control Techniques 
Guidelines for Large Appliance and Metal 
Furniture Coatings, 29649, 52867 

Pennsylvania; Control of Nitrogen Oxides 
Emissions from Glass Melting Furnaces, 
42558, 52283 

Pennsylvania; Control of Particulate Matter 
Emissions from the Operation of Outdoor 
Wood-Fired Boilers, 58114 

Pennsylvania; Diesel-Powered Motor Vehicle 
Idling Act, 45705 

Pennsylvania; Flat Wood Paneling Surface 
Coating Processes, 31856 

Pennsylvania; Harrisburg Areas; Determinations 
of Attainment of 1997 Fine Particle 
Standard, 45424 

Pennsylvania; Inspection and Maintenance 
Program Quality Assurance Protocol, etc., 
32321 

Perchloroethylene Air Emission Standards for 
Dry Cleaning Facilities, 30545 

Protection of Stratospheric Ozone; Significant 
New Alternatives Policy Program, 61269 

Protocol Gas Program; Air Emission Testing; 
Competency Requirements, 17288 

Protocol Gas Verification Program and 
Minimum Competency Requirements for 
Air Emission Testing; Corrections, 50129 

Requests for Modification of Toxic Substances 
Control Act Section 5 Significant New Use 
Notice Requirements, 30835 

South Carolina; Infrastructure Requirements for 
1997 8-Hour Ozone National Ambient Air 
Quality Standards, 41111 

South Carolina; Materials Incorporated by 
Reference; Correction, 64017 

South Carolina; Negative Declarations for 
Groups I, Il, Ill and IV, 72844 

South Carolina; Prevention of Significant 
Deterioration and Nonattainment New 
Source Review, etc., 36875 

South Carolina; Update to Materials 
Incorporated by Reference, 22817 

South Dakota; Infrastructure Requirements for 
1997 8-hour Ozone National Ambient Air 
Quality Standards, 43912 

Tennessee; Nashville Area; Section 110(a)(1) 

Maintenance Plan for 1997 8-Hour Ozone 

Standards, 5078 
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Texas; 1997 Ozone and the 1997 and 2006 
PM2.5 NAAQS; Requirements, 81371 
Texas; Control of Air Pollution by Permits for 
New Construction or Modification, 56982, 
67600 

Texas; Control of Air Pollution, etc.; Revisions, 
1525 

Texas; Emissions Banking and Trading of 
Allowances Program, 15 

Texas; New Source Review; Definition, 71260 

Texas; Permit Renewals; Revisions, 70354 

Texas; Permits for New Construction, 44271 

Texas; Prevention of Significant Deterioration 
Program, 25178 

Texas; State-Initiated Changes, 12283 

Texas; Volatile Organic Compound Emissions 
from Consumer Related Sources; 
Revisions, 10249 

Utah; Infrastructure Requirements for 1997 8- 
hour Ozone National Ambient Air Quality 
Standard, 43898 

Vermont; Control Technology for 1997 8-Hour 
Ozone Standard, 42560 

Virginia; 8-hour Ozone Standard; Updates, 2829 

Virginia; Clean Air Interstate Rule Emissions 
Trading Program; Revisions, 52275 

Virginia; General Conformity Requirements, 
77150 

Virginia; Greenhouse Gas Permitting Authority 
and Tailoring Rule; Revision, 27898 

Virginia; Lead Standards and Related Reference 
Conditions, etc.; Revision, 4537 

Virginia; Lead Standards, etc.; Adoption, 22814 

Virginia; Materials Incorporated by Reference; 
Update, 71881 

Virginia; Nitrogen Dioxide Standard; Revision, 
36326, 36329 

Virginia; Nitrogen Oxides Budget Trading 
Program; Revision, 68638 

Virginia; Open Burning Regulations; Revisions, 
13511 

Virginia; Permits for Major Stationary Sources 
and Major Modifications Locating in 
Prevention of Significant Deterioration 
Areas, 54706 

Virginia; Regulation Provisions; Amendments, 
3023 

Virginia; Revised Lead Standards and Related 
Reference Conditions, etc.; Withdrawal, 
14805 

Virginia; Transportation Conformity 
Regulations, 64823 

Virginia; Volatile Organic Compound; 
Definition Revision, 8298 

West Virginia; 8 Hour Maintenance Plan; 
Revisions, 56975 

West Virginia; Charleston Area; 2006 Fine 
Particulate Standard, 71450 

West Virginia; Determination of Attainment, 
etc., 62640 

West Virginia; Infrastructure Requirements for 
1997 8-Hour Ozone and 1997 and 2006 
Fine Particulate Matter Standards, 47062 

West Virginia; Kentucky; Ohio; Huntington- 
Ashland Nonattainment Area; 
Determinations of Attainment of 1997 
Annual Fine Particulate Standards, 55542 

West Virginia; Motor Vehicle Emission 
Budgets, etc.; Correction, 79539 

West Virginia; Permits for Construction, 30832 

West Virginia and Ohio; Parkersburg-Marietta 
and Wheeling; Determinations of 
Attainment of the 1997 Annual Fine 
Particle Standard, 75464 

Wisconsin; Hazardous Waste Management 
Program; Approval, 26616 


Wisconsin; Milwaukee-Racine and Sheboygan 
Areas; 1997 8-hour Ozone Standard; 
Withdrawal, 5078 

Wisconsin; Particulate Matter Standard, 5270 

Indiana; Prevention of Significant Deterioration 
Greenhouse Gas Tailoring Rule, 59899 

Air Quality Implementation Plans; Approvals and 
Promulgations; Various States: 

California; Regional Haze and Interstate 
Transport, 34872, 34876 

Indiana; Limits for Cargill Hammond Facility, 
20846 

Indiana; Stage I Vapor Recovery Rule, 20850 

Kentucky; Maintenance Plans for the 1997 8- 
Hour Ozone Standards, etc., 20853 

Louisiana; Clean Air Act; Revisions, 38977 

Minnesota; Update, 49303 

North Carolina; Prevention of Significant 
Deterioration and Nonattainment New 
Source Review Rules, 49313 

Oregon; Regional Haze State Implementation 
Plan and Interstate Transport Plan, 38997 

Pennsylvania; Materials Incorporated by 
Reference; Update, 38992 

Air Quality Implementation Plans; Attainment 
Areas: 

Alabama, Georgia, and Tennessee: 
Determination of Attaining Data for the 
1997 Annual Fine Particulate Standard for 
+, 31239 

Columbia Falls and Libby Nonattainment Areas, 
Montana; PM1, 5280 

Air Quality Implementation Plans; Designation of 
Areas: 

Baton Rouge, LA; 1997 8-Hour Ozone 
Standard; Redesignation, 74000 

Birmingham, AL; Determination of Attaining 
Data for the 1997 Annual Fine Particulate 
Standard, 38023 

California; PM-10; Technical Amendment, 
15219 

Charlotte-Gastonia-Rock Hill, NC and SC; 1997 
8-Hour Ozone Standard, 70656 

Georgia; Atlanta; Determination of Attainment 
for the 1997 8-Hour Ozone Standards, 
36873 

Georgia; Atlanta; National Ambient Air Quality 
Standards, 76620 

Kentucky; Cincinnati-Hamilton Nonattainment 
Area; Redesignation, 77903 

Kentucky and Indiana; Louisville; 
Determination of Attainment by Applicable 
Attainment Date for 1997 Annual Fine 
Particulate Standards, 55544 

Tennessee; Redesignation of Knoxville 
Attainment Area, 12587 

Air Quality Implementation Plans; Disapprovals: 

Alabama; Interstate Transport Submission for 
2006 24-hour PM2.5 Standards, 43128 

California; Interstate Transport, 43149 

Colorado; Construction Permit Program, 
Regulation 3; Revision to Definitions, 6331 

Colorado; Regulation 1; Revisions, 4540 

Georgia; Interstate Transport Submission for 
2006 24-hour PM2.5 Standards, 43159 

Indiana and Ohio; Disapproval of Interstate 
Transport State Implementation Pian 
Revision, 43175 

Kansas; Interstate Transport State 
Implementation Plan Revision, 43143 

Kentucky; Interstate Transport Submission for 
2006 24-hour PM2.5 Standards, 43136 

Missouri; Interstate Transport State 
Implementation Plan Revision, 43156 

Montana; Administrative Rules; Revisions, 
40237 


New Jersey and New York; Interstate Transport 
State Implementation Plan; Revision, 
43153 
North Carolina; Interstate Transport Submission 
for 2006 24-hour PM2.5 Standards, 43167 
Utah; New Source Review Rules; Revisions, 
41712 
Wyoming; Infrastructure Requirements for 1997 
8-hour Ozone National Ambient Air 
Quality Standard; Revisions, 44265 
Air Quality Implementation Plans; Failures: 
2006 Fine Particulate Matter (PM2.5) NAAQS, 
55577 
Air Quality Implementation Plans; Various States: 
California; San Joaquin Valley Unified Air 
Pollution Control District; Revisions, 
68103, 68106 
Air Quality Plans; Designations Areas: 
Alabama, Tennessee, and Georgia; Chattanooga 
and Macon; Determination of Attainment 
by Applicable Attainment Date for 1997 
Annual Fine Particulate Standards, 55774 
Georgia; Rome; Determination of Attainment by 
Applicable Attainment Date for 1997 
Annual Fine Particulate Standards, 55776 
Approval and Promulgation of Air Quality 
Implementation Plans: 
California; Interstate Transport, 34608 
Approvals of Clean Air Act Prevention of 
Significant Deterioration Permits: 
Avenal Power Center, LLC to Construct Avenal 
Energy Project, 55799 
Attainment Areas: 
Columbia Falls and Libby Nonattainment Areas, 
Montana; PM1, 5280 
Extension of Attainment Date for the Charlotte- 
Gastonia-Rock Hill, North Carolina-South 
Carolina 1997 8-Hour Ozone Moderate 
Nonattainment Area, 31245 
Indiana; National Ambient Air Quality 
Standards; Correction, 40262 
Pennsylvania; Determination of Attainment for 
the Pittsburgh-Beaver Valley 8-Hour 
Ozone, 31237 
Attainments: 
Columbia Falls and Libby Nonattainment Areas, 
Montana; PM1, 5280 
Idaho; 1997 8-Hour Ozone Standard, 33651 
Illinois; 1997 8-Hour Ozone Standard, 33647 
Missouri; 1997 8-Hour Ozone Standard, 33647 
Nevada; PM-10; Truckee Meadows, 21807 
Oregon; Interstate Transport of Pollution; 
Maintenance Requirements, 33650 
Saint Louis Nonattainment Area; Illinois and 
Missouri; 1997 Annual Fine Particle 
Standard, 29652 
California; State Implementation Plan; Revisions 
California; Air Resources Board; Consumer 
Products, 27613 
Certain Chemical Substances; Withdrawal, 75794 
Clarifications to Indian Tribes Clean Air Act 
Regulatory Requirements, 23876 
Clean Alternative Fuel Vehicle and Engine 
Conversions, 19830 
Clean Water Act: 
Community Right-to-Know Toxic Chemical 
Release Reporting: 
Hydrogen Sulfide, 64022 
Hydrogen Sulfide; Lifting of Administrative 
Stay; Correction, 69136 
OMB Approvals under Paperwork Reduction 
Act; Technical Amendment, 69134 
Continuous Emission Monitoring; CFR Correction, 
18415 
Contractor Performance Information, 39015 
Control of Emissions from New and In-Use 
Marine Compression-Ignition Engines and 
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Vessels; CFR Correction, 20550, 25246, 
26620 
Deferment of Sanctions: 
California; San Joaquin Valley Unified Air 
Pollution Control District, 45199 
Designation Areas: 
Florida; Jefferson County, KY; Forsyth, 
Mecklenburg, and Buncombe Counties, NC 
and South Carolina, 22822 
Designation, Reportable Quantities and 
Notification Requirements, 9665 
Determination of Attainment: 
Columbia Falls and Libby Nonattainment Areas, 
Moniana; PM1, 5280 
Determinations To Defer Sanctions: 
Califronia; San Joaquin Valley Unified Air 
Pollution Control District, 76046 
Federal Aquatic Life Water Quality Criteria; 
Wisconsin; Withdrawal, 57646 
Finding of Inadequacy: 
Call for Utah State Implementation Plan 
Revision, 21639 
Fuel and Fuel Additives: 
Olefins in Gasoline; Alternatives, 65382 
Fuels and Fuel Additives: 
Renewable Fuel Standard Program; CFR 
Correction, 18066 
Fugitive Emissions: 
Stay and Revisions, 17548 
Grants Program to Indian Tribes; Guidelines, 709 
Greenhouse Gas; Mandatory Reporting: 
Confidentiality Determinations; Amendments to 
Special Rules, 30782 
Deadline for Year 2010 Data Elements; 
Extension, 14812 
Petroleum and Natural Gas Systems Category; 
Revisions, 80554 
Greenhouse Gas Emissions Standards and Fuel 
Efficiency Standards for Medium- and 
Heavy-Duty Engines and Vehicles, 57106 
Greenhouse Gas Emitting Sources: 
Oklahoma; Update of Cross-References, 11963 
Greenhouse Gases; Mandatory Reporting: 
Clean Air Act; Correction, 64010 
Electronics Manufacturing to Provide 
Flexibility; Changes, 59542 
Petroleum and Natural Gas Systems; Grant of 
Reconsideration, 22825 
Petroleum and Natural Gas Systems; Revisions, 
59533 
Reporting Date for Certain Data Elements; 
Change, 53057 
Greenhouse Gas Permitting Authority and 
Tailoring Rule: 
Kansas; Prevention of Significant Deterioration; 
Withdrawal, 9658 
Greenhouse Gas Sources; Various States: 
Alabama; Removal of Limitations, 5272 
Mississippi; Removal of Limitations, 5274 
Greenhouse Gas Tailoring: 
North Carolina; Prevention of Significant 
Deterioration, 64240 
Greenhouse Gas Tailoring Rule: 
Alaska; Prevention of Significant Deterioration, 
7116 
Georgia; Prevention of Significant Deterioration 
and Fine Particulate Matter; Revision, 
55572 
Iowa; Prevention of Significant Deterioration; 
Revision, 67067 
New Mexico; Prevention of Significant 
Deterioration; Revisions, 43149 
Hazardous Air Pollutants for Source Categories; 
CFR Correction, 74708 
Hazardous Substances: 
Designation, Reportable Quantities, and 
Notification; Technical Amendment, 55583 
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Hazardous Waste Management Program: 
California; Authorizations; Revisions, 62303 
North Carolina; Revisions, 6561 
Oklahoma; Application for Revisions, 18927 
Hazardous Waste Management Programs: 
Florida; Revisions, 6564 
Louisiana; Revisions, 37021 
Hazardous Waste Management System: 
Identification and Listing; Final Exclusion, 
16534 
Identification and Listing of Hazardous Waste; 
Final Exclusion, 72311, 74709 
Identifying and Listing Hazardous Waste 
Exclusion, 4823 


Hazardous Waste Manifest Printing Specifications, 


36363 

High Production Volume Chemicals: 

Chemical Substances; Testing, 1067 

Identification of Non-Hazardous Secondary 
Materials that are Solid Waste, 15456 

Industrial, Commercial, and Institutional Boilers, 
Heaters, and Solid Waste Incineration Units, 
28662 

January 2011 AP-42 Method for Estimating Re- 


Entrained Road Dust from Paved Roads, 6328 


Land Disposal Restrictions: 


Nevada and California; Selenium Bearing Waste 


Treatment, 18921 
Oil Pollution Prevention; CFR Correction, 
18894 
Site Specific Treatment Variance; Beatty, NV; 
Withdrawal, 30027 
Treatment Standards for Carbamate Wastes; 
Revision, 34147 
Lead; Clearance and Testing Requirements; 
Renovation, Repair and Painting Program, 
47918 
Protection of Stratospheric Ozone; Adjustments 
to the Allowance System; Production, 
Import, and Export, 47451 
Limited Federal Implementation Plan; Prevention 
of Significant Deterioration: 


Mandatory Reporting of Greenhouse Gases, 73886 


Mandatory Reporting of Greenhouse Gases; 
Additional Sources of Fluorinated GHGs: 
Extension of Best Available Monitoring 
Provisions for Electronics Manufacturing, 
36339 
Method 301 - Field Validation of Pollutant 
Measurement Methods from Various Waste 
Media, 28664 
Motor Vehicle Fuel Economy Label; Correction, 
54932 
Motor Vehicle Fuel Economy Label; Revisions 
and Additions, 39478 
National Ambient Air Quality Standards: 
2006 24-Hour Fine Particle; Air Quality 
Designations; Corrections, 6056 
2006 24-Hour Fine Particle, etc.; Designations; 
Corrections, 14812 
National Emission Standards: 
Area Source Standards for Prepared Feeds 
Manufacturing; Amendments, 80261 
Arizona, Maricopa County Air Quality 
Department; California, Santa Barbara 
County Air Pollution Control District, 
14807 
Chemical Manufacturing Area Sources, 13514 
Gasoline Distribution Bulk Terminals, Plants, 
and Facilities, 4156 
Gold Mine Ore Processing and Production Area 
Source Category, 450 
Hazardous Air Pollutant Emissions for Primary 
Lead Processing, 70834 
Industrial, Commercial, and Institutional Boilers 
and Process Heaters, 15554, 15608 
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Internal Combustion Engines, 12863 
Plating and Polishing, 35744 
Portland Cement Manufacturing Industry and 

Standards of Performance for Portland 
Cement Plants; Amendments, 2832 
Portland Cement Manufacturing Industry 
Performance Standards, 28318 
Shipbuilding and Ship Repair; Wood Furniture 
Manufacturing, 72050 
National Emission Standards for Hazardous: 
Plating and Polishing; Air Pollutants for Area 
Sources; Withdrawal, 57913 
National Emission Standards for Hazardous Air 
Pollutants From Petroleum Refineries, 42052 
National Oil and Hazardous Substance Pollution 
Contingency Plans: 
Tar Lake Superfund Site; Deletion, 70057 
National Oil and Hazardous Substances Pollution 
Contingency Plan: 
AT&SF Albuquerque Superfund Site; Revisions, 
11350 
Coker’s Sanitation Service Landfills Superfund 
Site; Deletion, 32081 
International Smelting and Refining Superfund 
Site; Deletion, 49324 
National Priorities List, 57662 
National Priorities List; Barceloneta Landfill 
Superfund Site; Deletion, 51266 
National Priorities List; California Gulch 
Superfund Site; Deletion, 58404 
National Priorities List; Deletion of Palmer 
Barge Line Superfund Site, 76314 
National Priorities List; Hipps Road Landfill 
Superfund Site; Deletion, 41719, 81840 
National Priorities List; Hiteman Leather; 
Deletion, 77388 
National Priorities List; Palmer Barge Line 
Superfund Site; Deletion, 45432 
National Priorities List; Port Arthur Superfund 
Site; Deletion, 76048 
National Priorities List; Withdrawal, 42055, 
56294, 57661 
National Priorities List— 
Pasley Solvents and Chemicals, Inc. Superfund 
Site; Deletion, 50133 
Sayreville Landfill Superfund Site; Deletion, 
50414 
State Marine of Port Arthur Superfund Site; 
Deletion, 45428 
National Priorities List: 
Final Rule No., 1, 13089 
National Oil and Hazardous Substance Pollution 
Contingency Plan, 30027 
Norwood PCBs Superfund Site; Deletion, 18066 
Spiegelberg Landfill Superfund Site; Deletion, 
20546 
New Alternatives Policy Program: 
Motor Vehicle Air Conditioning; Protection of 
Stratospheric Ozone, 17488 
New Jersey; SO2 Emissions from the Portland 
Generating Station; Petition Revisions, 79541 
New Source Performance Standards; Various 
States: 
Iowa, Kansas, Missouri, and Nebraska, et al.; 
Updates, 10761 

New Use Rules: 

Nonattainment Areas: 

Arizona; Hayden, Nogales, Paul Spur/Douglas; 
PM10, 1532 

Baltimore, Maryland; One Year Extension, 
13289 

California; Sacramento; Metro 1-hour Ozone, 
28661 

Indiana; Prevention of Significant Deterioration 

and New Source Review Rules; 
Modifications, 40242 


Indiana, Kentucky, Louisville; 1997 Annual 
Fine Particle Standard, 12860 

Ohio; Control of Gasoline Volatility; 
Correction, 40246 

Pennsylvania; Allegheny County; Major 
Sources; Revisions, 34000 

Pennsylvania Portion of the Philadelphia- 
Wilmington-Atlantic City; 1997 8-Hour 
Moderate Ozone, 6559 

Nonattainment New Source Review: 

Reconsideration of Inclusion of Fugitive 

Emissions, 23489 
Oil Pollution Prevention: 

Milk and Milk Product Containers; 
Amendments, 21652 

Spill Prevention, Control, and Countermeasure 
Rule; Amendment, 72120 

Outer Continental Shelf Air Regulations: 

Alaska; Consistency Update, 37274 

Pesticides Requirements: 

Data for Antimicrobial; Notification to 
Secretaries of Agriculture and Health and 
Human Services, 22044 

Pesticides Research: 
Submission to Secretary of Agriculture, 71880 
Pesticide Tolerances: 

2, 4-D, 55814 

Abamectin; Avermectin, 69653 

Bispyribac-sodium, 5711 

Bromoxynil, 31485 

Chlorantraniliprole, 44815 

Cloquintocet-mexyl, 38033 

Clothianidin, 25240 

Cyhalofop-butyl, 82152 

Cyprodinil, 5691 

Dicamba, 55804 

Dichlormid, 16308 

Difenoconazole, 11344, 34877, 82157 

Ethiprole, 18915 

Etoxazole, 20537 

Fenamidone, 70890 

Fluazifop-P-butyl, 5696 

Fluazinam, 3026 

Flubendiamide, 16301 

Flubendiamide; Technical Amendment, 55272 

Fluopicolide, 22045 

Fluoxastrobin, 50893 

Flutriafol, 69642 

Fomesafen, 12877 

Glyphosate, 27268 

Glyphosate (N-(phosphonomethyl)glycine), 
19701 

Hexythiazox, 18895, 77703 

Indaziflam, 18899 

Isopyrazam, 61592 

Isoxaflutole, 76309 

Mancozeb, 18906 

Mefenoxam, 4542 

Mefenpyr-diethyl, 23898 

Metconazole, 50898 

Metiram, 23882 

Mevinphos, 38037, 40628 

Novaluron, 55807 

Prohexadione Calcium, 71459 

Propiconazole, 27261 

Propylene Oxide, 38036 

Prothioconazole, 61587 

Pyraflufen-ethyl, 31479 

Pyrasulfotole, 23891 

Saflufenacil, 27256, 76304 

Spirotetramat, 28675 

Sulfentrazone, 5704 

Tebuconazole, 54127 

Technical Amendments, 34883 

Tepraloxydim, 82146 

Tetrachlorvinphos; Extension, 57657 
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Tetraconazole, 53641 
Thiamethoxam, 50904 
Trifloxystrobin, 69648 
Triflusulfuron-methyl, 22620 
Amisulbrom, 59909 
Chlorantraniliprole; Correction, 59908 
Fluazifop-P-butyl, 59906 
Pesticide Tolerances; Exemptions: 
Sulfur Dioxide, 56644 
Pesticide Tolerances for Emergency Exemptions: 
Mandipropamid, 55799 
Petition Denials: 
Import Tolerances for Various Pesticides, 49318 
National Ambient Air Quality Standard for 
Sulfur Dioxide, 4780 
Protection of Stratospheric Ozone: 
2011 Critical Use Exemption from the Phaseout 
of Methyl Bromide, 60736 
Class I Ozone-Depleting Substances; Extension, 
77909 
Listing of Substitutes for Ozone-Depleting 
Substances; Hydrocarbon Refrigerants, 
78832 
Protocol Gas Verification Program: 
Minimum Competency Requirements for Air 
Emission Testing; Correction, 20536 
Renewable Fuel Standard Program: 
Fuels and Fuel Additives; Petitions Denial, 
15855 
Requirements for Preparation, Adoption, and 
Submittal of Implementation Plans; CFR, 
18870 
Review of National Ambient Air Quality 
Standards for Carbon Monoxide, 54294 
Revisions to the California State Implementation 
Plan: 
San Joaquin Valley Unified Air Pollution 
Control District, 69135 
Revocation of the Significant New Use Rule on 
a Certain Chemical Substance, 76300 
Safe Drinking Water Act: 
Analysis and Sampling Procedures, 37014 
Significant New Use Rules: 
Certain Chemical Substances, 61566 
Certain High Production Volume Chemicals; 
Third Group of Chemicals; Testing, 65385 
Cobalt Lithium Manganese Nickel Oxide, 47996 
Multi-walled Carbon Nanotubes, 26186 
Significant New Uses: 
2-Propen-l-one, 1-(4-morpholinyl)-; 
Modifications, 27910 
Standards of Performance for New Stationary 
Sources; CFR Correction, 10524, 38024 
Commercial and Industrial Solid Waste 
Incineration Units, 15704 
Hospital/Medical/infectious Waste Incinerators; 
Amendments, 18407 
Sewage Sludge Incineration Units, 15372 
Standards of Performance for Stationary 
Compression Ignition and Spark Ignition 
Internal Combustion Engines, 37954 
State Underground Storage Tank Program; 
Oregon; Approval, 57659 
Stay and Defer Sanctions: 
California; San Joaquin Valley Unified Air 
Pollution Control District, 59254 
Stays and Deferments of Sanctions: 
San Joaquin Valley Unified Air Pollution 
Control District, 56114, 56116 
Steam Generating Units: 
Performance Standards for Testing, 3517 
Testing: 
Certain High Production Volume Chemicals; 
Technical Correction, 4549 
Tolerance Actions: 
Aluminum tris(O-ethylphosphonate), Butylate, 
Chlorethoxyfos, Clethodim, et al., 23490 


Atrazine, Chloroneb, Chlorpyrifos, Clofencet, 
Endosulfan, et al., 56648 

Maneb, 40811 

Tolerance Exemptions: 

(S, S)-Ethylenediamine Disuccinic Acid 
Trisodium Salt, 6347 n-Octyl Alcohol and 
n-Decyl Alcohol, 6342 

2-Propenoic Acid, 2-Methyl-, Phenylmethy] 
Ester, Polymer with 2-Propenoic Acid, etc., 
41135 

2-Propenoic Acid, Polymer with Ethenylbenzene 
and (1-Methylethenyl) Benzene, Sodium 
Salt, 52875 

Amides, 69636 

Bacillus Thuringiensis eCry3.1Ab Protein in 
Corn, 14289 

Bacteriophage of Clavibacter Michiganensis 
Subspecies Michiganensis; Requirement, 
66187 

Butyl Acrylate-Methacrylic Acid-Styrene 
Polymer, 77709 

Carboxymethyl Guar Gum Sodium Salt and 
Carboxymethyl-Hydroxypropyl Guar, 
44811 

Chromobacterium subtsugae strain PRAA4-IT, 
55268 

Diethylene Glycol Mono Butyl Ether, 38026 

Escherichia Coli 0157:H7 Specific 
Bacteriophages, 20542 

Isobutane, 5687 

Lipase, triacylglycerol, 55264 

Methacrylic Acids, 69659 

Methacrylic Polymer, 69662 

Peroxyacetic Acid; Amendment, 11965 

Polyethylene Glycol, 70896 

Polymerized Fatty Acid Esters with 
Aminoalcohol Alkoxylates; Requirement, 
8895 

Potassium Benzoate, 12873 

Potassium Hypochlorite, 11340 

Pseudomonas Fluorescens Strain CL145A, 
52871 

Sodium and Potassium Salts of N-alkyl (C8- 
C18)-beta-iminodipropionic Acid, 6335 

Sodium Ferric Ethylenediaminetetraacetate; 
Requirements, 17556 

Isaria Fumosorosea Apopka Strain, 7, 59901 

Tolerance Exemptions: 1, 4-Benzenedicarboxylic 
Acid, Dimethyl Ester, Polymer with 1, 4- 
Butanediol, Adipic Acid, and Hexamethylene 
Diisocyanate, 

Clothianidin; Time-Limited, 7712 

Fludioxonil; Emergency Exemption, 7707 

Tolerance Requirements: 

Bacillus Thuringiensis eCry3.1Ab Protein in 
Corn; Exemptions, 57653 

Tolerances Exemptions: 

Aspergillus Flavus AF36; Requirements, 16297 

Carbon Dioxide, 25236 

Ethylene Glycol, 31471 

Metarhizium Anisopliae Strain F5, 26194 

Multiple Chemicals; Emergency Extensions, 
81393 

Transportation Conformity: 

MOVES Regional Grace Period Extension, 
63554 

Transportation Conformity Rule: 

MOVES Regional Grace Period Extension, 
75797 

Transport Rule Allowance Allocations to Existing 
Units; Data Availability, 42055 

TSCA Inventory Update Reporting Modifications; 
Chemical Data Reporting; Correction, 50816, 
54932 

Submission Period Suspension, 27271 

Virginia; Outer Continental Shelf Air Regulations 
Consistency; Update, 43185 
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California; Sacramento; Metropolitan Air 
Quality Management District; Revisions, 
43183 

National Emission Standards for Hazardous Air 
Pollutant Emissions: 

Group I Polymers and Resins; Marine Tank 
Vessel Loading Operations; 
Pharmaceuticals Production; and Printing 
and Publishing Industry, 22566 

PROPOSED RULES 

2017-2025 Model Year Light-Duty Vehicle GHG 
Emissions and CAFE Standards, 48758 

Air Quality and Implementation Plans; Approval 
and Promulgation: 

Interstate Transport of Fine Particulate Matter 
and Ozone, etc., 1109 

Air Quality Implementation Plan; Approval and 
Promulgation: 

California; Placer County Air Pollution Control 
District and Feather River Air Quality 
Management District; Revisions, 28944 

California; Sacramento Metropolitan Air Quality 
Management District, 28942 

California, Imperial County; Air Pollution 
Control District; Revisions, 7142 

Montana; National Ambient Air Quality 
Standards; Infrastructure Requirements 
Revisions, 28934 

National Emissions Standards; Secondary Lead 
Smelting, 29032 

Air Quality Implementation Plan; Designation 
Areas: 

Redesignation of Greensboro-Winston-Salem- 

High Point, NC, 59345 
Air Quality Implementation Plans; Approval and 
Promulgation: 

Alabama; 110(a)(1) and (2) Infrastructure 
Requirements for the 1997 8-Hour Ozone 
National Ambient Air Quality Standards, 
14611 

Alabama, Georgia, and Tennessee; Attainment 
for 1997 Annual Fine Particulate 
Standards, 31900 

Alaska; Municipal Solid Waste Landfill Permit 
Program, 303 

Alaska; Statewide I/M Program; Revision, 
55325 

Arizona; Stage II Gasoline Vapor Recovery 
Program; Changes, 61062 

Arkansas; Regional Haze Plan, 70952 

Arkansas; Regional Haze State Implementation 
Plan, etc., 64186 

California; 2007 South Coast PM2.5 Plan and 
2007 State Strategy, 41562 

California; 2008 San Joaquin Valley PM2.5 
Plan and 2007 State Strategy, 41338 

California; Air Resources Board, Consumer 
Products; Revisions, 62004 

California; Air Resources Board - In-Use 
Heavy-Duty Diesel-Fueled Truck and Bus 
Regulation, etc., 40652 

California; Antelope Valley Air Quality 
Management District; Revisions, 38589 

California; Determination of Termination of 
Section 185 Fees, 28696 

California; Determinations of Failure to Attain 
the One-Hour Ozone Standard, 56694 

California; Imperial County, Kern County, and 
Ventura County Air Pollution Control 
Districts; Revisions, 39357 

California; Imperial, Kern, and Ventura County 
Air Pollution Control Districts; Revisions, 
12306 

California; Interstate Transport of Pollution; 
Interference with Prevention of Significant 
Deterioration Requirement, 14616, 31263 
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Maintenance Requirements, 

California; Mojave Desert Air Quality 
Management District; Revisions, 29182 

California; Northern Sierra, Sacramento 
Metropolitan, and South Coast Air Quality 
Management Districts, 44535 

California; Northern Sonoma County Air 
Pollution Control District and Mendocino 
County Air Quality Management District; 
Revisions, 26224 

California; Placer and Ventura County Air 
Pollution Control Districts; Revisions, 
30080 

California; Placer County Air Pollution Control 
District; Revisions, 54993, 75857 

California; Placer County and Sacramento 
Metropolitan Air Quality Management 
District; Revisions, 71922 

California; Regional Haze and Interstate 
Transport Plan, etc., 13944 

California; Revisions, 62002 

California; Sacramento Metropolitan Air Quality 
Management District, Ventura County Air 
Pollution Control District, and Placer 
County Air Pollution Control District, 
61069 

California; San Joaquin Valley; Attainment Plan 
for 1997 8-hour Ozone Standard, 57846 

California; San Joaquin Valley; Unified Air 
Pollution Control District; Revisions, 
41745 

California; San Joaquin Valley Air Pollution 
Control District; Revisions, 40660 

California; San Joaquin Valley Unified Air 
Pollution Control District; New Source 
Review, 33181, 35167, 37044, 38340, 
45212, 56132, 56706, 76112 

California; Santa Barbara Air Pollution Control 
District, Sacramento Municipal Air Quality 
Management District, etc., 60405 

California; South Coast; Attainment Plan for 
1997 8-hour Ozone Standard, 57872 

California; South Coast Air Quality 
Management District; Revisions, 30896, 
40303, 47094, 72142, 78871 

California; Yolo-Solano Air Quality 
Management District, 55621 

California, San Joaquin Valley; Air Pollution 
Control District; Revisions, 298 

California, Santa Barbara; Air Pollution Control 
District, et al.; Revisions, 5319 

Clean Water Act; Analysis and Sampling 
Procedures; Data Availability, 77742 

Colorado; 1997 PM2.5 and 8-Hour Ozone 
NAAQS, etc.; Revisions, 21835 

Colorado; Construction Permit Program Fee 
Increases; Regulation 3; Revised 
Definitions, 30894 

Colorado; Interstate Transport of Pollution 
Revisions, etc., 8326 

Colorado; National Ambient Air Quality 
Standards; Infrastructure Requirements 
Revisions, 28707 

Connecticut; Determinations of Attainment of 
One-Hour Ozone Standard, 72377 

Connecticut; Infrastructure SIP for 1997 8-Hour 
Ozone National Ambient Air Quality 
Standards, 39797 

Connecticut; Prevention of Deterioration; 
Revision, 752 

Connecticut, Maine, New Hampshire, and 
Rhode Island; 1997 Ozone Standard, 16358 

Control of Emissions from New Highway 

Vehicles and Engines; Certification 

Requirements for Heavy-Duty Diesel 

Engines 32886 


Data Requirements; Extension, 302 

Definition of Volatile Organic Compounds; 
Exclusion, 64059 

Delaware; Adhesives and Sealants, 59087 

Delaware; Infrastructure State Implementation 
Plan Requirement; 2006 24-Hour PM2.5 
NAAQS, 2853 

Delaware; Lithographic Printing and Letterpress 
Printing; Amendments, 59089 

Delaware; Prevention of Significant 
Deterioration; Preconstruction Review 
Requirements, 26679 

Delaware; Regional Haze State Implementation 
Plan, 27973 

Delaware, Maryland, New Jersey, Pennsylvania; 
Determinations of Attainment, etc.; 
Withdrawal, 76929 

District of Columbia; Regional Haze State 
Implementation Plan, 70929 

District of Columbia, Maryland, and Virginia, 
58206 

District of Columbia, Maryland, and Virginia; 
Reasonabie Further Progress Plan, etc., 
38334 

District of Columbia, Maryland, Virginia, and 
West Virginia; Attainment of the 1997 Fine 
Particle Standard, etc., 68378 

Florida; Control of Hospital/Medical/Infectious 
Waste Incinerator Emissions from Existing 
Facilities, 80865 

Florida; Prevention of Significant Deterioration, 
20296 

Florida; Water Quality Standards, 79604 

Georgia; Infrastructure Requirements for the 
1997 8-Hour Ozone National Ambient Air 
Quality Standards, 75849 

Global Laboratory and Analytical Use 
Exemption for Essential Class I Ozone- 
Depleting Substances, 41747 

Idaho, 508 

Idaho; Regional Haze and Interstate Transport 
Plan, 1579 

Illinois; Royal Fiberglass Pools, Inc.; Adjusted 
Standard, 37300 

Illinois; Volatile Organic Compounds; 
Definition Revisions, 24846 

Indiana; Greenhouse Gas Tailoring Rule, 35380 

Indiana; Indiana Administrative Code; 
Amendment, 27973 

Indiana; Indianapolis Area; Redesignation, 
59599 

Indiana; Lake and Porter Counties; 
Redesignation 59600 

Indiana; Miscellaneous Metal and Plastic Parts 
Surface Coating Rules, 63574 

Indiana; Redesignation of the Evansville Area 
to Attainment of the Fine Particulate 
Matter Standard, 29695 

Indiana; Vehicle Inspection and Maintenance 
Programs; Removal, 2066 

Interstate Transport of Fine Particulate Matter 
and Ozone; Reduction, 63860 

Iowa; State Implementation Plan; Revision, 
9706 

Iowa, Kansas, Michigan, Missouri, Oklahoma, 
and Wisconsin; Interstate Transport of 
Ozone, 40662 

Kansas; 2006 24-Hour Interstate Transport State 
Implementation Plan; PM2.5 NAAQS; 
Revision, 14831 

Kansas; Finding of Substantial Inadequacy, 763 

Kansas; Regional Haze, 52604 

Kentucky; 110(a)(1) and (2) Infrastructure 

Requirements for 1997 8-Hour Ozone 

National Ambient Air Quality Standards, 

14626 


Kentucky; Regional Haze State Implementation 
Plan, 78194 

Kentucky; Visibility Impairment Prevention; 
Federal Class I Areas; Removal, 78193 

Louisiana; 1997 8-Hour Ozone Standards, etc., 
21682 

Louisiana; Control Volatile Organic Compound 
Emissions for Surface Coatings, and 
Graphic Arts; Revisions, 14602 

Louisiana; Determination of Termination of 
Section 185 Fees, 17368 

Louisiana; Regulatory Revisions, 10544 

Maine; Regional Haze, 73956 

Maryland; Adhesives and Sealants Rule, 51925 

Maryland; Adoption of Drum and Pail Coating 
Standards, 51314 

Maryland; Adoption of Plastic Parts and 
Business Machines Coating Standards, 
51922 

Maryland; Baltimore Nonattainment Area, 
72374 

Maryland; Control Techniques Guidelines for 
Flat Wood Paneling Coatings, 4578 

Maryland; Control Techniques Guidelines for 
Large Appliance Coatings; Adoption, 
27622 

Maryland; Definition of Fuel-Burning 
Equipment; Amendment, 9705 

Maryland; Infrastructure Requirements for the 
1997 8-Hour Ozone Standards, etc., 56130 

Maryland; Preconstruction Permitting 
Requirements for Electric Generating 
Stations, 47090 

Maryland; Transportation Conformity 
Regulations, 59344 

Massachusetts; Carbon Monoxide Maintenance 
Plan for Lowell; Revised, 9281 

Massachusetts and New Hampshire; One-Hour 
Ozone Standard, 77739 

Minnesota; Gopher Resource, LLC, 2293 

Minnesota; Hazardous Waste Management 
Program; Revision, 2618 

Mississippi; 110(a)(1) and (2) Infrastructure 
Requirements for 1997 8-Hour Ozone 
National Ambient Air Quality Standards, 
14631 

Mississippi; Lead-Based Paint Self-Certification 
Program Authorization, 56136 

Missouri, 43637 

Missouri; 2006 24-Hour Interstate Transport 
State Implementation Plan; PM2.5 
NAAQS; Revision, 14835 

Missouri; 8-Hour Ozone National Ambient Air 
Quality Standard; Control Technology, 
66013 

Missouri; Operating Permits Program, 77742 

Missouri; Operating Permits Program; Revision, 
4084 

Missouri; Revision of Standards, 11190 

Montana; Administrative Rules; Changes, 59338 

National Ambient Air Quality Standards for 
Particulate Matter; Review, 22665 

Nevada; PM-10; Truckee Meadows 
Nonattainment Area, etc., 10817 

Nevada; Regional Haze State Implementation 
Plan, 36450, 36468 

Nevada, Clark County; Determination of 
Attainment, 17373 

New Jersey; Motor Vehicle Enhanced 
Inspection and Maintenance Program, 
57691 

New Jersey; SO2 Emissions from the Portland 
Generating Station; Petition Revisions, 
79574 

New Mexico; Albuquerque/Bernalillo County; 

Fees for Permits and Administrative 

Actions, 68385 
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New Mexico; Infrastructure Requirements, etc., 
24421 

New Mexico; Interstate Transport of Pollution 
Affecting Visibility and Best Available 
Retrofit Technology Determination, 1578 

New Mexico; Retrofit Technology 
Determination, 491, 12305 

New Mexico; Sunland Park Maintenance Plan, 
28195 

New York; Motor Vehicle Enhanced Inspection 
and Maintenance Programs, 57696 

New York; Ozone Plan; Revision, 77178 

New York; Progress Plans, Emissions 
Inventories, Contingency Measures and 
Motor Vehicle Emissions Budgets, 17801 

North Carolina; Clean Smokestacks Act, 36468 

North Carolina; Lead-Based Paint Self- 
Certification Program Authorization, 56136 

North Carolina; Redesignation of the Hickory- 
Morganton-Lenoir, 58210 

North Carolina and South Carolina; Charlotte; 
the 1997 8-Hour Ozone Standards, 81901 

North Dakota; Air Pollution Control Rules; 
Revisions, 25652 

North Dakota; Regional Haze State 
Implementation Plan, etc.; Correction, 
58570, 60777 

Ohio; Huntington-Ashland Area; 1997 Annual 
Standard for Fine Particulate Matter; 
Redesignation, 79593 

Ohio; Volatile Organic Compound Reinforced 
Plastics Composites Production Operations, 
4835 

Ohio and Indiana; Redesignation of the Ohio 
and Indiana Portions Cincinnati-Hamilton 
Area, 64880 

Oklahoma; Infrastructure Requirements for 1997 
8-Hour Ozone and 1997 and 2006 PM2.5 
NAAQS, 70940 

Oklahoma; Interstate Transport of Pollution, 
64065 

Oklahoma; Regional Haze State Implementation 
Plan, etc., 16168 

Oregon; Interstate Transport of Pollution; 
Maintenance Requirements, 19292 

Oregon; Prevention of Significant Deterioration 
Rule; Revisions, 59090 

Oregon; Regional Haze, 12651 

Pennsylvania; Adhesives and Sealants, 53369 

Pennsylvania; Adoption of Control Techniques 
Guidelines for Large Appliance and Metal 
Furniture Coatings, 52917 

Pennsylvania; Control of Nitrogen Oxides 
Emissions from Glass Melting Furnaces, 
29180, 34021 

Pennsylvania; Control of Particulate Matter 
Emissions from Operation of Outdoor 
Wood-Fired Boilers, 41742 

Pennsylvania; Control Techniques Guidelines; 
Flat Wood Paneling Surface Coating 
Processes, 11983, 13567 

Pennsylvania; Diesel-Powered Motor Vehicle 
Idling Act, 45741 

Pennsylvania; Harrisburg Areas; Determinations 
of Attainment of 1997 Fine Particle 
Standard, 45482 

Pennsylvania; Inspection and Maintenance 
Program Quality Assurance Protocol, etc., 
32333 

Pennsylvania; Liberty-Clairton Nonattainment 
Area, 68699 

Pennsylvania; Pennsylvania Clean Vehicles 
Program, 68381 

Pennsylvania; Philadelphia- Wilmington, 
Pennsylvania-New Jersey-Delaware; 
Nonattainment Area, 67640 


Pennsylvania; Pittsburgh-Beaver Valley; 8-Hour 
Ozone Nonattainment Area, 6590 

Pennsylvania; Section 110(a)(2) Infrastructure 
Requirements, etc., 54410 

Perchloroethylene Air Emission Standards for 
Dry Cleaning Facilities, 30604 

Pesticides: 

Placer County Air Pollution Control District; 
Revisions, 67396 

Preliminary Regulatory Determinations for the 
Third Contaminant Candidate List, 31271 

Prevention of Significant Deterioration Program; 
Amendments, 82234 

Reasonably Available Control Technology for 
Oxides of Nitrogen for Specific Source in 
State of New Jersey, 47092 

Rome, Georgia; Attainment for 1997 Annual 
Fine Particulate Standards, 31898 

Secondary National Ambient Air Quality 
Standards for Oxides of Nitrogen and 
Sulfur, 46084 

Semiannual Regulatory Agenda, 40118 

South Carolina; Infrastructure Requirements for 
1997 8-Hour Ozone National Ambient Air 
Quality Standards, 14606 

South Carolina; Negative Declarations for 
Groups I, Il, Il and IV, 72885 

South Carolina; Prevention of Significant 
Deterioration and Nonattainment New 
Source Review, 13962, 16593 

South Coast Air Quality Management District, 
41744 

South Dakota; National Ambient Air Quality 
Standards; Revisions, 27622 

South Dakota; Regional Haze State 
Implementation Plan, 76646 

Tennessee; Prevention of Significant 
Deterioration and Nonattainment New 
Source Review Rules, etc., 75845 

Tennessee; Regional Haze State Implementation 
Plan; Limited Reopening of Comment 
Period, 33662, 44534 

Testing of Bisphenol A, 44535 

Texas; Definition of Modification of Existing 
Facility, 76673 

Texas; Infrastructure and Interstate Transport; 
Requirements, 58748 

Texas; New Source Review; Permit Renewals, 
32333 

Texas; New Source Review State 
Implementation Plan; General Definitions 
, etc., 42078 

Texas; Permits for New Construction, 44293 

Texas; Prevention of Significant Deterioration 
Program; Need for Error Correction, 4601 

Texas; State-Initiated Changes, 12307 

Texas; System Cap Trading Program; 
Withdrawal, 19739 

Texas; Volatile Organic Compound Emissions 
from Consumer Related Sources; 
Revisions, 10295 

Utah; Class I Ares; Smoke Management 
Requirements, 69217 

Utah; Infrastructure Requirements for the 1997 
8-Hour Ozone National Ambient Air 
Quality Standards, 29688 

Vermont; Control Technology for 1997 8-Hour 
Ozone Standard, 42612 

Virginia; 8-hour Ozone Standard; Updates, 2859 

Virginia; Clean Air Interstate Rule; Revisions, 
30600 

Virginia; Consumer and Commercial Products, 
69214 

Virginia; Deterioration Prevention; Revision, 
2070 

Virginia; General Conformity Requirements, 
77182 
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Virginia; Infrastructure Requirements for the 
1997 8-Hour Ozone Standards, etc., 41444 

Virginia; Lead Standards and Related Reference 
Conditions, etc.; Revision, 4578 

Virginia; National Ambient Air Quality 
Standard; Sulfur Dioxide; Amendments, 
63859 

Virginia; Nitrogen Dioxide Standard; Revision, 
36471 

Virginia; Nitrogen Oxides Budget Trading 
Program; Revision, 68698 

Virginia; Open Burning Regulations; Revisions, 
13569 

Virginia; Outer Continental Shelf Air 
Regulations; Update, 43230 

Virginia; Permits for Major Stationary Sources 
and Major Modifications Locating in 
Prevention of Significant Deterioration 
Areas, 29686 

Virginia; Transportation Conformity 
Regulations, 64881 

Virginia; Volatile Organic Compound; 
Definition Revision, 8330 

Washington; 1997 Ozone Standard; Correction, 
16365 

Washington; Extension of Comment Period, 
21691 

West Virginia; 8 Hour Maintenance Plan; 
Revisions, 57013 

West Virginia; Charleston; Determination of 
Clean Data for 2006 Fine Particulate 
Standard, 51927 

West Virginia; Ohio; Steubenville-Weirton 
Area; Determination of Clean Data, 61291 

West Virginia; Regional Haze State 
Implementation Plan, 41158 

West Virginia and Ohio; Parkersburg-Marietta, 
etc.; Determinations of Attainment of 1997 
Annual Fine Particle Standard, 43634 

Widespread Use for Onboard Refueling Vapor 
Recovery and Stage II Waiver, 41731 

Wisconsin; Hazardous Waste Management 
Program; Approval, 26681 


Air Quality Implementation Plans; Approvals and 


Promulgations; Various States: 

Colorado; Regulation Number 3; Revisions, 
4271 

Colorado; Revision to Definitions; Common 
Provisions Regulation, 4268 

Colorado; Smoke, Opacity and Sulfur Dioxide 
Rule Revisions; Regulation, 49391 

Illinois; Consumer Products and AIM Rules, 
66663 

Indiana: Limits at Cargill Hammond Facility, 
20906 

Kansas; Clean Air Act; Approval, 17599 

Minnesota; Rules Update, 49391 

Missouri; Clean Air Act; Approval, 17585 

National Ambient Air Quality Standards; 
Requirements, 23757 

National Ambient Air Quality Standards for 
Ozone, 23755 

Nebraska; Clean Air Act; Approval, 17592 

New Hampshire; Prevention of Significant 
Deterioration; Greenhouse Gas Permitting 
Authority and Tailoring Rule, 34630 

New Mexico; Greenhouse Gas Tailoring Rule; 
Revisions, 20907 

Ohio; Control of Emissions of Organic 
Materials Not Regulated Reasonably 20598 

Oklahoma; Regional Haze Plan, etc., 17584 


Air Quality Implementation Plans; Attainment 


Areas: 
Atlanta, Georgia; 1997 8-Hour Ozone 
Standards, 16718 


Air Quality Implementation Plans; Designation 


Areas: 
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Alabama; Birmingham; 1997 Annual Fine 
Particulate Matter, 70078 

Alabama; Birmingham; 2006 24 Hour Fine 
Particulate Matter, 70091 

Atlanta, GA; Determination of Attaining Data 
for 1997 Annual Fine Particulate Matter 
Standards, 56701 

Florida, Jefferson County, KY, Forsyth, 
Mecklenburg, and Buncombe Counties, 
NC, and South Carolina, 22861 

Georgia; Atlanta; 1997 8-Hour Ozone 
Standards, 77950 

Illinois; St. Louis MO-IL Area; 1997 8-hour 
Ozone Standard; Redesignation, 79579 

Kentucky; Cincinnati-Hamilton; 1997 Annual 
Fine Particulate Area, 65458 

Louisiana; Baton Rouge Redesignation; 1997 8- 
Hour Ozone Standard, 53853 

North Carolina; 1997 8-Hour Ozone National 
Ambient Air Quality Standards, 77952 

Air Quality Implementation Plans; Disapprovals: 

Alabama; Interstate Transport Submission for 
2006 24-hour PM2.5 Standard, 4588 

Colorado; Revision to Definitions; Common 
Provisions Regulation, 4268 

Georgia; Interstate Transport Submission for 
2006 24-hour PM2.5 Standard, 4584 

Indiana; Interstate Transport State 
Implementation Plan; Revision, 6376 

Kentucky; Interstate Transport Submission for 
2006 24-hour PM2.5 Standard, 4597 

Montana; Administrative Rules; Revisions, 6590 

Montana; Administrative Rules, etc.; Revisions, 
758 

New Jersey and New York; Interstate Transport 
State Implementation Plan Revision for 
2006 24-hour PM2.5 NAAQS, 4579 

North Carolina; Interstate Transport Submission 
for 2006 24-hour PM2.5 Standard, 4592 

Ohio; Interstate Transport State Implementation 
Plan; Revision, 6376 

Texas; 2006 24-hour PM2.5 NAAQS; Revision, 
20602 

Texas; Prevention of Significant Deterioration 
Program; Need for Error Correction, 4601 

Wyoming; Infrastructure Requirements for the 
1997 8-Hour Ozone National Ambient Air 
Quality Standards; Revisions, 29680 

Air Quality Plans; Designations Areas: 

Missouri and Illinois; St. Louis Nonattainment 

Area, etc., 78869 
Approvals and Promulgations of Air Quality 
Implementation Plans: 

Ohio; Reasonably Available Control 
Technology, Oxides of Nitrogen, Cleveland 
Ozone Non-Attainment, 48754 

ASTM International Standards for Mercury- 
Containing Thermometers; Revision, 2056 
Attainment Areas: 

Chattonooga, Tennessee, Georgia; 1997 Annual 
Fine Particulate Standards, 15895 

Georgia, Macon; 1997 Annual Fine Particulate 
Standards, 15892 

West Virginia, Kentucky, Ohio, Huntington- 
Ashland; 1997 Annual Fine Particulate 
Standard, 27290 

Attainments: 

Alabama, Birmingham; Data for 1997 Annual 
Fine Particulate Matter Standards, 20291 

Charlotte-Gastonia-Rock Hill, NC and SC; 1997 
8-Hour Ozone Standards, 20293 

Kentucky, Indiana, Louisville; Applicable Dates 
for 1997 Annual Fine Particulate 
Standards, 34935 

Ohio and West Virginia; Determinations for 
Four Nonattainment Areas, 28393 
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West Virginia; Charleston Area; Clean Data for 
Annual 1997 Fine Particle Standard, 41739 
California; CPV Sentinel Energy Project AB 1318 
Tracking System; Revision, 2294 
California; State Implementation Plan; Revisions, 
32113 
Certain Federal Aquatic Life Water Quality 
Criteria; Wisconsin; Withdrawal, 14351 
Clause for Compliance for Information Resources 
Management, 26235 
Clean Air Act: 
State Operating Permit for Carmeuse Stone and 
Lime; Petition, 74755 

Clean Water Act: 

Commercial and Industrial Solid Waste 
Incineration Units, 80452 

Data Call-in Order for Pesticide Tolerance: 

Fenamiphos, 54185 

Data Requirements for Plant-Incorporated 
Protectants (PIPs) and Certain Exemptions for 
PIPs; Pesticides, 14358 

Deferrals for CO2 Emissions from Bioenergy and 
Other Biogenic Sources, etc., 15249 

Definition of Solid Waste, 44094, 53376 

Determination of Attainment: 

Columbia Falls and Libby Nonattainment Areas, 
Montana; PM1, 5323 

Illinois, Missouri, Saint Louis Nonattainment 
Area; Fine Particle Standard, 12302 

Development of Emission-Estimating 
Methodologies for Animal Feeding 
Operations, 3060 

Drinking Water Regulatory Efforts, 8674 

Elemental Mercury Used in Barometers, 
Manometers, Hygrometers/Psychrometers, 
26225 

Emission Standards: 

Control of Air Pollution From Aircraft and 
Aircraft Engines; Test Procedures, 45012 

Emission Standards for Hazardous Air Pollutants 
for Polyvinyl Chloride and Copolymers 
Production, 29528 

Environmental Protection Agency Regulations; 
Improvements, 9988 

EPA Responses to State and Tribal 2008 Ozone 
Designation Recommendations: 

Availability and Public Comment Period, 78872 

Fuel and Fuel Additives: 

2012 Renewable Fuel Standards, 38844 

Alternative Test Method for Olefins in Gasoline, 
5319 

Greenhouse Gas; Mandatory Reporting: 

Petroleum and Natural Gas Systems; Revisions, 
37300 

Greenhouse Gas Emissions: 

Corporate Average Fuel Economy Standards; 
2017 and Later Model Year Light-Duty 
Vehicles, 76932 

Greenhouse Gas Emissions and Corporate Average 
Fuel Economy Standards; 2017 and Later 
Model Year Light-Duty Vehicle, 74854 

Greenhouse Gases; Mandatory Reporting: 

Clean Air Act; Correction, 64055 

Electronics Manufacturing and Petroleum and 
Natural Gas SystemsTechnical Revisions; 
Extension of Public Comment Period, 
61293 

Electronics Manufacturing and the Petroleum 
and Natural Gas Systems Categories; 
Revisions, 56010 

Greenhouse Gas Mandatory Reporting: 

Reporting Date for Certain Data Elements and 
Inputs to Emission Equations; Change, 
3062 

Greenhouse Gas Tailoring Rule: 

Missouri; New Source Review Reform, 66882 


New Mexico; Albuquerque/Bernalillo County; 
Prevention of Significant Deterioration; 
Revisions, 59334 

Hazardous and Solid Waste Management System: 

Disposal of Coal Combustion Residuals from 

Electric Utilities, 63252 
Hazardous Chemical Reporting: 

Revisions to the Emergency and Hazardous 
Chemical Inventory Forms (Tier I and Tier 
II), 48093 

Hazardous Waste Management Program: 

Ohio; Revision, 56708 

Oklahoma; Application for Revisions, 19004 
Hazardous Waste Management Programs: 

Florida; Revisions, 6594 

Louisiana; Revisions, 37048 

North Carolina; Revisions, 6594 

Hazardous Waste Management System: 

Identification and Listing of Hazardous Waste; 
Proposed Exclusion, 48073, 76677 

Identification and Listing of Hazardous Waste; 
Withdrawal, 59960 

Hazardous Waste Management Systems: 

Gulf West Landfill, TX; Delisting, 5110 

Hazardous Waste Management Systems: I 
Carbon Dioxide (CO2) Streams in Geologic 
Sequestration Activities, 55846 
Hazardous Waste Manifest Printing Specifications, 
36480 
Land Disposal Restrictions: 

Nevada and California; Selenium Bearing Waste 
Treatment, 19003 

Treatment Standards for Carbamate Wastes; 
Revision, 34200 

Mandatory Reporting of Greenhouse Gases, 47392 

Maryland; Baltimore; 1997 8-Hour Ozone 
Nonattainment Area; Reclassification, 54412 

Microbial Pesticide Definitions and Applicability, 
etc., 21294 

National Ambient Air Quality Standards: 

Carbon Monoxide, 8158 

National Emissions Standards: 

Ferroalloys Production, 72508 

Mineral Wool Production and Wool Fiberglass 
Manufacturing, 72770 

Primary Aluminum Reduction Plants, 76260 

National Emission Standards: 

2011 Critical Use Exemption from Phaseout of 
Methyl Bromide, 23769 

Area Source Standards for Prepared Feeds 
Manufacturing, 80314 

Arizona, Maricopa County Air Quality 
Department; State of California, Santa 
Barbara County Air Pollution Control 
District, 14839 

Coal- and Oil-Fired Electric Utility Steam 
Generating Units, etc., 38590 

Ferroalloys Production, 81903 

Hazardous Air Pollutants from Coal- and Oil- 
fired Electric Utility Steam Generating 
Units, etc., 23768 

Industrial, Commercial, and Institutional Boilers 
and Process Heaters, 80532, 80598 

Internal Combustion Engines, 12923 

Mercury Emissions from Mercury Cell Chlor- 
Alkali Plants, 13852 

Plating and Polishing, 35806 

Portland Cement Manufacturing Industry and 
Standards of Performance for Portland 
Cement Plants, 2860 

Primary Lead Smelting, 9410, 14636 

Pulp and Paper Industry, 81328 

Secondary Lead Smelting, 38591 

National Emission Standards for Hazardous Air 
Pollutants for Wool Fiberglass 
Manufacturing, 15266, 30604, 78872 
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Coal- and Oil-fired Electric Utility Steam 
Generating Units and Standards of 
Performance for Fossil-Fuel-Fired Electric 
Utility, Industrial-Commercial-Institutional, 
and Small Industrial-Commercial- 
Institutional St 

Polyvinyl Chloride and Copolymers Production; 
Extension of Comment Period, 42613 

Primary Lead Smelting, 21692 

National Oil and Hazardous Substance Pollution 
Contingency Plans: 

Lake Superfund Site; Deletion, 70105 

Pasley Solvents and Chemicals, Inc. Superfund 
Site; Deletion, 50164 

National Oil and Hazardous Substances: 

National Priorities List— 

Pollution Contingency Plan; Deletions, 510 

National Oil and Hazardous Substances Pollution 
Contingency Plan, 56362 

California; Feather River Air Quality 
Management District; Revisions, 76115 

Coker’s Sanitation Service Landfills Superfund 
Site; Deletion, 32115 

International Smelting and Refining Superfund 
Site; Deletion, 49397 

Martin-Marietta/Sodyeco Superfund Site; 
Deletion, 71500 

National Priorities List; Barceloneta Landfill 
Superfund Site; Deletion, 51316 

National Priorities List; Hipps Road Landfill 
Superfund Site; Deletion, 41751, 81904 

National Priorities List; Hiteman Leather; 
Deletion, 77457 

National Priorities List; Martin-Marietta- 
Sodyeco Superfund Site; Deletion, 60777 

National Priorities List; Palmer Barge Line 
Superfund Site; Deletion, 45484 

National Priorities List; Port Arthur Superfund 
Site; Deletion, 76118 

National Priorities List; Withdrawal, 57701 

Notice of Intent for Deletion of Palmer Barge 
Line Superfund Site, 76336 

Sayreville Landfill Superfund Site; Deletion, 
50441 

State Marine of Port Arthur Superfund Site; 
Deletion, 45483 

National Pollutant Discharge Elimination System; 
Animal Feeding Operations, 65431, 78599 

Cooling Water Intake Structures at Existing 
Facilities and Phase I Facilities, 43230 

Requirements for Cooling Water Intake 
Structures at Existing Facilities and Phase 
I Facilities, 22174 

National Priorities List, 57702 

National Oil and Hazardous Substances 
Pollution Contingency Plan; Partial 
Deletion of the California Gulch Superfund 
Site, 30081 

Norwood PCBs Superfund Site; Deletion, 18136 

Proposed Rule No., 4, 13113 

Spiegelberg Landfill Superfund Site; Deletion, 
20605 

New Jersey; Portland Generating Station; 
Petition Response, 30602 

New Jersey; Portland Generating Station, 19662 

New Source Performance Standards: 

California; San Joaquin Valley; Unified Air 
Pollution Control District; Revisions, 
52623 

National Emission Standards for Hazardous Air 
Pollutants Reviews; Oil and Natural Gas 
Sector; Correction, 53371, 65138 

Nitric Acid Plants; Review, 63878 

Oil and Natural Gas Sector; National Emission 
Standards for Hazardous Air Pollutants 
Reviews, 52738 


New Source Performance Standards; Review, 
65653 
Nonattainment Areas: 

Chicago and Metro-East St. Louis Ozone; 
Volatile Organic Compound Emission 
Control Measures, 74014 

Cincinnati-Hamilton; 1997 Annual Fine 
Particulate Standards, 32110 

Indiana; Prevention of Significant Deterioration 
and New Source Review Rules; 
Modifications, 40303 

Missouri and Illinois; Metropolitan Area; 
Determinations, 10815 

Pennsylvania; Allegheny County; Major 
Sources; Revisions, 34020 

Oil and Natural Gas Sector: 

New Source Performance and National 

Emission Standards; Reviews, 66886 
Oil Pollution Prevention; Spill Prevention, Control, 
and Countermeasure Rules: 

Compliance Date Amendment for Farms, 64296 

Operating Permits Program: 
Southern Ute Indian Tribe, 12926 
Order Granting Objections to Tolerances and 
Denying Request for a Stay: 
Sulfuryl Fluoride, 3422 
Outer Continental Shelf Air Regulations: 
California; Consistency Update, 15898 
Outer Continental Shelf Air Regulations 
Consistency Update for Alaska, 7518 
Partial Approvals and Partial Disapprovals of Air 
Quality Implementatioh Plans: 

California; San Joaquin Valley; Reasonably 
Available Control Technology for Ozone, 
55842 

Pest Declaration: 
Prion, 4602 
Pesticide Labels: 
Export Clarification, 18995 
Pesticide Petition Filed for Residues of Pesticide 
Chemicals in or on Various Commodities, 
49396 
Pesticide Petitions: 

Chemicals Residues; Various Commodities, 
33183, 39358, 43231, 36479, 17374, 22067 

Filed for Residues of Pesticide Chemicals in 
or on Various Commodities, 1542 

Residues of Pesticide Chemicals in or on 
Various Commodities, 36479, 82238 

Various Commodities, 55329, 69690 

Various Commodities; Withdrawal, 69692 

Pesticide Petitions Filed for Residues of Pesticide 
Chemicals in or on Various Commodities, 
53372 

Pesticides: 

Products Containing Nanoscale Materials, 41178 

Pesticides and Devices Labels: 

Pesticides Labels in Spanish and English; 
Requirements, 17607 

Pesticides Determinations: 

Policies Concerning Products Containing 
Nanoscale Materials, 35383 

Pesticide Tolerances: 

Amitraz, Bentazon, Bifenthrin, Chlorfenapyr, 
Cyfluthrin, Deltamethrin, et al., 34937 

Pesticide Applicator Certificates With 
Underlying State or Tribal Applicator 
Certificates, 37045 

Propylene Oxide, 17611 

Tetrachlorvinphos; Extensions of Time-Limited 
Interim, 33184 

Petitions Filed for Residues of Pesticide Chemicals 
in or on Various Commodities, 76674 

Petroleum Refining Industry Processed in a 
Gasification System, etc.; Denial, 5107 

Phosphorus Water Quality Standards; Florida 
Everglades, 38592 
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Prescription for Work Assignments, 26232 
Prion-Related Claims, 71294 
Proposed Approvals of Air Quality 
Implementation Plans: 
Indiana; Stage I Vapor Recovery Rule, 20910 
Protection of Stratospheric Ozone: 
2012 Critical Use Exemption from the Phaseout 
of Methyl Bromide, 65139 
Leak Repair Requirements, 9987 
Protections for Subjects in Human Research 
Involving Pesticides, 5735 
Protocol Gas Verification Program and Minimum 
Competency Requirements for Air Emission 
Testing; Corrections, 50164 
Public Water Systems: 
Unregulated Contaminant Monitoring 
Regulation; Revisions, 11713 
Receipt of Several Pesticide Petitions Filed for 
Residues of Pesticide Chemicals in or on 
Various Commodities, 61647 
Recreational Vehicles Regulations, 11980 
Regional Haze: 
Provisions Governing Alternatives, etc.; 
Revisions, 82219 
Regional Haze State Implementation Plans: 
Nevada; Extension of Comment Period, 43963 
Regulation of Fuels and Fuel Additives: 
2012 Renewable Fuel Standards; Public 
Hearing, 37703 
Responses to State and Tribal 2010; Designation 
Recommendations, 39798 
Retrofit Technology: 
Four Corners Power Plant; Navajo Nation, 
10530 
Retrospective Review under Executive Order, 
3563, 14840 
Safe Drinking Water Act: 
Perchlorate, 7762 
Secondary National Ambient Air Quality 
Standards for Oxides of Nitrogen and Sulfur; 
Extension, 59599 
Public Hearing, 48073 
Secretaries of Agriculture and Health and Human 
Services, 76335 
Significant New Use Rule on Certain Chemical 
Substance; Revocation, 27294 
Significant New Use Rules: 
Certain Chemical Substances, 81441, 81447 
Certain High Production Volume Chemicals; 
Fourth Group of Chemicals; Testing, 65580 
Glymes, 40850 
Phenol, 2, 4-dimethyl-6-(1-methylpentadecyl)-, 
81437 
Significant New Uses: 
Glymes; Extension of Comment Period, 55622 
Tris Carbamoyl Triazine; Modifications, 46678 
State and Tribal 2008 Lead Designation 
Recommendations, 36042 
Steam Generating Units: 
Performance Standards for Testing, 3587 
Tentative Approval of State Underground Storage 
Tank Program: 
Idaho, 76684 
Threshold Planning for Hazardous Substances, 
21299 
Tolerance Actions: 
Atrazine, Chloroneb, Chlorpyrifos, Clofencet, 
Endosulfan, et al., 25281 
Propylene Oxide, 79146 
Tolerance Crop Grouping; Program III, 69693 
Tolerance Orders: 
Sulfuryl Fluoride; Addendums, 19001 
Toxics Release Inventory Reporting: 
Facilities Located in Indian Country, 60781 
Transportation Conformity: 
MOVES Regional Grace Period Extension, 
63575 
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Underground Storage Tank Program: 
Oregon; Cancellation of Public Hearing, 21299 
Oregon; Tentative Approval, 11404 

Underground Storage Tanks: 

Secondary Containment, and Operator Training 
Requirements, 71708 
Water Quality Challenges in the San Francisco 
Bay/Sacramento-San Joaquin Delta Estuary, 
9709 


NOTICES 
Access in Litigation to Confidential Business 
Information: 

Transfer of Information to the United States 
Department of Justice and Parties to 
Certain Litigation, 7559 

Access to Confidential Business Information: 

Guident Technologies Inc. and Its Identified 
Subcontractors, 10360 

Guident Technologies, Inc. and Subcontractor, 
Impact Innovations Systems, Inc., 77816 

Protection Strategies Inc., 69722 

Access to Confidential Business Information; 
Authorizations: 

CGI Federal, Inc. and Subcontractor, Innovate, 
Inc., 77817 

Prins Solutions, Inc., 77224 

Access to Confidential Business Information by 
Primus Solutions, Inc., 9012, 23586, 37111, 
71018, 72403 

Acid Rain Program: 

Annual Adjustment Factors for Excess 
Emissions Penalty, 71559 

Adequacy Determination for Colorado Springs, 
Canon City, Greeley, Pagosa Springs, and 
Telluride: 


State of Colorado; Carbon Monoxide and PM10 


Maintenance Plans’ Motor Vehicle 
Emissions Budgets for Transportation 
Conformity Purposes, 46288 
Adequacy of Arizona Municipal Solid Waste 
Landfill Permit Program, 9772 
Adequacy Status for Transportation Conformity 
Purposes: 
Baton Rouge, LA, Maintenance Plan 8-Hour 
Ozone Motor Vehicle Emission Budgets, 
28223 


Houston-Galveston-Brazoria, TX Motor Vehicle 


Emission Budgets, etc., 4342 
Adequacy Status of 1997 Annual PM2.5 
Maintenance Plan Motor Vehicle Emissions 
Budgets: 
Greensboro/Winston-Salem/Highpoint, NC, 
24474 
Hickory-Morganton-Lenoir, NC, 24475 
Adequacy Status of Motor Vehicle Emissions 
Budgets: 
Submitted PM10 Maintenance Plan for 
Sacramento County, CA, 72404 
Adequacy Status of Portions of the Huntington/ 
Ashland Submitted Annual Fine Particulate 
Matter Maintenance Plan, 60492 
Administrative Settlement Agreement: 
Landfill and Development Superfund Site, 
Burlington County, NJ, 45552 
Agency Information Collection Activities; 


Proposals, Submissions, and Approvals, 1153, 


5800, 6780, 12728, 14390, 14655, 19766, 
20659, 26284, 26900, 31604, 33272, 33273, 
39870, 46794, 48161, 49469, 49471, 53123, 
55664, 63295, 66061, 68747, 74051, 76399, 
77225, 77817 
2011 Hazardous Waste Report, Notification of 
Regulated Waste Activity, and Part A 
Hazardous Waste Permit Application and 
Modification, 17414, 55665 
Air Emissions Reporting Requirements, 56750 


Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
9534 

Technical Guidelines and Scientific Methods: 

Quantifying GHG Emissions and Carbon 

Sequestration for Agricultural and Forestry 
Activities, 9534 

Air Stationary Source Compliance and 
Enforcement Information, 2904 

Application for Reference and Equivalent 
Method Determination, 19769, 44583 

Application for Registration of Pesticide- 
Producing and Device-Producing 
Establishments, etc., 73620 

Application for Reimbursement to Local 
Governments for Emergency Response to 
Hazardous Substance Releases, 41242, 
66063 

Application Requirements for the Approval and 
Delegation of Federal Air Toxics 
Programs, etc., 3627 

Asbestos-Containing Materials in Schools and 


Asbestos Model Accreditation Plans, 11450 


Background Checks for Contractor Employees 
and Drug Testing for Contract Employees, 
67182 

Certification of Pesticide Applicators, 38149 


Chemical-Specific Rules, TSCA Sec. 8(a), 4654 


Clean Air Act Tribal Authority, 20663 

Clean Water Act State Revolving Fund 
Program, 40723, 72918 

Community Right-to-Know Reporting 
Requirements, etc., 8363 

Confidential Financial Disclosure Form for 


Special Government Employees Serving on 


Advisory Committees, 28770 
Consolidated Air Rule for Synthetic Organic 

Chemical Manufacturing Industry, 9775 
Continuous Release Reporting Regulations 

under CERCLA, 37809, 67435 
Contractor Conflicts of Interest, 4343, 20661 


Contractor Cumulative Claim and Reconciliation 


Renewal, 81490 

Cooling Water Intake Structures New Facility, 
80363 

Cross-Media Electronic Reporting Rule, 5802, 
38150 

Detergent Gasoline, 9013 


Disinfectants/Disinfection Byproducts, Chemical 


and Radionuclides; Microbial; and Public 


Water System Supervision Program, 39092 


Disinfectants and Disinfection Byproducts, 
Chemical and Radionuclides, 76404 

Electric Arc Furnace Steelmaking Facilities, 
33274 

Environmental Impact Assessment of 
Nongovernmental Activities in Antarctica, 
2106 

EPA’s ENERGY STAR Product Labeling 
(Renewal), 11777 

EPA’s Light-Duty In-Use Vehicle and Engine 
Testing Program, 10024 

Establishing No-Discharge Zones Under Clean 
Water Act, 45553, 80360 

Exchange Network Grants Progress Report, 
37811 

Exchange Network Grants Progress Reports, 
59696 

Facility Ground-Water Monitoring 
Requirements, 48859 

Federal Implementation Plans under the Clean 
Air Act for Indian Reservations in Idaho, 
Oregon and Washington, 20662 

Final Authorization for Hazardous Waste 
Management Programs, 58492 

Focus Groups as Used by EPA for Economics 

Projects; Renewal, 62400 


Fuel and Fuel Additives, 61354 

Fuel Quality Regulations for Diesel Fuel Sold 
in 2001 and Later Years, etc., 80362 

General Administrative Requirements for 
Assistance Programs, 64942 

Hazardous Waste Generator Standards, 29237 

Hazardous Waste Specific Unit Requirements, 
and Special Waste Processes and Types, 
14656 

Identification, Listing and Rulemaking Petitions, 
48856 

Implementation of Oil Pollution Act Facility 
Response Plan Requirements, 38148 

Implementation of the Oil Pollution Act Facility 
Response Plan Requirements, 6130 

Importation of Nonroad Engines and 
Recreational Vehicles, 38151 

Lead-Based Paint Pre-Renovation Information 
Dissemination, 50479 

Municipal Solid Waste, Recycling, and Source 
Reduction Measurement in U.S., 46290 

National Emission Standards for Hazardous Air 
Pollutants for Paint Stripping, etc., 14658 

National Listing of Fish Advisories (Renewal), 
9774 

National Oil and Hazardous Substance Pollution 
Contingency Plan, 44580, 25331 

National Pollutant Discharge Elimination 
System Program, 58806, 81488 

Pesticides, etc., 

National Pretreatment Program, 80361 

National Refrigerant Recycling and Emissions 
Reduction Program (Renewal), 19090 

National Volatile Organic Compound Emission 
Standards for Aerosol Coatings, 10025, 
24476, 37347, 58495 

National Water Quality Inventory Reports, 
41243, 80933 

Natural Gas STAR Program, Renewal, 44581 

NESHAP for Benzene Emissions from Benzene 
Storage Vessels and Coke By-Product 
Recovery Plants, 7192 

NESHAP for Beryllium Rocket Motor Fuel 
Firing, 19768 

NESHAP for Cellulose Products Manufacturing, 
76401 

NESHAP for Chemical Recovery Combustion 
Sources at Kraft, Soda, Sulfite, and Stand- 
Alone Semichemical Pulp Mills, 68181 

NESHAP for Clay Ceramics Manufacturing, 
Glass Manufacturing and Secondary 
Nonferrous Metals Processing Area 
Sources (Renewal), 8362 

NESHAP for Engine Test Cells/Stands 
(Renewal), 58272 

NESHAP for Epoxy Resin and Non-Nylon 
Polyamide Production, 19767 

NESHAP for Friction Materials Manufacturing 
(Renewal), 58269 

NESHAP for Gasoline Distribution Bulk 
Terminals, Bulk Plants, Pipeline Facilities 
and Gasoline Dispensing Facilities, 81495 

NESHAP for Iron and Steel Foundry Area 
Sources, 81493 

NESHAP for Leather Finishing Operations 
(Renewal), 58265 

NESHAP for Marine Tank Vessel Loading 
Operation, 37346 

NESHAP for Pesticide Active Ingredient 
Production, 62805 

NESHAP for Primary Aluminum Reduction 
Plants, 14967 

NESHAP for Primary Copper Smelters 

_ (Renewal), 58270 

NESHAP for Pulp and Paper Production, 67436 

NESHAP for Solvent Extraction for Vegetable 
Oi! Production, 37349 
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NESHAP for Vinyl Chloride, 19771 
Notification of Episodic Releases of Oil and 
Hazardous Substances, 2105 
NSPS and NESHAP for Petroleum Refinery 
Sector Residual Risk and Technology 
Review, 5804 
NSPS for Asphalt Processing and Roofing 
Manufacture, 14657 
NSPS for Bulk Gasoline Terminals, 76407 
NSPS for Calciners and Dryers in Mineral 
Industries, 80935 
NSPS for Equipment Leaks of VOC in 
Petroleum Refineries, 8365 
NSPS for Glass Manufacturing Piants, 80927 
NSPS for Metal Coil Surface Coating, 80929 
NSPS for Metallic Mineral Processing Plants 
(Renewal), 77823 
NSPS for Municipal Solid Waste Landfills, 
80928 
NSPS for Municipal Waste Combustors 
(Renewal), 70127 
NSPS for Onshore Natural Gas Processing 
Plants, 7193 
NSPS for Petroleum Refineries, 80358, 80934 
NSPS for Polymeric Coating of Supporting 
Substrates Facilities, 37345 
NSPS for Portland Cement Plants, 33275 
NSPS for Primary and Secondary Emissions 
from Basic Oxygen Furnaces, 80364 
NSPS for Stationary Spark Ignition Internal 
Combustion Engines, 7191 
NSPS for Sulfuric Acid Plants, 76406 
NSPS for VOC Emissions From Petroleum 
Refinery Wastewater Systems, 7189 
Outer Continental Shelf Air Regulations, 58273 
Palos Verdes Shelf Seafood Consumption 
Survey, 31605 
PCBs, Consolidated Reporting and Recordkeeping 
Requirements, 55667 
Plant-Incorporated Protectants; CBI 
Substantiation and Adverse Effects 
Reporting, 4656 
National Ambient Air Quality Standard; 
Implementation, 30148 
Pre-Manufacture Review Reporting and 
Exemption Requirements for New 
Chemical Substances, etc., 76403 
Prevention of Significant Deterioration and 
Nonattainment Area New Source Review; 
Withdrawal, 72700, 76713, 78919 
Production Outlook Reports for Un-Registered 
Renewable Fuel Producers, 6781 
Protection of Stratospheric Ozone, 74055 
Protection of Stratospheric Ozone; Critical Use 
Exemption from the Phaseout of Methyl 
Bromide, 11447, 65721 
RCRA Expanded Public Participation, 76158 
Recordkeeping and Reporting Requirements for 
Motor Vehicle and Non-Road Diesel Fuel, 
51362 
Recordkeeping Requirements for Producers, 
Registrants, and Applicants of Pesticides 
and Pesticide Devices, 4653 
Reformulated Gasoline and Conventional 
Gasoline; Requirements for Refiners, 
Oxygenate Blenders, and Importers of 
Gasoline, 28768 
Regulation of Fuels and Fuel Additives; 
Gasoline Volatility, 24478 
Regulation of Fuels and Fuel Additives: 
Detergent Gasoline, 38648 
Regulatory Pilot Projects (Renewal), 11776 
Reporting and Recordkeeping for Asbestos 
Abatement Worker Protection, 4655 
Reporting and Recordkeeping Requirements for 
National Volatile Organic Compound 
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Emission Standards for Architectural 
Coatings, 68748, 80936 

Reporting and Recordkeeping Requirements 
Under the WasteWise Program, 6460, 
10022 

Reporting Requirements for BEACH Act Grants 
(Renewal), 58266 

Reporting Requirements under Emergency 
Planning and Community Right-to-Know 
Act, 44582 

Reporting Requirements under Environmental 
Protection Agency’s Climate Leaders 
Partnership; Renewal, 74053 

Reporting Requirements Under EPA’s Green 
Power Partnership and Combined Heat and 
Power Partnership, 81491 

Requirements and Exemptions for Specific 
RCRA Wastes, 42704, 80930 

Requirements for Control Technology 
Determinations for Constructed and 
Reconstructed Major Sources of Hazardous 
Air Pollutants, 55905 

Requirements for Generators, Transporters, and 
Waste Management Facilities under RCRA 
Hazardous Waste Manifest System, 58493 

Residential Lead-Based Paint Hazard Disclosure 
Requirements, 11451 

Revisions to the RCRA Definition of Solid 
Waste, 76159 

Safer Detergent Stewardship Initiative Program, 
11449 

Significant New Alternatives Policy Program; 
Renewal, 36914 

Significant New Alternatives Policy Program 
Final Rulemaking Under Title VI of the 
Clean Air Act Amendment, etc., 5366 

SmartWay Transport Partnership, 15972 

Source Compliance and State Action Reporting, 
39091 

Standardized Permit for RCRA Hazardous 
Waste Management Facilities, 48857 

State Operating Permit Program (Renewal) and 
Federal Operating Permit Program 
(Renewal), 77820 

State Program Adequacy Determination; 
Municipal Solid Waste Landfills, etc., 
58496 

State Small Business Stationary Source 
Technical and Environmental Compliance 
Assistance Programs Annual Reporting 
Form, 71339 

State Water Quality Program Management 
Resource Analysis, 44904 

Strategic Plan Information on Source Water 
Protection, 50726, 80932 

Submission of Invoices, and Related 
Information, 66715 

SunWise Program (Renewal), 9776 

Superfund Site Evaluation and Hazard Ranking 
System, 6782, 44585 

Title IV of 2002 Public Health Security and 
Bioterrorism Preparedness and Response 
Act; Drinking Water Security and Safety, 
8361 

Toxic Chemical Release Reporting, 7841, 30700 

Training and Accreditation and Standards for 
Lead-Based Paint Activities and 
Renovation, Repair, and Painting, 4657 

Transition Program for Equipment 
Manufacturers, 28771 

Transportation Conformity Determinations for 
Federally Funded and Approved 
Transportation Plans, 7560, 29235 

TSCA Training and Certification, Accreditation 
and Standards for Lead-Based Paint 
Activities, etc., 58268 


EPA 


Underground Injection Control Program, 51970 

Underground Storage Tank; Information 
Request Letters, etc., 12355 

Underground Storage Tanks, Technical and 
Financial Requirements and State Program 
Approval Procedures (Renewal), 11775 

Use of Surveys in Developing Improved 
Labeling for Insect Repellent Products, 
9574, 33751 

WasteWise Program, 36916 

Water Quality Standards, 38384 

Water Quality Standards Regulations, 76405 

Willingness To Pay Survey for Section 316(b) 
Existing Facilities Cooling Water Intake 
Structures, 3883 

Worker Protection Standard Training and 
Notification, 61689 

Ambient Air Quality Surveillance, 60020 


Ambient Air Monitoring Reference and Equivalent 


Methods: 
Designation of Four New Equivalent Methods, 
15974 
Designation of One New Equivalent Method, 
62402 


Amended Cancellation Orders: 


Foremost 4809-ES Insect-O-Fog, 44906 


Amendment of Inspector General’s Operation and 


Reporting System Investigative Files, 71019 


Amendments to Terminate Uses for Certain 


Pesticide Registrations: 
2-(Hydroxymethyl)-2-nitro-1, 3-propanediol 
(Tris Nitro), 53451 


Amendments to Use Deletion and Product 


Cancellation Orders: 
Fenamiphos, 61690 


Amendments to Use Deletion Cancellation Orders: 


Formetanate HCl, 71021 


Amendment to Agreement and Covenant Not to 


Sue: 
Pacific Wood Preserving of Oregon Lumber and 
Treating Superfund Site, Sheridan, OR, 
24479 


American Recovery and Reinvestment Act Buy 


American Waivers: 
Airway Heights, WA, 62403 
West Monroe, LA, 62404 


Applications for Emergency Exemptions: 


Diflubenzuron, 19092 
Dinotefuran, 11453 
Fipronil, 19093 
Sulfoxaflor, 33276 


Applications for Pesticide Experimental Use 


Permits, 56751 


Applications to Register New Uses: 


Pesticide Products, 79171 


Approval of Program Revision to the National 


Pollutant Discharge Elimination System 
Program; Alaska, 52658 


Approvals of Outer Continental Shelf Permits: 


Cape Wind Associates, LLC (EPA Permit 
Number OCS-R1-01), 40725 


Aquatic Ecosystems, Water Quality, and Global 


Change: 
Challenges of Conducting Multi-stressor 
Vulnerability Assessments, 10892 


Assessment of Decision-Making Processes: 


Evaluation of Where Land Protection Planning 
Can Incorporate Climate Change 
Information, 58807 


Availability of the External Review Draft; 


Extension of Public Comment Period: 
Guidance for Applying Quantitative Data to 
Develop Data-Derived Extrapolation 
Factors for Interspecies and Intraspecies 
Extrapolation, 43999 


Basins and Wepp Climate Assessment Tools: 


EPA 


Case Study Guide to Potential Applications, 
71341 

Broadly Applicable Alternative Test Methods, 
9777 

Butylate; Registration Review Proposed Decision; 
Availability, 46796 

California State Motor Vehicle Pollution Control 
Standards: 

Amendments to Greenhouse Gas Regulations, 
34693 

Amendments to the California Heavy-Duty 
Engine On-Board Diagnostic Regulation; 
Waiver Request, 70128 

Greenhouse Gas Regulations; Within-the-Scope 
Request; Opportunity for Public Hearing, 
5368 

California State Nonroad Engine and Vehicle 
Pollution Control Standards: 

Authorization of Tier II Marine Inboard/ 
Sterndrive Spark Ignition Engine Emission 
Standards, 24872 

California State Nonroad Engine Pollution Control 
Standards; Ocean-Going Vessels At-Berth in 
California Ports, 77515, 77521 

Commercial Harbor Craft Regulations, 38153 

Fleet Requirements for In-Use LSI Forklifts and 
Other Industrial Equipment, 67184 

Ocean-Going Vessels At-Berth in California 
Ports, 38155 

Request for Authorization of Airborne Toxic 
Control Measure for In-Use Portable Diesel 
Engines 50 Horsepower and Greater; etc, 
7196 

Request for Authorization of Portable 
Equipment Registration Program; 
Opportunity for Public Hearing, 7194 

Cambridge Environmental, Inc.; Transfer of Data, 
12729 

Cancellation of Pesticides for Non-Payment of 
Year 2011 Registration Maintenance Fees, 
44907 

Correction, 49473 

Cancellation Order for Registration Amendments 
to Terminate Certain Soil Uses: 

Methyl Bromide, 29238 

Cancellation Orders for Amendments to Terminate 
Use on Potatoes: 
Dicloran, 71022 
Formetanate HCI and Acephate, 56753 
Cancellation Orders for Certain Pesticide 
Registrations: 
Dicofol, 77824 
Central Characterization Project Remote-Handled 
Transuranic Waste Characterization Program 
at Bettis Atomic Power Laboratory, 33277 
CERCLA Administrative Cost Recovery 
Settlement: 
Eugenio Painting Co., 14968 
Certain New Chemicals; Receipt and Status 
Information, 21339, 32188, 32196, 35886, 
36109, 43327, 57734, 58498, 61692, 69723, 
76963 
Charter Renewals: 

Children’s Health Protection Advisory 
Committee, 66925 

Environmental Laboratory Advisory Board, 
44324 

Chlorpyrifos Registration Review; Preliminary 
Human Health Risk Assessment: 
Extension of Comment Period, 52945 
Clean Air Act: 
Citizen Suit and Settlement Agreements, 17416 
Clean Air Act Operating Permit Program: 
Objection to State Operating Permit for Public 
Service Company of Co., etc., 43684 
Objection to State Operating Permit for U.S. 
Steel; Granite City Works, 12730 


Petition for Objection to Permit for TransAlta 
Centralia Generation, LLC - Coal-Fired 
Power Plant, 36917 

Petition for Objection to State Operating Permit 
for Public Service Co. of Colorado dba 
Xcel Energy - Valmont Power Station, 
10361, 28223, 66285, 66286 

Reliant Portland Generating Station, 
Northampton County, PA; Denial of 
Petition to Reopen 2001 Title V Permit, 
53452 

Clean Air Act Operating Permit Program; Petitions 
for Objections to State Operating Permits: 

Williams Four Corners, LLC, Sims Mesa CDP 
Compressor Station, 52946 

Clean Water Act: 

Final Agency Action on 16 Total Maximum 
Daily Loads in Arkansas, 52947 

Final Agency Action on Three Total Maximum 
Daily Loads (TMDLs) in Louisiana, 18548 

Louisiana; Total Maximum Daily Loads, 70442 

Total Maximum Daily Load in Louisiana; 
Availability, 80366 

Total Maximum Daily Loads in Louisiana; 
Availability, 76161 

Clean Water Act; Availability of List Decisions, 
62061 

Clean Water Act Section 303(d); Availability of 
28 Total Maximum Daily Loads; Louisiana, 
20664, 74057, 77226 

Clean Air Act; Citizen Suit, 77226 

Office of Research and Development’s Board 
of Scientific Counselors; Requests for 
Nominations, 77228 

Compatibility of Underground Storage Tank 
Systems with Biofuel Blends, 39095 

Correction, 46798 

Completion of Requirement to Promulgate 
Emission Standards Under the Clean Air Act, 
15308 

Cross-Media Electronic Reporting: 

Authorized Program Revision/Modification 
Approvals, State of South Dakota, 25333 

Authorized Program Revision Approvals, 
Commonwealth of Kentucky, 46798 

Authorized Program Revision Approval, State 
of Montana, 25334, 30342, 76970, 76971 

Cross-Media Electronic Reporting; Authorized 
Program Revision Approval, Illinois, 24020 

Cross-Media Electronic Reporting Regulation 
Authorized Program Revision/Modification 
Approvals: 

State of Colorado, 15975 
Cryolite Registration Review Docket, 31606 
Cumulative Risk Assessments: 
Pyrethrins/Pyrethroid, 69726 
Data Transfers: 
GeoLogics Corp., 14392 
Primus Solutions, Inc., 59395 
Summitec Corp., 16409 

Decision on Waiver Application from 3M, 70443 

Delegation of Authority to Implement and Enforce 
Additional or Revised National Emission 
Standards for Hazardous Air Pollutants and 
New Source Performance Standards: 

Commonwealth of Virginia, 30703 
Delegation of Authority to the State of West 
Virginia to Implement and Enforce Additional 
or Revised National Emission Standards for 
Hazardous Air Pollutants and New Source 
Performance Standards, 28433 
Delegations of Authority: 

West Virginia to Implement and Enforce 
Additional or Revised National Emission 
Standards for Hazardous Air Pollutants and 
New Source Performance Standards, 69268 


Delegations of Authority to Implement and 
Enforce Additional National Emission 
Standards: 

Commonwealth of Pennsylvania, 30703 

Deletions of System of Records: 

Parking Control Office File (EPA-10) and 
Transit and Guaranteed Ride Home 
Program Files (EPA-35), 9780 

Designation of an Ocean Dredged Material 
Disposal Site: 

Gulf of Mexico off the Mouth of the 
Atchafalaya River, St. Mary Parish, LA, 
43685 

Determination of Adequacy for Municipal Solid 
Waste Landfills: 

Ohio Research, Development and 
Demonstration Permit Provisions, 35214 

Determinations and Waivers of Preemption 
Decisions: 

Amendments to California’s Zero-Emission 
Vehicle Standards, 61095 

Disclosures of Confidential Business Information: 

Contractor Toeroek Associates Inc., and 
Subcontractor Science Applications 
International Corp., 28434 

Draft Aquatic Life Ambient Water Quality Criteria 
for Carbaryl; Availability, 67437 

Draft Framework for the U.S.-Mexico 
Environmental Program; Border 2020; 
Availability, 57983 

Draft Guidance for Applying Quantitative Data 
to Develop Data-Derived Extrapolation 
Factors, etc.; Availability, 33752 

Draft Harmonized Test Guidelines; Availability, 
57031 

Draft Integrated Review Plan for the National 
Ambient Air Quality Standards for Lead, 
20347 

Draft Integrated Science Assessment for Lead, 
38650 

Draft Integrated Science Assessment for Ozone 
and Related Photochemical Oxidants, 17121, 
60820, 72919 

Draft Integrated Science Assessments for Ozone 
and Related Photochemical Oxidants, 10893 

Draft National Coastal Condition Report IV, 
31327 

Draft National Pollutant Discharge Elimination 
System, 8734, 22882 

Activities, 

General Permit for Stormwater Discharges from 
Construction Activities, 35431 

General Permits for Discharges Incidental to the 
Normal Operation of a Vessel, 76716 

Draft Reports; Availability: 

Biofuels and the Environment; First Triennial 
Report to Congress, 5154 

Draft Toxicological Review of Acrylonitrile, 
38387 

Draft Toxicological Review of Libby Amphibole 
Asbestos: 

In Support of the Summary Information on the 
Integrated Risk Information System (IRIS), 
53125 

Draft Toxicological Review of Methanol (Non- 
Cancer): 

In Support of Summary Information on the 
Integrated Risk Information System, 21736 

Draft Toxicological Review of n-Butanol; 
Availability, 57033 

Draft Toxicological Reviews: 1, 4-Dioxane, 57739 

Draft Toxicological Reviews: 1, 4-Dioxane; Public 
Comment Period and Listening Session, 
54225 

Acrylonitrile; Extension of Comment Period, 
54228 n-Butanol, 54227 
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Effluent Limits Under the NPDES General Permit 
for Oil and Gas Exploration: 
Development and Production Facilities Located 
in State and Federal Waters in Cook Inlet, 
AK, 68749 
Electronic Reporting of Toxics Release 
Information, 2677 
Emergency Exemptions: 
Kasugamycin for use on Apples in Michigan, 
11454 
Endocrine Disruptor Screening Program: 
Weight-of-Evidence Guidance Document; 
Availability, 60022 
Environmental Assessment and Finding of No 
Significant Impact; Availability, 80366 
Environmental Assessments; Availability, etc.: 
Designation of an Expanded Ocean Dredged 
Material Disposal Site off Fort Lauderdale, 
FL, 26720 
Draft Integrated Science Assessment for Lead 
(Pb), 26284 
General Permit for Discharges from 
Construction Activities, 24874 
Environmental Impact Statements; Availability, 
etc., 72702 
Clean Air Act; Citizen Suit, 75544, 75545 
Filing System Guidance for Implementing 40 
CFR 1506.9 and 1506.10 of the Council 
on Environmental Quality’s +, 2681 
Weekly Receipt, 1154, 2680, 3884, 5156, 6461, 
7844, 9575, 10583, 13401, 14968, 16767, 
18217, 19772, 21345, 22699, 24021, 
29240, 30937, 32197, 34072, 35433, 
40354, 41791, 45554, 47578, 50213, 
51972, 53453, 54767, 55907, 57739, 
59125, 60822, 62405, 63922, 65509, 
66925, 68438, 70130, 75543, 76972, 
78252, 80367, 82296 
Weekly Receipt, 26286 
Weekly Receipt, Filed 07/10/2011 Through 07/ 
15/2, 11, 44000 
Weekly Receipt Filed 11/07/2011 through 11/ 
11/2, 11, 71559 
Weekly Receipt of Environmental Impact 
Statements Filed 06/20/2011 through 6/24/ 
2, 11, 38659 
Environmental Impact Statements; Weekly 
Receipt, 37111 
EPA and Army Corps of Engineers Guidance: 
Identification of Waters Protected by the Clean 
Water Act, 24479 
EPA Seeking Input Materials Measurement: 
Municipal Solid Waste, Recycling, and Source 
Reduction Measurement in the U.S., 53897 
EPA Workshop on Sanitary Sewer Overflows and 
Peak Wet Weather Discharges, 35215 
Establishment of Total Maximum Daily Load 
(TMDL) for Chesapeake Bay, 549 
Exposure Factors Handbook; 2011 Edition, 61098 
Federal Facilities Compliance Agreement with the 
Tennessee Valley Authority, 22095 
Federal Plan for Certification of Applicators of 
Restricted Use Pesticides within Indian 
Country, 22096, 28772 
Final 2010 Effluent Guidelines Program Plan, 
66286, 80937 
Final Affirmative Determination: 
New York State Prohibition of Discharges of 
Vessel Sewage, 78253 
Final Affirmative Determinations: 
New York State Prohibition of Discharges of 
Vessel Sewage, 55668 
Final Air Permits: 
Eni US Operating Co., Inc. and Port Dolphin 
Energy, LLC, 77996 
Final Determination on Spruce No. 1 Mine, Logan 
County, WV, 3126 


Final National Pollutant Discharge Elimination 
System: 

Pesticide General Permit for Point Source 
Discharges from the Application of 
Pesticides, 68750 

Final Reports; Availability: 

Aquatic Ecosystems, Water Quality, and Global 
Change; Challenges of Conducting Multi- 
stressor Vulnerability Assessments, 55060 

Environmental Effects of Mountaintop Coal 
Mining on Appalachian Streams, 30938 

Fiscal Year 2010 Grantee Performance Evaluation 
Reports; Availability: 
Eight States of EPA Region 4 and 17 Local 
Agencies, 64086 
Fiscal Year 2010 Service Contract Inventory; 
Availability, 14969 
FY2011 Supplemental Funding for Brownfields 
Revolving Loan Fund (RLF) Grantees, 2905 
Grant Funding Guidance for State and Tribal 
Response Programs for FY2, 12, 73622 
Green Gas Reporting Program: 

Access by EPA Contractors to Confidential 

Business Information, 52659 
Guidance for 1-Hour SO2 NAAQS SIP 
Submissions; Availability, 61098 


Guidance for 1-Hour SO2 SIP Submissions, 66925 


Guidance Regarding Identification of Waters 
Protected by Clean Water Act; Availability, 
39101 

Gulf of Mexico Regional Ecosystem Restoration 
Strategy (Preliminary), 61695 

Highlights of the Exposure Factors Handbook; 
2011 Update Release of Final Report, 68183 

Incident Waste Management Planning and 
Response Tool; Availability, 42124 

Inquiry to Learn whether Businesses Assert 
Business Confidentiality Claims, 362 

Integrated Review Plan for the National Ambient 
Air Quality Standards for Lead; Availability, 
76972 

Intents to Suspend Certain Pesticide Registrations, 
3130 

Intent to Grant Patent Licenses, 3128 

Intent to Suspend Certain Pesticide Registrations, 
6462, 53678 

Inventory of U.S. Greenhouse Gas Emissions and 
Sinks, 990, 10026 

Issuance of Federal Operating Permit to Great 
Lakes Gas Transmission Limited Partnership, 
12730 

Issuance of Final Outer Continental Shelf Air 
Permits: 

Anadarko Petroleum Corp., 48861 

Issuances of Prevention of Significant 

Deterioration and Federal Operating Permits: 
Grand Casino Hinckley, 10894 


Literature Searches for Integrated Risk Information 


System Assessments, 13402 

Massachusetts Marine Sanitation Device Standard; 
Determination, 39395 

Meetings: 


Advisory Committees to the U.S. Representative 


to the Commission for Environmental 
Cooperation, 15308 

Advisory Council on Clean Air Compliance 
Analysis Augmented for Review of Report 
on Black Carbon; Public Teleconference, 
27316 

Advisory Council on Clean Air Compliance 
Black Carbon Review Panel, 17123 

Air Monitoring and Methods Subcommittee 
Science Advisory Board, 39103 

Chartered Clean Air Scientific Advisory 
Committee, 47181 

Chartered Science Advisory Board, 26720, 
30149, 39104, 72920 
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Chartered Science Advisory Board; Public 
Teleconference, 35216, 50729 

Chartered Science Advisory Board; 
Teleconference, 41245, 70445 

Chartered Science Advisory Board and Board 
of Scientific Counselors; Joint Public 
Teleconference, 32198, 54463 

Chartered Science Advisory Board, Science 
Advisory Board Staff Office, 26290 

Children’s Health Protection Advisory 
Committee, 13615, 36918, 66927 

Clean Air Act Advisory Committee, 28026, 
66718 

Clean Air Scientific Advisory Committee, 
65722 

Clean Air Scientific Advisory Committee; Air 
Monitoring and Methods Subcommittee; 
Public Teleconference, 54462 

Clean Air Scientific Advisory Committee; 
Teleconference, 16768 

Clean Air Scientific Advisory Committee Air 
Monitoring and Methods Subcommittee, 
4346, 21345, 21346, 66717 

Clean Air Scientific Advisory Committee Lead 
Review Panel; Public Teleconference, 
21346, 36120, 51365 

Clean Air Scientific Advisory Committee 
Oxides of Nitrogen and Sulfur Oxides 
Secondary Review Panel, 4109 

Clean Air Scientific Advisory Committee Ozone 
Review Panel, 4661, 10895, 23809, 32199, 
76725 

Draft Microbial Risk Assessment Guideline; 
Pathogenic Microorganisms with Focus on 
Food and Water, 67439 

Drinking Water Committee Augmented for 
Review of Effectiveness of Partial Lead 
Service Line Replacements, 13181 

Environmental Economics Advisory Committee; 
Value of Water to the U.S. Economy, 
70444 

Environmental Economics Advisory Committee 
Teleconference, 11242 

Environmental Financial Advisory Board, 7844 

Environmental Laboratory Advisory Board, 
80940 

Environmental Laboratory Advisory Board; 
Dates and Agenda; Teleconference and 
Face-to-Face, 3134 

Environmental Science Center Microbiology 
Laboratory, 63615 

Exposure Modeling, 365, 53454 

External Peer Review for Draft Guidance of 
Applying Quantitative Data to Develop 
Data-Derived Extrapolation Factors, etc., 
55384 

Farm, Ranch, and Rural Communities 
Committee, 11243, 33280, 59396, 73631 

Federal Insecticide, Fungicide, and Rodenticide 
Act Scientific Advisory Panel, 46798, 
71023 

FIFRA Scientific Advisory Panel, 16410, 
26287, 55381 

Good Neighbor Environmental Board, 12731, 
31328, 52662, 73631, 76973 

Good Neighbor Environmental Board; 
Teleconference, 62062 

Human Studies Review Board, 2107, 11240, 
17121, 59697, 80938 

Human Studies Review Board; Correction, 3134 

Human Studies Review Board; Public 
Teleconference, 77825 

Human Studies Review Board Public 
Teleconference, 25686 

Implications of Climate Change for 
Bioassessment Programs and Approaches 
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to Account for Effects; Peer Review 
Workshop, 20974 

Interagency Steering Committee on Radiation 
Standards, 70130 

Local Government Advisory Committee, 6785, 
9015, 16413, 61101, 61696, 68439 

Local Government Advisory Committee; 
Cancellation, 28224 

Local Government Advisory Committee and 
Small Community Advisory Subcommittee, 
35891 

Long Term 2 Enhanced Surface Water 
Treatment Rule; Cryptosporidium 
Analytical Method and Source Water 
Monitoring, 71560 

Method to Assess Climate-Relevant Decisions; 
Application in Chesapeake Bay; Peer 
Review Workshop, 4345 

Method To Assess Climate-Relevant Decisions: 
Application in Chesapeake Bay; Workshop 
Cancellation, 12356 

Mid-Atlantic/Northeast Visibility Union 
Executive Board, 45253 

Mobile Sources Technical Review 
Subcommittee, 19095, 58275 

National Advisory Council for Environmental 
Policy and Technology, 24481, 37112, 
68183 

National and Governmental Advisory 
Committees to the U.S. Representative to 
the Commission for Environmental 
Cooperation, 61100 

National Drinking Water Advisory Council, 
38158, 67187, 72703 

National Environmental Justice Advisory 
Council, 13180, 20665 

Next Generation Risk Assessment Public 
Dialogue Conference; Correction, 2109 

Oil Spill Research Strategy Review Panel, 
16769 

Oil Spill Research Strategy Review Panel 
Science Advisory Board, 28224 

Ozone Transport Commission, 26720, 59125 

Pesticide Program Dialogue Committee, 19095, 
58506 

Pesticide Program Dialogue Committee, 
Pesticide Registration Improvement Act 
Process Improvement Workgroup, 41246 

Promoting Community Integrated Pest 
Management to Prevent Tick-Borne 
Diseases, 12959 

Proof of Concept Demonstration for Electronic 
Reporting of Clean Water Act Compliance 
Monitoring Data, 36919 

Public Involvement in EPA Advisory Activities 
Supported by SAB Staff Office, 27315 

Revisions to the Multi-Agency Radiation Survey 
and Site Investigation Manual, 40726 

SAB Mercury Review Panel, 39102 

Science Advisory Board, 11456 

Science Advisory Board; Drinking Water 
Committee; Teleconference, 22100 

Science Advisory Board; Teleconferences, 
22101 

Science Advisory Board Biogenic Carbon 
Emissions Panel Teleconference, 61100, 
80368 

Science Advisory Board Committee on Science 
Integration for Decision Making, 13182 

Science Advisory Board Dioxin Review Panel, 
Public Teleconferences, 6784 

Science Advisory Board Lead Review Panel; 
Public Teleconference, 4660 

Science Advisory Board Libby Amphibole 
Asbestos Review Panel, 80368 

Science Advisory Board Mercury Review Panel, 
29746 
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Science Advisory Board Nutrient Criteria 
Review Panel; Public Teleconference; 
Correction, 3133, 4659 

Science Advisory Board Panel for Review of 
Great Lakes Restoration Initiative Action 
Plan; Public Teleconference, 40355, 51364 

Science Advisory Board Panel for the Review 
of Great Lakes Restoration Initiative 
Action Plan, 34977 

Science Advisory Board Panel for the Review 
of the Hydraulic Fracturing Study Plan, 
7199 

Science Advisory Board Radiation Advisory 
Committee, 50728, 50729 

Science Advisory Board Scientific and 
Technological Achievement Awards 
Committee, 44912 

Science Advisory Board Staff Office; Radiation 
Advisory Committee, 36918 

Science Advisory Board Work Group, 7198 

Second National Bed Bug Summit, 550 

SFIREG Environmental Quality Issues Working 
Committee, 12960 

SFIREG EQI Working Committee, 55380 

SFIREG Full Committee, 69728 

SFIREG Full Working Committee, 30343 

SFIREG POM Working Committee, 21892, 
52947 

Small Communities Advisory Subcommittee, 
68439 

Webcast of Environmental Financial Advisory 
Board, 59395 

National Environmental Justice Advisory 
Council, 60023 

Methomyl: 

Cancellation Orders for Amendments to 
Terminate Use of Methomy! on Grapes; 
Correction, 2109 

Microbial Risk Assessment Guideline, External 
Review Draft; Availability: 
Pathogenic Microorganisms with Focus on Food 
and in Water, 44586 
Modifications of Expiration Dates for National 
Pollutant Discharge Elimination System 
General Permits: 

Stormwater Discharges from Construction 
Activities on Tribal Lands within 
Southeastern United States, 46801 

Modification to 2008 National Pollutant Discharge 
Elimination System: 

General Permit for Stormwater Discharges 
Associated with Construction Activities, 
40355 

Motor Vehicle and Nonroad Engine Pollution 
Control Standards: 

California; Mobile Cargo Handling Equipment 
Regulation at Ports and Intermodal Rail 
Yards, 5586 

National Framework for Electronics Stewardship, 
11243 

National Pollutant Discharge Elimination System 
General Permit: 

Denial of Reissuance, Final Beneficial Reuse 
or Disposal of Municipal Sewage Sludge 
in Louisiana, 55384 

General Permit for Stormwater Discharges from 
Construction Activities on Tribal Lands 
Within the Southeastern United States; 
Modification of the Expiration Date, 33753 

Mandan, Hidatsa and Arikara Nation’s Refinery, 
50214 

Modification to 2008 General Permit for 
Stormwater Discharges Associated with 
Construction Activities, 22891 

Nationwide Waivers of Buy American 
Requirement of 2009 American Recovery and 
Reinvestment Act: 


Use of Small Horsepower Vertical Hollow Shaft 
Electric Motors (less than 40 horsepower), 
etc., 785 
New York State Prohibition of Discharges of 
Vessel Sewage; Final Affirmative 
Determination, 66927 
No Discharge Zone Determinations: 
North Carolina Waters Along Entire Length of 
Brunswick and Pender Counties, etc., 
18548 
Nominations: 
Good Neighbor Environmental Board, 7845 
Nominations to FIFRA Scientific Advisory Panel, 
45555 
North Hollywood Operable Unit of the San 
Fernando Valley Area 1 Superfund Site, 
77528 
NPDES General Permits; Proposed Reissuances: 
Facilities Related to Oil and Gas Extraction in 
the Territorial Seas of Texas, 65723 
NPDES General Permits for Discharges from 
Publicly Owned Treatment Plants; 
Availability: 
Massachusetts, New Hampshire, 39396 
Orders for Amendments to Terminate Uses: 
Ziram, Diquat Dibromide, and Chloropicrin, 
27317 
Partial Grant of Clean Air Act Waiver: 
Growth Energy for Increase in Allowable 
Ethanol Content of Gasoline to 15 Percent, 
4662 
Peer Review Workshops: 
Draft Toxicological Review of Hexavalent 
Chromium, 20349 
Pesticide Emergency Exemptions: 
Agency Decisions and State and Federal 
Agency Crisis Declarations, 52948, 69729 
Pesticide Experimental Use Permit; Extension 
Application, 3135 
Pesticide Experimental Use Permits; Applications, 
4683, 54229 
Pesticide Experimental Use Permits; Receipt of 
Applications, 59126 
Pesticide Petitions: 
Residues of Pesticide Chemicals in or on 
Various Commodities, 2110 
Pesticide Petitions Filed for Residues of Pesticide 
Chemicals in or on Various Commodities, 
3885, 6465, 10584 
Pesticide Petitions for Residues of Pesticide 
Chemicals in or on Various Commodities; 
Withdrawal, 38158 
Pesticide Product Registrations: 
Conditional Approval, 551 
Pesticide Products: 
Applications to Register New Uses, 51027, 
69732 
Receipt of Applications to Register New Uses, 
69730 
Applications to Register New Uses, 60023 
Pesticide Products; Applications to Register New 
Uses, 39396, 57034 
Pesticide Products; Registration Applications, 
5805, 10026, 16413, 17644, 38160 
Pesticide Program Pilot Fragrance Notification 
Program; Availability, 21347 
Pesticide Registration Regarding the Residential 
Exposure Joint Venture; Availability, 552 
Pesticide Registrations; Availability: 
Non-Dietary Exposure Task Force, 72404 
Pesticide Registrations; Rescissions and Revisions 
of Cancellation Orders: 
Methyl Parathion, 40727 
Pesticide Reregistration Performance Measures and 
Goals; Correction, 11456, 28776 
Pesticides; Science Policies; Withdrawals and 
Availability, 4684 
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Petition and Tentative Affirmative Determination: 
New York State Prohibition of Discharges of 
Vessel Sewage, 19989 
Petition for a Ban on Triclosan; Availability, 5808 
Petition Requesting Ban on Use and Production 
of Atrazine; Availability, 56754 
Petitions: 
Massachusetts Marine Sanitation Device 
Standard, 24022 
Petitions and Tentative Affirmative 
Determinations; Receipt: 
New York State Prohibition of Discharges of 
Vessel Sewage, 46804, 61696 
Petitions for Application of Renewable Fuel 
Standard Aggregate Compliance Approach: 
Government of Canada, 14007 
Petitions for Objections to State Operating 
Permits: 
Murphy Oil USA, Inc., Meraux Refinery in St. 
Bernard Parish, LA, 77827 
Petition Supplement Requesting Cancellation of 
Propoxur Pet Collar Uses; Availability, 34978 
Petition to Maximize Practical Utility of List 1 
Chemicals Screened through Endocrine 
Disruptor Screening Program, 49473 
Petition to Suspend and Cancel All Registrations 
for the Soil Fumigant Iodomethane; 
Availability, 16770 
Plans for Separation of Recyclable Material from 
Municipal Solid Waste; Availability: 
Use as Feedstock for Renewable Fuel 
Production at a Blairstown, IA Biorefinery, 
76974 
Potential Addition of Vapor Intrusion Component 
to the Hazard Ranking System, 5370 
Preliminary Human Health Risk Assessments; 
Availability: 
Chlorpyrifos Registration Review, 39399 
Prevention of Significant Deterioration Final 
Determinaiions: 
Russell City Energy Center, 142 
Primacy Applications for National Primary 
Drinking Water Regulations; Approvals, etc.: 
State of Missouri, 33756 
Privacy Act; Systems of Records, 30150, 42706 
Problem Formulation for Human Health Risk 
Assessments of Pathogens in Land-Applied 
Biosolids, 30705 
Product Cancellation Order for Certain Pesticide 
Registrations, 4686, 10587, 16415, 16417, 
31606, 34979, 40359, 44587, 54230, 60025, 
81496 
Correction, 41247 
Product Cancellation Orders for Certain Pesticide 
Registrations, 11460 
Program Requirement Revisions Related to Public 
Water System Supervision Program: 
States of Rhode Island and Vermont, 57740 
Project Waiver of Buy American Requirement of 
American Recovery and Reinvestment Act: 
Metropolitan Council Environmental Services of 
St. Paul, MN, 38163, 38164 
Wayne County Department of Public Services 
in Wayne County, MI, 38162 
Project Waiver of Buy American Requirement of 
the American Recovery and Reinvestment 
Act of 2009: 
Salt Lake City, UT, 35892 
Project Waivers of Section 1605 (Buy American 
Requirement) of American Recovery and 
Reinvestment Act of 2009: 
Borough of Ocean Gate, NJ, 66064 
City of Amarillo, TX, 17857 
DeSoto Parish Waterworks District 1, Louisiana, 
17855 
Inland Empire Utilities Agency, 2683 


Project Waivers of the Buy American Requirement 
of the American Recovery and Reinvestment 
Act: 

Montgomery Township, NJ, 32200 

Proposed Administrative Orders on Consent: 

4057 and 4059 Goodwin Avenue, Los Angeles, 
CA, 81929 

Proposed Administrative Settlement Agreements: 

6472 Selkirk Avenue Superfund Site, Detroit, 
MI, 56452 

D’Imperio Property Superfund Site, Hamilton 
Township, Atlantic County, NJ, 3886 

Ely Copper Mine Superfund Site, Vershire, VT, 
53898 

Proposed Administrative Settlements: 

Auclair Superfund Site, 9349 

Proposed Administrative Settlements Puruant to 
CERCLA, 81930 

Proposed Agreements: 

Former Caribbean Petroleum Refining, LP 
Facility; Caribbean Petroleum Corp., Puerto 
Rico, Underground Storage Tanks, 24481 

Proposed Approvals: 

Central Characterization Project Remote- 
Handled Transuranic Waste 
Characterization Program, Sandia National 
Laboratory, 62062 

Proposed CERCLA Administrative Bona Fide 
Prospective Purchaser Settlement: 

City of Dowagiac Brownfield Redevelopment 
Authority, 72921 

Proposed CERCLA Administrative Cashout 
Settlements: 

Atlantic Richfield Co., 77997 

Proposed CERCLA Administrative Cost Recovery 
Settlement: 

ACM Smelter and Refinery Site, Cascade 
County, MT, 64943 

Carpenter Avenue Mercury Site, Iron Mountain, 
Dickenson County, MI, 51029 

Doe Run Resources Corp., 26291 

Goldfield Corp., 14659 

North Hollywood Operable Unit of the San 
Fernando Valley Area 1 Superfund Siie, 
79678 

Textron, Inc., Whittaker Corp., United States 
Army, and United States Department of 
Energy, 39401 

Tracy Lead Battery Site, Tracy, MN, 69733 

Proposed CERCLA Administrative De Minimis 
Settlements: 

Casmalia Disposal Site, 18549, 32360 

Operating Industries, Inc., Superfund Site, 
Monterey Park, CA, 1154 

Proposed CERCLA Administrative Past Cost 
Recovery Settlement, 60493 

Proposed CERCLA Administrative Settlement 
Agreements: 

Long-Term Access at the Bountiful/Woods 
Cross 5th South PCE Plume NPL Site, 
Davis County, UT, 55061 

Price Landfill Superfund Site, Pleasantville and 
Egg Harbor Township, Atlantic County, 
NJ, 39401 

Proposed Consent Decree: 

Clean Air Act Citizen Suit, 12731 

Proposed Consent Decrees: 

Clean Air Act Citizen Suit, 51030, 56756, 
56757, 79172 

Proposed Consent Decrees, Clean Air Act Citizen 
Suit, 34982, 34983, 45562, 54463, 58808 

Proposed Prospective Purchaser Agreement 
Amendment, 34229 

Proposed Prospective Purchaser Agreements: 

San Fernando Valley Area 2 Superfund Site, 
4057 and 4059 Goodwin Avenue, Los 
Angeles, CA, 72405 
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EPA 


Proposed Reissuance of a General NPDES Permit 
for Facilities Related to Oil and Gas 
Extraction, 45792 

Proposed Re-Issuances of Ocean Disposal General 
Permits: 

National Science Foundation for Man-Made Ice 
Piers from McMurdo Station in Antarctica, 
26721 

Proposed Settlement Agreement, Clean Air Act 
Citizen Suit, 25688 

Proposed Settlement Agreements, 56194, 67728, 
71026 

Agawam Sportsman’s Club Superfund Site, 
Agawam, MA, 32202 

Proposed Settlement Agreements; Clean Air Act 
Citizen Suit, 54465, 81930 

Proposed Settlement Agreements, Clean Air Act 
Citizen Suit, 45793, 58507, 71027 

Proposed Settlements under CERCLA, 41248 

Protection of Stratospheric Ozone: 

Request for Applications for Essential Use 
Allowances for 2013 and, 2014, 44001 

Request for Methyl Bromide Critical Use 
Exemption Applications for, 2014, 34700 

Public Comment Periods on Draft Addendums and 
Peer Review Workshops: 

Toxicological Review of Methanol (Non- 
Cancer) in Support of Summary 
Information on Integrated Risk Information 
System, 36534 

Public Teleconference of the Air Monitoring and 
Methods Subcommittee, 12732 

Public Water Supply Supervision Program: 

Program Revision for State of Alaska, 45253 

Program Revision for the State of Alaska, 5157 

Public Water Supply Supervision Programs: 

Revision for State of Washington, 366 

Public Water System Supervision Program 
Revisions, 7845, 45794 

New Mexico, 69734 

Tentative Approval; Opportunity for Public 
Comment and Hearing, 63296 

Pyrethrins/Pyrethroid Cumulative Risk 
Assessment, 82296 

Radiogenic Cancer Risk Models and Projections 
for the U.S. Population (Blue Book), 31329 

Receipt of Requests for Amendments to Terminate 
Uses; Withdrawal/Vacation of Order to 
Amend Registrations to Terminate Certain 
Uses: 

2-(Hydroxymethyl)-2-nitro-1, 3-propanediol 
(Tris Nitro), 33281 

Receipt of Requests for Waiver from Testing, 
59699 

Receipt of Requests to Voluntarily Amend 
Registrations to Terminate Certain Soil Uses: 

Methyl Bromide, 7200 

Receipt of Requests to Voluntarily Cancel Certain 
Pesticide Registrations, 25334, 72405 

Receipts of Applications for Emergency 
Exemptions: 

Streptomycin Sulfate, 69734 

Receipts of Requests To Amend Use Deletion and 
Product Cancellation Orders: 

Fenamiphos, 41248 

Recent Postings to the Applicability Determination 
Index Database System: 

Agency Applicability Determinations, 
Alternative Monitoring Decisions, and 
Regulatory Interpretations Pertaining to 
Standards under the Clean Air Act, 36121 

Recommended Toxicity Equivalence Factors for 
Human Health Risk Assessments: 

2, 3, 7, 8-Tetrachlorodibenzo-p-dioxin and 
Dioxin-Like Compounds; Availability, 787 

Recommended Use of Body Weight 3/4 as the 
Default Method in Derivation of the Oral 
Reference Dose, 10591 


EPA 


Regional Project Waiver of Buy American Section 
of the American Recovery and Reinvestment 
Act: 
City of Marathon, FL, 31330 
Regional Project Waiver of Section 1605 of the 
American Recovery and Reinvestment Act of 
2009: 
Town of Smyrna, DE, 142 
Regional Project Waivers of Buy American 
Requirements of American Recovery and 
Reinvestment Act: 
Columbia, MO, 37350 
Regional Project Waivers of Buy American 
Section of American Recovery and 
Reinvestment Act: 
City of South Burlington, VT, 26725 
Hernando County Utilities Department, 
Hernando County, FL, 6786 
Regional Project Waivers of Section 1605 (Buy 
American) of American Recovery and 
Reinvestment Act of 2009: 
Hyannis Water System in Hyannis, MA, 2371 
Regional Waiver of Buy American Requirements 
of the American Recovery and Reinvestment 
Act: 
City of Columbia, MO, 3136 
Regional Waivers of American Recovery and 
Reinvestment Act of 2009: 
Mason County, WA, 51973 
Regional Waivers of Section 1605 (Buy American 
Requirement) of ARRA of 2009: 
City of Ocean Shores, WA, 41495 
Seattle, WA, 6614 
Regional Waivers of the American Recovery and 
Reinvestment Act of 2009: 
Nikishka Bay Utilities, Nikiski, AK, 63296 
Registration Applications: 
Pesticide Products, 4688, 17645, 63298 
Registration Applications; Pesticide Products, 
26291 
Registration Review: 
Pesticide Dockets Opened for Review and 
Comment and Other Docket ctions, 
38166 
Registration Review; Open Pesticide Dockets and 
Availability of Final Work Plans for Certain 
Pesticides, 79173 
Registration Review Final Decision: 
Propetamphos, 34984 
Registration Review Final Decisions; Availability 
Streptomyces Strain K61, and Wood Oils and 
Gums, 20666 
Registration Review Proposed Decisions; 
Availability: 
Fenoxycarb, Sodium Tetrathiocarbonate, and 
Temephos, 25340 
Menthol and Propetamphos, 4690 
Registration Reviews: 
Pesticide Dockets Opened for Review and 
Comment and Other Docket Actions, 
17646, 60822 
Registrations; Cancellation Orders: 
Rodenticide Products that have Expired, 51031 
Regulation of Fuel and Fuel Additives: 
Modification to Octamix Waiver, 77828 
Re-Issuances of Prevention of Significant 
Deterioration Applicability Determinations: 
Carlsbad Energy Center Project, Carlsbad, CA, 
4347 
Re-proposal of Effluent Limits Under the NPDES 
General Permit for Oil and Gas Exploration, 
Development and Production Facilities: 
State and Federal Waters, Cook Inlet, AK, 
28776 
Request for Additional Nominations for SAB 
Environmental Justice Technical Review 
Panel(s), 32202 


Request for Nomination: 

Advisory Council on Clean Air Compliance 
Analysis, Clean Air Scientific Advisory 
Committee and Science Advisory Board, 
21349 

Request for Nominations: 

2011 Clean Air Excellence Awards Program, 
40728 

Science Advisory Board Environmental Justice 
Technical Panel, 8366 

Science Advisory Board Libby Amphibole 
Asbestos Review Panel, 30939 

Science Advisory Board Panel on Accounting 
for Carbon Dioxide Emissions from 
Biogenic Sources, 23587 

Request for Nominations for Human Studies 
Review Board Advisory Committee, 34703 
Request for Nominations of Experts: 

Review of Approaches To Derive a Maximum 
Contaminant Level Goal for Perchlorate, 
78256 

Request for Nominations of Experts to Augment 
SAB Scientific and Technological 
Achievement Awards Committee, 2373 

Request for Nominations to the Gulf of Mexico 
Citizen Advisory Committee, 30705 

Requests for Amendments to Delete Uses in 
Certain Pesticide Registrations, 2111, 14393, 
60028 

Requests for Nominations: 

Candidates to EPAs Science Advisory Board 
Chemical Assessment Advisory Committee, 
71561 

Children’s Health Protection Advisory 
Committee, 25342 

Experts for Science Advisory Board’s Animal 
Feeding Operation Emission Review Panel, 
54466 


National Advisory Council for Environmental 
Policy and Technology, 73632 
National Drinking Water Advisory Council, 
61355 
National Environmental Education Advisory 
Council Office of External Affairs and 
Environmental Education, 77997 
Requests for Scientific Views: 
Draft Recreational Water Quality Criteria, 
79176 
Requests to Voluntarily Amend Registrations To 
Terminate Certain Uses: 
Formetanate HCI and Acephate, 41250 
Requests to Voluntarily Cancel Certain Pesticide 
Registrations, 3138, 4692, 23588, 47579, 
55385 
Dicofol, 36535 
Research Reports; Availability: 
Investigation of Ground Water Contamination 
Near Pavillion, WY, 77829 
Review of the Secondary National Ambient Air 
Quality Standards for Oxides of Nitrogen and 
Sulfur; Availability, 4694, 8735 
Risk and Exposure Assessment Planning 
Documents; Availability: 
Review of National Ambient Air Quality 
Standards for Lead, 58509 
River Forest Dry Cleaners Site, River Forest, 
Cook County, IL, 71342 
SAB Mercury Review Panel; Nominations, 17649 
Science Advisory Board Staff Office Requests for 
Nominations: 
CASAC Mercury Review Panel, 10896 
Self-certification Program Authorizations: 
Lead-Based Paint Renovation, Repair and 
Painting Activities in Target Housing, etc., 
12106 
State of Washington; Lead-Based Paint 
Renovation, Repair and Painting, and Pre- 


Renovation Education Activities, etc., 
27044 
Senior Executive Service Performance Review 
Board Membership, 70131 
Settlement Agreement for Recovery of Past 
Response Costs: 10, 00 Havana Street Site, 
Commerce City, Adams County, CO, 10028 
Settlement Agreements for Recovery of Past 
Costs: 
Richfield PCE Site, Richfield, UT, 13182 
Settlement Agreements for Recovery of Past 
Response Costs: 

Granite Timber Post and Pole Site, Philipsburg, 

Granite County, MT, 60493 
Settlements: 

B and B Manufacturing Site; Mobile, Mobile 
County, AL, 13615 

BCX Tank Superfund Site; Jacksonville, FL, 
68439 

Callaway and Son Drum Service Superfund 
Site, Lake Alfred, FL, 44912 

Caraleigh Phosphate and Fertilizer Works 
Superfund Site, Raleigh, NC, 38389 

East Calloway County Middle School Mercury 
Spill Site, Murray, Calloway County, KY, 
30152 

Grants Chlorinated Solvents Superfund Site, 
Grants, Cibola County, NM, 13615 

Landia Chemical Co., Superfund Site, Lakeland, 
FL, 44912 

National Starch and Chemical Co., Salisbury, 
Rowan County, NC; Correction, 14970, 
19096 

Peach Orchard Road Groundwater Plume Site, 
Augusta, Richmond County, GA, 2112 

Picayune Wood Treating Site, Picayune, Pearl 
River County, MS, 13616 

Puckett Smelter Superfund Site, Mountainboro, 
Etowah County, AL, 11779 

Sikes Oil Service Superfund Site, Arcade, GA, 
38651 

Sixty-Eighth Report of the TSCA Interagency 
Testing Committee, 46174 
State Program Requirements: 

Application for Program Revision to National 
Pollutant Discharge Elimination System 
Program; Alaska, 28027 

Proposal to Approve Maine’s Base National 
Pollutant Discharge Elimination System 
Permitting Program, 29747 

Status of Motor Vehicle Budgets in Submitted 
State Implementation Plans: 

Connecticut; Withdrawal of Adequacy of Motor 
Vehicle Emissions Budgets, 8736 

Withdrawal of Adequacy, Maricopa County 
(Phoenix) PM-10 Nonattainment Area, 
Arizona, 10897 

Student Services Contract EP-11-D-000403 Yin 
Gu; Transfer of Data, 52952 
Subsurface Vapor Intrusion Guidance: 

Evaluating Vapor Intrusion to Indoor Air 
Pathway from Contaminated Groundwater 
and Soils, 14660 

Summary information on the Integrated Risk 
Information System: 

Draft Toxicological Review of Biphenyl, 60827 

Draft Toxicological Review of n-Butanol, 71029 

Draft Toxicological Review of Vanadium 
Pentoxide, 60825 

Teleconferences: 

Science Advisory Board Ecological Processes 

and Effects Committee, 11245 
Tentative Approvals and Solicitations of Requests 
for Public Hearings: 

Public Water System Supervision Program 
Revision for New Jersey, 2374 
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Toxicological Reviews: 

Vanadium Pentoxide; Change to Listening 
Session, 69736 

Toxic Substances Control Act Chemical Testing; 
Receipt of Test Data, 38169, 38170 
Transfer of Data: 

Primus Solutions, Inc., and Arctic Slope 
Regional Corp., 69736 

Sheena Shipley, 52953 

Versar, Tetrahedron, Inc. and Info Impact, 6468 

Transfer of Data to Department of Homeland 
Security, 27642 
Transfers of Data: 
Emergint Technologies, Inc., 71562 
Underground Injection Control Program; 
Hazardous Waste Injection Restrictions: 

Class I Hazardous Waste Injection; ExxonMobil 
Environmental Services Co., Pasadena, TX, 
36129 

Class I Hazardous Waste Injection Exemption 
Petitions; ConocoPhillips Co., Borger 
Texas, 42125 

Petition for Exemption - Class I Hazardous 
Waste Injection, Great Lakes Chemical 
Corp., El Dorado, AR, 55908 

Utah Adoption by Reference of Pesticide 
Container Containment Rule, 46805 

Vulnerability Assessments in Support of Climate 
Ready Estuaries Program, etc.: 

Public Comment Period and Letter Peer- 
Review, 55673 

Waiver of Buy American Requirement of the 
American Recovery and Reinvestment Act: 

Lake County Special Districts, CA, 2684 

Virginia Department of Environmental Quality, 
23596 

Waivers from Buy American Requirement of the 
American Recovery and Reinvestment Act of 
2009 

Salt Lake City, UT, 18218 

Waivers of Buy American Requirements to the 
American Recovery and Reinvestment Act: 

Sussex County, DE, 80369 

Waivers of the Buy American Section of the 
American Recovery and Reinvestment Act of 
2009: 

Town of Smyrna, DE, 30153 

Waste Isolation Pilot Plant Compliance with 
Applicable Federal Environmental Laws: 

Biennial Determination for Period 2008 to 2010, 
31611, 31611 

Weekly Receipt of Environmental Impact 
Statements, 12108, 28029 

Withdrawal of Adequacy of Motor Vehicle 
Emissions Budget: 

Maricopa County (Phoenix) PM-10 
Nonattainment Area, AZ, 7204 

Withdrawal of Pesticide Petitions for Residues of 
Pesticide Chemicals in or on Various 
Commodities, 20667 

Workshops: 

Potential Development of Multipollutant Science 
and Risk Assessments for the Criteria Air 
Pollutants, 4895 

Meetings: 

Local Government Advisory Committee, 22394 

Science Advisory Board Panel for Review of 
Hydraulic Fracturing Study Plan; Public 
Teleconferences, 22394 


Nonattainment Areas: 

Delaware, Maryland, and Pennsylvania Portions of 
the Philadelphia-Wilmington-Atlantic City 
Moderate Nonattainment Area, 3840 

New Jersey Portion of the Philadelphia- 
Wilmington-Atlantic City Moderate 
Nonattainment Area; Extension, 3838 


Environmental Quality Council 


See Council on Environmental Quality 


Equal Employment Opportunity 
Commission 

RULES 

Equal Employment Provisions of the Americans 
with Disabilities Act; Amendment, 16978 

Recordkeeping and Reporting Requirements; CFR 
Correction, 79065 

PROPOSED RULES 


Recordkeeping and Reporting Requirements under 
Title VII, the ADA, and GINA, 31892, 57013 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 3628, 
4347, 6469, 6470, 6471, 22895, 22896, 
22897, 22898 
Employer Information Report, 3629 
Local Union Report, 3628 
Uniform Guidelines on Employee Selection 
Procedures, 46805, 64086 
Coordination of Functions; Memorandums of 
Understanding, 71029 
FY 2010 Service Contract Inventory; Availability, 
11246 
Meetings; Sunshine Act, 2113, 7562, 12733, 
31611, 34985, 42709, 70131 
SES Performance Review Board - Appointment 
of Members, 63616 


Executive Office for Immigration 
Review 


RULES 

Civil Monetary Penalties Inflation Adjustment, 
74625 

Control of Employment of Aliens; Revisions, 
16525 

Professional Conduct for Practitioners— 
Representation and Appearances; CFR 
Correction, 81789 


PROPOSED RULES 
Forwarding of Asylum Applications to the 
Department of State, 67099 


Executive Office of the President 


See Central Intelligence Agency 

See Council on Environmental Quality 

See Management and Budget Office 

See National Drug Control Policy Office 

See Presidential Documents 

See Science and Technology Policy Office 

See Trade Representative, Office of United States 


Export-Import Bank 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 4110, 
5373, 5374, 6472, 6787, 7846, 12960, 13403, 
29241, 65725, 80941 
Co-Financing with Foreign Export Credit 
Agency, 64944 
Letter of Interest Application; Final Collection, 
19356 
Report of Overdue Accounts Under Short-Term 
Policies EIB, 2-27, 14009 
Economic Impact Policies, 28225 
Economic Impact Policy, 54467, 79679 
Meetings: 
Advisory Commitee, 57036 
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Advisory Committee, 26292, 74058 


Farm 


Advisory Committee of the Export-Import Bank 
of the United States, 14970 
Sub-Saharan Africa Advisory Committee, 35217 
Meetings; Sunshine Act, 10898, 16771, 41497, 
73632, 77229 
Renewals of Advisory Committee Charter, 72204 


Farm Credit Administration 


RULES 
Board Policy Statements, 54638 
Federal Agricultural Mortgage Corporation 
Governance, etc.: 
Risk-Based Capital Requirements, 23459 
Risk-Based Capital Requirements; Effective 
Date, 35966 
Loan Policies: 
Lending, Leasing Limits, and Risk 
Management, 29992 
Loan Purchases from FDIC, 30246 
Loan Policies and Operations: 
Loan Purchases from FDIC; Effective Date, 
42470 


PROPOSED RULES 
Dodd-Frank Act: 
Margin and Capital Requirements for Covered 
Swap Entities, 37029 
Swap Entities Agencies; Margin and Capital 
Requirements, 27564 
Federal Agricultural Mortgage Corporation 
Funding and Fiscal Affairs, 71798 
Farmer Mac Risk-Based Capital Stress Test; 
Version 5.0, 35138 
Funding and Fiscal Affairs, Loan Policies and 
Operations, and Funding Operations, 51289, 
80817 
Funding, Fiscal Affairs, Loan Policies, Operations, 
and Funding Operations; Alternatives to 
Credit Ratings, 53344 
Operating and Strategic Business Planning; 
General Provisions, 30280 


NOTICES 
Ethics, Independence, Arm’s-Length Role, Ex 
Parte Communications and Open 
Government, 71343 
Loans in Areas Having Special Flood Hazards: 
Interagency Questions and Answers Regarding 
Flood Insurance, 64175 
Market Access Agreement, 77998 
Market Access Agreements; Request for 
Comments, 67440 
Meetings: 
Farm Credit System Insurance Corporation 
Board, 20668 
Meetings; Sunshine Act, 1156, 6616, 12356, 
20350, 26727, 32360, 34704, 40729, 48161, 
55387, 62066, 69269, 75878 
Privacy Act; Systems of Records, 7204, 7206, 
7207, 7208 
Registration of Mortgage Loan Originators, 6185 


Farm Credit System Insurance 
Corporation 
NOTICES 
Adjustments to the Insurance Premiums and Policy 
Statement on the Secure Base Amount and 
Allocated Insurance Reserves Accounts, 
79177 
Meetings: 
Farm Credit System Insurance Corporation 
Board, 3629, 34985, 55908, 76409 
Policy Statements: 
Adjustments to the Insurance Premiums and the 
Secure Base Amount and Allocated 
Insurance Reserves Accounts, 38389 


Farm 


Farm Service Agency 


RULES 

Emergency Assistance for Livestock, Honeybees, 
and Farm-Raised Fish Pro gram, etc.; 
Technical Amendment, 54072 

Farm Loan Programs; Activities, 75427 

Guaranteed Loan Fees, 58089 

Intergovernmental Review, 80729 

Loan Servicing: 

Farm Loan Programs, 5055 

Rural Business Investment Program; Amendment, 
80217 

Single Family Housing Guaranteed Loan Program, 
31217 

PROPOSED RULES 

Agriculture Priorities and Allocations System, 
29084 

Community Facility Loans, 22631 

Disaster Designation Process, 70368 

Improving Common Acreage Reporting Processes, 
42590 

Single Family Housing Guaranteed Loan Program, 
66860 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Certified State Mediation Program, 19310 
County Committee Elections, 13597 
Direct Loan Servicing; Special, 71934 
End-Use Certificate Program, 81910 
Measurement Service Records, 1593 
Report of Acreage; Noninsured Crop Disaster 
Assistance Program, 70407 
Representation for CCC and FSA Loans 
Authorization to File a Financing 
Statement, 14370 
Transfer of Farm Records Between Counties, 
14370 
United States Warehouse Act, 40677 
Volunteer Programs, 29720 
Environmental Assessments; Availability, etc.: 
Giant Miscanthus in Arkansas, Missouri, Ohio, 
and Pennsylvania, 30639 
Farm Loan Programs: 
Funding for the Guaranteed Loan Interest 
Assistance Program, 72160 
Funding for Conservation Loan Program: 
Farm Loan Programs, 27986 
Meetings: 


Dairy Industry Advisory Committee, 4611, 8998 


Tobacco Transition Payment Program: 
Availability of Current Assessment Methods 
Determination Document, 71934 
United States Warehouse Act: 
Export Food Aid Commodities Licensing 
Agreement, 13972 
Processed Agricultural Products Licensing 
Agreement, 13973 


Federal Accounting Standards 
Advisory Board 
NOTICES 
Appointment of New Board Member, 76161 
Calls for Candidates, 4896 
Charter Renewals, 71032 
Exposure Draft of Technical Bulletin 2011-2; 
Availability, 43330 
Exposure Draft Revisions to Identifying and 
Reporting Earmarked Funds, 38175 
Issuance of Statement of Federal Financial 
Accounting Standard 40, etc.: 
Amending Statement of Federal Financial 
Accounting Standard 6, Accounting for 
Property, Plant, and Equipment, 28434 


Meetings: 

Board Schedule for 2012, 58510 

Proposed Deferred Maintenance and Repairs 
Standards, 39105 
Release of Exposure Draft Technical Bulletins: 

Accounting for Oil and Gas Resources and 
Federal Natural Resources Other than Oil 
and Gas, 3142 

Request for Nominations, 36130 
Statement of Federal Financial Accounting 
Standards: 

Deferral of the Effective Date of SFFAS 38, 
Accounting for Federal Oil and Gas 
Resources, etc., 40908 

Technical Bulletins; Availability, 60029 


Federal Aviation Administration 


RULES 
Activation of Ice Protection, 52241 
Airspace Designations: 
Incorporation by Reference, 53328 
Air Traffic Service Routes: 
Northeast United States, 72836 
Northeast United States; Amendment and 
Establishment, 57902 
Airworthiness Directives: 
328 Support Services, 419, 42031 
328 Support Services GmbH Model 328-100 
and -300 Airplanes, 58094 
Aerospace, LP (Fairchild Aircraft, Inc.), et al., 
1996 


Agusta, 66623 

Agusta Helicopters, 28169 ° 

Agusta S.p.A., 68297 

Agusta S.p.A., 53312, 53324 

Airbus, 4219, 6543, 6549, 6551, 8610, 8612, 
10230, 13075, 15805, 18038, 20496, 
22005, 24356, 24351, 24353, 24360, 
27220, 27227, 27232, 27242, 27246, 
27875, 27863, 33986, 37241, 37255, 
39248, 41657, 42029, 42024, 421, 432, 
441, 47430, 50113, 52217, 53303, 53305, 
56279, 56284, 56286, 57630, 59008, 
59011, 61555, 63177, 63159, 64781, 


64798, 65936, 65938, 73486, 73496, 78524 


Airbus Model, 432 

Aircraft Industries, 4226 

Air Tractor, Inc., 495 

Allied Ag Cat Productions, Inc., 11324 

Apex, 12845 

Apical Industries, Inc.; Emergency Float Kits, 
77375 

ATR - GIE Avions de Transport Regional 
Airplanes, 70044 

Austro Engine, 54373 

Aviointeriors; Passenger Seats, 63161 

B/E Aerospace; Protective Breathing 
Equipment, 435 

B/E Aerospace; Various Continuous Flow 
Passenger Oxygen Mask Assembly Parts 

BAE Systems, 13069, 31459, 64788, 73477, 
77376 

Bell Helicopters, 13059, 13061, 18865 

Bell Helicopter Textron Canada, 66609 

Bell Helicopter Textron, Inc., 68301 

Bell Helicopter Textron, Inc., 35334, 67051 

B-N Group, Ltd., 15820 


Boeing; Models Equipped with General Electric 


or Pratt & Whitney Engines, 27244 
Boeing Co., 426, 430, 1979, 1983, 1993, 4221, 
4224, 6529, 6535, 8615, 9498, 10226, 
13067, 13074, 15800, 15802, 15808, 
15814, 18022, 24345, 28632, 31462, 
33991, 33988, 35327, 35336, 35342, 
35344, 39251, 40596, 41659, 41673, 


41651, 44458, 47427, 52225, 53317, 

58098, 60710, 61033, 61561, 63163, 

63172, 67343, 74667, 77367, 77371, 

78138, 82111 

Boeing Co.; Correction, 30253 

Boeing Co. Models Powered by Pratt & 
Whitney or General Electric, 24349, 24354 

Bombardier, Inc., 10216, 15823, 17758, 18024, 
28639, 37253, 37255, 37258, 937261, 
64801, 68306 

Bombardier, Inc., 428, 6536, 6539, 8605, 
13080, 20498, 24343, 33982, 41653, 
42033, 46597, 50403, 52222, 53046, 
54093, 55785, 56277, 56290, 66620, 
71241, 73481, 74665, 78522 

Bombardier Inc.; Cockpit Door Installations, 
63169 

Bombardier, Inc.; Regional Jet Series 100 & 
400; Correction, 29997 

British Aerospace Regional Aircraft 28635 

BRP-Powertrain GmbH & Co.; Reciprocating 
Engines, 33984 

BRP-Powertrain GmbH and Co. KG 
Reciprocating Engines, 76293 

Burkhart Grob Luft-Und, 27240 

Cessna Aircraft Co., 67346 

Cessna Aircraft Co., 6525, 8607, 45657, 53308 

Cessna Aircraft Co. 27865 

Cessna Aircraft Co.; Airplanes Modified by 
Supplemental Type Certificate 
SA01303WI; Correction, 27239 

Cessna Aircraft Co.; Correction, 69123 

Continental Motors, Inc., 77382 

Costruzioni Aeronautiche Tecnam srl Model 
P2006T Airplanes, 35344 

CPAC, Inc., 18376 

Dassault, 25535, 36283, 47424 

Dassault Aviation, 18031, 24358, 27880, 37251, 
39256 

DG Flugzeugbau Gliders, 23169 

Diamond Aircraft; Sailplanes, 64793 

Diamond Aircraft Industries, 27861, 31457 

Diamond Aircraft Industries; Supplemental Type 
Certificates, 63167 

Dornier Luftfahrt, 6523 

Dowty; Propeller Assemblies, 61558 

Dowty; Propellers Assemblies, 54926 

Eclipse Aerospace, Inc.; Airplanes Equipped 
With Pratt and Whitney Canada, Corp. 
Engine, 13078 

Eclipse Aerospace, Inc. Airplanes Equipped 
With Pratt & Whitney Canada, Corp. 
PW6I10F-A Engines, 78526 

Empresa Brasileira de Aeronautica, 437, 444, 
20503, 27237, 37244, 52220, 55781, 
55783, 64785 

Erickson Air-Crane Inc., 66617 

Eurocopter Deutschland GmbH (ECD) Model 
MBB BK 117 C-2 Helicopters, 68299 

Eurocopter France, 15802, 28637, 35346, 
53326, 53315, 66606, 66613, 66618, 
70046, 75772 

Eurocopter France Model Helicopters, 13063, 
13065 

Fokker, 20501 

Fokker Services, 423, 8618, 8622, 18029, 
20493, 20501, 35340, 50111, 50115, 63156 

Fokker Services 6541 

General Electric Co., 52215, 52213 

General Electric Co., 6323, 14796, 41395, 
61559, 67594, 68634, 82103 

Gulfstream, 70040 

Gulfstream Aerospace Corp., 73483 

Gulfstream Aerospace, LP, 61036 

Hamilton Sundstrand Propellers, 7101 

Hamilton Sundstrand Propellers; Correction, 

25534 
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Hawker Beechcraft Corp., 6533, 41667 

Hawker Beechcraft Corp.; Supplemental Type 
Certificate, 81790 

Honeywell International, Inc., 70334 

Honeywell International Inc., 20231, 73489 

Honeywell International, Inc.; Engines With 
Certain Dixie Aerospace, LLC Main Shaft 
Bearings, 61255 

International Aero Engines, 77108 

Koito Industries, Ltd.; Seats and Seating 
Systems, 31803 

Learjet Inc., 10215, 37247, 78520 

L’Hotellier Portable Halon 1211 Fire 
Extinguishers, 31798 

Lockheed Martin Corp., 28626, 41647, 82106 

Lycoming Engines; Fuel Injected Reciprocating 
Engines, 79051 

Lycoming Engines and Teledyne Continental 
Motors Turbocharged Reciprocating 
Engine, 37629 

Lycoming Reciprocating Engines, 56637 

M7 Aerospace, LP, 50881 

McDonnell Douglas Corp., 73491 

MD Helicopters, Inc., 41662, 69123 

Pacific Aerospace, Ltd., 70042 

Piaggio Aero Industries, 4056, 27872, 10224, 
36980, 71246, 77369 

Piaggio Aero Industries 27872 

Piaggio Aero Industries; Correction, 7694 

Pilatus Aircraft, Ltd., 5467 

Pilatus Aircraft, Ltd., et al., 1990 

Piper Aircraft, Inc., 18033, 60367 

Pratt & Whitney, 16526, 47056, 76027, 77380 

Pratt & Whitney Canada Corp., 64001 

Pratt & Whitney Canada Corp.; Correction, 255 

Pratt & Whitney Corp., 77107 

Pratt and Whitney, 5066, 8620 

Quest Aircraft Design, LLC, 75442 

Reims Aviation, 15818 

Robinson Helicopter Co., 35330 

Rolladen-Schneider, 253 

Rolls-Royce Corp., 67591 

Rolls-Royce Deutschland, Ltd, 64791 

Rolls-Royce, PLC, 12277, 14797, 20229, 24798, 
24793, 24796, 30529, 36981, 40217, 
65941, 70336, 78805 

Rolls-Royce, PLC; Correction, 59013 

Saab, 13072, 22007, 41665, 53301 

Schweizer Aircraft Corp., 39254 

Short Brothers, PLC, 1985 

Sicma; Passenger Seat Assemblies, 18020, 
64795 

Sicma Aero Seat; Passenger Assemblies, 68304 

Sikorsky Aircraft Corp., 31796, 66615 

SOCATA, 4216, 50405, 67341 

Superior Air Parts and Lycoming Engines 
(Formerly Textron Lycoming) Fuel-Injected 
Engines, 45655 

Teledyne Continental Motors (TCM) and Rolls- 
Royce Motors, Ltd., 78808 

Thielert; Reciprocating Engines, 68636 

Thielert Aircraft, 82110 

Thielert Aircraft Engines, 9963, 17757 

Transport Category Airplanes; Chemical 
Oxygen Generators in Lavatory, 12556 

Turbomeca, 40222, 73494, 77378, 80228 

Turbomeca; Makila 1A2, 72091 

Turbomeca Turboshaft Engines, 11940 

Various Aircraft Equipped with Rotax Aircraft 
Engines, 31465, 40219 

Viking Air, 10220, 62605 

Viking Air, Ltd., 31800, 53633 

Wytwornia Sprzetu Komunikacyjnego, 57900, 
64003 


Airworthiness Directives; 


Empresa Brasileira de Aeronautica, 59240 


Airworthiness Standards: 

Electrical and Electronic System Lightning 
Protection, 33129 

Normal, Utility, Acrobatic, and Commuter 
Category Airplanes; CFR Correction, 
81790 

Rotor Overspeed Requirements, 42020 

Rotor Overspeed Requirements; Correction, 
55553 


Transport Category Airplanes; CFR Correction, 


81790 
Alaska; Special Use to Airspace; Amendment, 
12558 


Antidrug and Alcohol Misuse Prevention Programs 


for Personnel Engaged in Specified Aviation 
Activities, 40798 
Personnel in Specified Aviation Activities; 
Flexibility Determination, 12559 
August 2001 Overflight Fees; Update, 43112 
Aviation Fuel and Oil Operating Limitations: 
Policy Memorandum, 47423 
Chardon Airport; Chadron, NE; Amendment, 
72093 
Miscellaneous Amendments, 72094 
Class B Airspace; Amendments: 
Cleveland, OH, 8281 
Class B Airspace; Modifications: 
Seattle, WA, 65945 
Class C Airspace; Amendments: 
Palm Beach International Airport; Palm Beach, 
FL, 77383 
Class D Airspace; Amendments: 
Baltimore, MD; Correction, 80230 
Cabanis Navy Outlying Field; Corpus Christi, 
TX, 31821 
Casper, WY; Correction, 64233 
Corpus Christi, TX; Correction, 49285 
Denton Municipal Airport; Denton, TX, 44254 
Destin-Fort Walton Beach Airport; Eglin AFB, 
FL, 55553 
Falls Regional Airport; Idaho Falls, ID, 28306 
Fort Worth NAS JRB (Carswell Field), TX, 
1511 
Grand Junction Regional Airport; Grand 
Junction, CO, 56966 
Lawson Army Airfield; Columbus Lawson 
AAF, GA, 47060 
Livermore Municipal Airport; Livermore, CA, 
28305 
Manassas Regional Airport/Harry P. Davis 
Field; Manassas, VA, 59501 
Martin State Airport; Baltimore, MD, 72837 
Northeast Philadelphia Airport; North 
Philadelphia, PA, 77669 
Notrona County International Airport; Casper, 
WY, 53048 
Palmdale Regional Airport/USA Plant 42; 
Palmdale, CA, 30532 
Class D Airspace; Establishments: 
Frederick Municipal Airport; Frederick, MD, 
75448 
Hernando County Airport; Brooksville, FL, 
78529 


Los Angeles International Airport; Los Angeles, 


CA, 70051 
Punta Gorda, FL, 80231 
Class D Airspace; Modifications: 
Suna Vista Municipal Airport; Fort Huachuca, 
AZ, 45178 
Class D Airspace; Removals: 
Willow Grove Naval Air Station; Willow 
Grove, PA, 44258 
Class E Airspace; Amendment: 
Duluth International Airport; Duluth, MN, 
30821 
Greensburg, IN, 5469 
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FAA 


Indianapolis Executive Airport; IN; Correction, 
28641 

Lafayette, Purdue University Airport, IN, 6049 

La Porte, IN, 5471 

McCall Municipal Airport; McCall, ID, 25537 

Merit Island Airport; Cocoa, FL, 35966 

Richmond, IN, 5470 

Taylor Airport; Taylor, AZ, 18378 

Yellowstone Airport; West Yellowstone, MT, 
18040 


Class E Airspace; Amendments: 


; Show Low, AZ, 82113 

Albert J. Ellis Airport; Jacksonville, NC, 67056 

Alice, TX, 73504 

Allaire Airport; Wrightstown, NJ, 58715 

Anaktuvuk Pass, AK, 78144 

Ardmore Municipal Airport; Ardmore, OK, 
73502 

Arthur N. Neu Airport; Carroll, IA, 73501 

Ava Bill Martin Memorial Airport; Ava, MO, 
43821 

Baltimore, MD; Correction, 80230 

Barnes County Municipal Airport; Valley City, 
ND, 67055 

Bedford Medical Center Heliport; Bedford, IN, 
22011 

Bozeman-Gallatin Field Airport; Bozeman, MT, 
35967 

Brunswick Malcolm-McKinnon Airport; GA, 
30533 

Burlington, VT, 59013 

Cable Union Airport; Cable Union, WI, 22014 

Captain Jack Thomas/El Dorado Airport; El 
Dorado, KS, 44256 

Casper, WY; Correction, 64233 

Centerville Municipal Airport; Centerville, IA, 
75447 

Charleston, WV, 9966 

Dawson Community Airport; Glendive, MT, 
56967 

Desert Rock Airport; Mercury, NV, 75446 

Drummond Island Airport; Drummond Island, 
MI, 43820 

Eagle’s Nest Airport; Waynesboro, VA, 34576 

Easton, MD, 9965 

Elton Hensly Memorial Airport; Fulton, MO, 
43577 

Emmonak Airport; Emmonak, AK, 75447 

Evansville Regional Airport; Evansville, IN, 
67057 

Falls Regional Airport; Idaho Falls, ID, 28306 

Gary/Chicago International Airport; Gary, IN, 
53636 

Glass Ranch Airport; Carizzo Springs, TX, 
22011 

Grand Marais/Cook County Airport; Grand 
Marais, MN, 43575 

Hannibal Regional Airport; Hannibal, MO, 
43576 

Hardin County Airport; Kenton, OH, 22016 

Henderson, KY, 9967 

Hernando County Airport; Brooksville, FL, 
78529 

Honolulu Central Facility; Hawaiian Islands, HI, 
54689 

Horseshoe Bay, TX, 1513 

Huntington, WV, 80230 

Indianapolis Executive Airport; Indianapolis, IN, 
22013 

Johnson County Executive Airport; Olathe, KS, 
75445 

Kokomo Municipal Airport; Kokomo, IN, 
22012 

Kwajalein Island, Marshall Islands, RMI; 
Correction, 2572 

Lakelaind Linder Regional Airport; Lakeland, 
FL, 47061 
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La Porte, IN; Correction, 13505 

Lawrence Smith Municipal Airport; 
Harrisonville, MO, 44255 

Lawson Army Airfield; Columbus Lawson 
AAF, GA, 47060 

Livermore Municipal Airport; Livermore, CA, 
28305 

Los Angeles International Airport; Los Angeles, 
CA, 70051 

Luray Caverns Airport; Luray, VA, 72838 

M. Graham Clark-Taney Field Airport; Point 
Lookout, MO, 22010 

Madison Municipal Airport; Madison, SD, 
40597 

Manassas Regional Airport/Harry P. Davis 
Field; Manassas, VA, 59501 

Martin State Airport; Baltimore, MD, 72837 

Midwest National Air Center Airport; Mosby, 
MO, 31822 

Miles City, MT, 57633 

Mobridge Municipal Airport; Mobridge, SD, 
44257 

Muncie, IN, 9219 

Newport, VT, 14799 

Northeast Philadelphia Airport; North 
Philadelphia, PA, 77669 

Notrona County International Airport; Casper, 
WY, 53048 

Nuiqsut Airport; Nuiqsut, AK, 66854 

Oconee County Regional Airport; Clemson, SC, 
54690 

Orangeberg Municipal Airport; Orangeburg, SC, 
44257 

Orangeburg, SC; Correction, 56099 

Oxford, CT, 9967 

Palmdale Regional Airport/USA Plant 42; 
Palmdale, CA, 30532 

Pueblo Memorial Airport; Pueblo, CO, 15825 

Punta Gorda, FL, 80231 

Raton Municipal Airport/ Crews Field; Raton, 
NM, 22015 

Richard Arthur Field; Fayette, AL, 67054 

Rutherfordton, NC, 55554 

Savannah, TN, 1512 

Shelby Airport; Shelby, MT, 53049 

Shelby, NC, 55555 

Shenondoah Valley Regional Airport; Staunton, 
VA, 43575 

Spearfish, SD, 67596 

Sturgis, KY, 1512 

Sturgis Municipal Airport; Sturgis, SD, 67058 

Tonopah Airport; Tonopah, NV, 56968 

Union Hospital Heliport; Terre Haute, IN, 
22009 

Williams County Airport; Bryan, OH, 67056 

Winters Municipal Airport; Winters, TX, 73503 

Class E Airspace; Establishment: 

Colebrook, NH, 14801 

Kahului Airport; Kahului, HI, 18041 

Wolfeboro, NH, 14800 

Class E Airspace; Establishments: 

Brantley County Airport; Nahunta, GA, 64235 

Brunswick Executive Airport; Brunswick, ME, 
39259 

Brunswick, ME, 36285 

Brunswick, ME: Correction, 42471 

Bumpass, VA, 60713 

Campbellton, TX, 40598 

Chinle, AZ, 57634 

Clevland Municipal Airport; Cleveland, MS, 
64235 

Cook Canyon Ranch Airport; Ranger, TX, 
43821 

Creighton, NE, 16530 

Danville Airport; Danville Airport, PA, 73505 

Florence Municipal Airport; Florence, OR, 
41397 


Forest, VA, 52230 

Frederick Municipal Airport; Frederick, MD, 
75448 

Gordonsville Municipal Airport; Gordonsville, 
VA, 59502 

Hearne Municipal Airport; Hearne, TX, 43822 

Hernando County Airport; Brooksville, FL, 
78529 

Howard County Airport; Nashville, AR, 73505 

Kayenta Airport; Kayenta, AZ, 45177 

Keller Brothers Airport; Lebanon, PA, 59503 

Lancaster, NH, 14802 

Lucin, UT, 2800 

Lunenburg County Airport; Kenbridge, VA, 
30534, 30536 


Martin Campbell Field Airport; Copperhill, TN, 


55232 

Martinsville, IN, 9220 

Natrona County Airport; Casper, WY; 
Correction, 64233 

Nephi Municipal Airport; Nephi, UT, 45177 

New Hampton, IA, 5472 

New Market Airport; New Market, VA, 64236 

Notrona County International Airport; Casper, 
WY, 53048 

Oneonta, AL, 80232 

Panguitch, UT, 

Port Clarence, AK, 3011 

Punta Gorda, FL, 80231 

Reigle Field; Palmyra, PA, 64234 

Stuart Helistop; Stuart, IA, 75449 

Tatitlek, AK, 65944, 1999 


Class E Airspace; Modification: 


Poplar Municipal Airport; Poplar, MT, 28308 
Show Low, AZ, 2000 


Class E Airspace; Modifications: 


Alturas Municipal Airport; Alturas, CA, 45180 

Blythe Airport; Blythe, CA, 69608 

Bryce Canyon, UT, 14802 

Driggs-Reed Memorial Airport; Driggs, ID, 
70865 


George Regional/The Dalles Municipal Airport; 


The Dalles; OR, 77899 

Grand Junction Regional Airport; Grand 
Junction, CO, 56966 

Libby Army Airfield; Fort Huachuca, AZ, 
45178 

Newcastle, WY, 36286 

Tillitt Field Airport; Forsyth, MT, 47435 

Wokal Field/Glasglow International Airport; 
Glasgow, MT, 45179 


Class E Airspace; Removals: 


Oxford, CT, 9967 
Willow Grove Naval Air Station; Willow 
Grove, PA, 44258 


Class E Airspace; Revisions: 


Allakaket, AK, 61258 

Barrow, AK, 8624 

Northway, AK, 60714 

Platinum, AK, 8627 

Savoonga, AK, 8625 

Shungnak, AK, 8626 

Talkeetna Airport; Talkeetna, AK, 43824 

Umiat Airport; Umiat, AK, 66178 

Yakutat Airport; Yakutat, AK, 43823 
Class E Airspace; Revocation: 

Air Park South Airport; Ozark, MO, 28887 

Gruver Cluck Ranch Airport; TX, 28888 

Kutztown Airport; Kutztown, PA, 20233 
Class E Airspace; Revocations: 

Easton, MD, 9965 

Manassas Regional Airport/Harry P. Davis 

Field; Manassas, VA, 59501 

Class E Airspaces; Establishments: 

Samaritan North Lincoln Hospital Heliport; 

Lincoln City, OR, 40797 
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Compulsory Reporting Point; Alaska; Revocation 
and Establishment, 80732 
Compulsory Reporting Points; Establishments: 
Alaska, 2801 
Compulsory Reporting Points; Revocations: 
Alaska, 2801 
Crew Resource Management Training for 
Crewmembers in Part 135 Operations, 3831 
Damage Tolerance and Fatigue Evaluation of 
Composite Rotorcraft Structures, 74655 
Fatigue Tolerance Evaluation of Metallic 
Structures, 75435 
Feathering Propeller Systems for Light-Sport 
Aircraft Powered Gliders, 5, 9495 
Federal Airway Route Regulations: 
Instrument Flight Rules; Miscellaneous 
Amendments, 11675 
Federal Airways Route Regulations: 
Dallas/Ft. Worth, Texas; VOR Airway 
Structure; Technical Amendment, 13083 
Kona, Hawaii; VOR; Amendment, 13082 
Western United States; High Altitude Area 
Navigation; Establishment, 13084 
Federal Aviation Administration Regulations: 
Special Federal Aviation Regulations and Cross 
References; Removals, 8892 
Flight Instructor and Pilot School Certification: 
Technical Amendment, 19267 
Foreign Air Carriers and Operations 
Specifications, 7482 
High Density Traffic Airports: 
Low Demand Periods at Ronald Reagan 
Washington National Airport, 58393 
Instrument Flight Regulations: 
Miscellaneous Amendments, 33136 
Instrument Flight Rules: 
Anchorage VHF Ominidirectional Range; 
Alaska, 23687 
California; Description of VOR Federal Airway 
V-299; Amendment, 61257 
Federal Airways; Alaska; Amendment, 65106, 
76891 
Federal Airways; Anchorage, Alaska; 
Amendments, 35097 
Miscellaneous Amendments, 46202 
Restricted Areas R-2104A, B, C, D and E; 
Huntsville, AL; Amendment, 69125 


Transport Category Airplanes; Harmonization of 


Various Airworthiness Standards, 74649 
Washington, DC; Metropolitan Area; Approval, 
34576 
Miscellaneous Amendments, 59890 
Interference With a Crewmember via Laser, 76611 
Intrument Flight Rules: 
Alaska; Amendment, 82114 
Miscellaneous Amendments, 21622 
Jet Route J-93; CA; Amendment, 2799 
Launch Safety: 
Lightning Criteria for Expendable Launch 
Vehicles, 33139, 43825 
Lavatory Oxygen Systems, 12550 
Low Altitude Area Navigation Routes: 
Nebraska and South Dakota; Establishment, 
5068 
Manual Requirements, 39259 


Marking Meteorological Evaluation Towers, 36983 


Moratorium on New Exemptions for Passenger 
Carrying Operations Conducted for 
Compensation and Hire in Other Than 
Standard Category Aircraft, 16239 

Navigation Routes: 

Northeast United States; Establishments of 
Helicopter Area, 37261 
Navigation Routes; Establishments: 
Q-37; Texas, 52229 
Operations Specifications: 


Applications by Foreign Air Carriers and 
Persons; Correction, 15212 
Pilot, Flight Instructor, and Pilot School 
Certification: 
Technical Amendment, 78141 
Pilot in Command Proficiency Check and Other 
Changes to the Pilot and Pilot School 
Certification Rules, 54095 


Pilot School Certification Rules; Correction, 63183 


Policy Clarifying Definition of Actively Engaged 
for Purposes of Inspector Authorization, 
47058 

Policy Determinations: 

Application of Regulations on Fuel Venting, 
44457 

Procedures for Protests and Contracts Dispute, 
55217 

Prohibited Areas: 

District of Columbia; Amendment, 501 

Prohibition Against Certain Flights Within the 
Tripoli Flight Information Region, 16236 

Reciprocal Waivers of Claims for Multiple- 
Customer Commercial Space Launch and 
Reentry, 8629 

Regulation of Fractional Aircraft Ownership 
Programs and On-Demand Operations; 
Technical Amendment, 31823 

Reporting Points: 

Hawaii; Amendment, 12278 

Restricted Areas: 

R-4401A, R-4401B, and R-4401C; Camp 
Shelby, MS; Modifications, 36871 


R-5314A, B, C, D, E, F, H and J; Dare County, 


NC, 64003 
Warren Grove, NJ; Amendment, 77386 
Restrictions on Operators Employing Former 
Flight Standards Service Aviation Safety 
Inspectors; Correction, 52231, 57635 
Safe, Efficient Use and Preservation of Navigable 
Airspace; Correction, 2802 
Safe, Efficient Use and Preservation of the 
Navigable Airspace, 8628 
Special Conditions: 
Bell Helicopter; Installation of a Hoh 
Aeronautics, Inc., 2274 
Bell Helicopter Textron Canada; Installation of 
a Hoh Aeronautics, Inc., 10489 
Boeing Co., 31451 
Boeing Co.; Certification of Cooktops, 17334 
Boeing Co.; Door 1 Extendable Length Escape 
Slide, 38550 
Boeing Co.; Installation of Medical Lift, 15798 
Boeing Co.; Interaction of Systems and 
Structures, etc., 30523, 39763 
Boeing Co.; Overhead Flight Attendant Rest 
Compartment, 44246 
Boeing Co.; Rechargeable Lithium-ion Battery 
Installations, 57625 
Boeing Co.; Seats with Inflatable Lapbelts, 
35324, 63818 
Boeing Co.; Systems and Data Networks 
Security - Isolation or Protection, etc., 
14794 
Boeing Co.; Upper Deck Occupancy, 62603 
Boeing Model; Rest Compartment, 10476 
Boeing Model; Rest Compartment Occupiable 
During Taxi, Takeoff, and Landing, 10482 
Bombardier; Head-up Display with Video 
Synthetic Vision System, 31223 
Cessna Aircraft Co.; AmSafe Inflatable Three- 
Point Restraint Safety Belt, 45399 
Cessna Aircraft Co.; Rechargeable Lithium-ion 
Battery Installations, 57627 


Dassault; Interaction of Systems and Structures, 


54923 
Diamond Aircraft Industries; Electronic Engine 
Control System, 72087 


Diamond Aircraft Industry; Diesel Cycle 
Engine, 19903 

Embraer; Limit Engine Torque Loads, 10213 

Embraer; Single-Place Side-Facing Lavatory 
Seat Dynamic Test; Requirements, 55230 

Embraer; Single-Place Side Facing Seat 
Dynamic Test; Requirements, 65101 

Embraer S.A; Single-Place Side-Facing Seat, 
17332 

Eurocopter France; Installation of a Hoh 
Aeronautics, Inc., etc., 20490 

Gulfstream, 36870 

Gulfstream; Aircraft Electronic System Security 
Protection from Unauthorized External 
Access, 65103 

Gulfstream; Airplane Automatic Power Reserve, 
an Automatic Takeoff Thrust Control 
System, 35736 

Gulfstream; Automatic Speed Protection; Design 
Dive Speed, 31454 

Gulfstream; Design Roll-Maneuver; 
Requirement, 41045 

Gulfstream; Electronic Flight Control System; 
Control Surface Position Awareness, 
14795, 31456 

Gulfstream; Electronic Systems Security 
Isolation or Protection from Unauthorized 
Passenger Systems Access, 36861 

Gulfstream; Electronic Systems Security 
Protection From Unauthorized External 
Access, 36863 

Gulfstream; High Incidence Protection, 17022 

Gulfstream; Interaction of Systems and 
Structures, 36865, 41041 

Gulfstream; Isolation or Aircraft Electronic 
System Security Protection from 
Unauthorized Internal Access, 65105 

Gulfstream; Limit Engine Torque Loads for 
Sudden Engine Stoppage, 44245 

Gulfstream; Operation Without Normal Electric 
Power, 36864 

Gulfstream; Single-Occupant Side-Facing Seats, 
31453 

Gulfstream Aerospace Corp.; Windshield 
Coating in Lieu of Wipers, 71865 

Gulfstream Aerospace, LP; Dynamic Test 
Requirements for Side-facing, Single- 
occupant Seats, 25229 

Gulfstream Aerospace, LP; Hydrophobic Coated 
Windshield Wipers, 63823 

Gulfstream Aerospace, LP; Limit Engine 
Torque Loads for Sudden Engine Stoppage, 
63822 

Gulfstream Aerospace, LP; Operation Without 
Normal Electrical Power, 81360 

Gulfstream Model GVI Airplane; Enhanced 
Flight Vision System, 8278 

Pratt & Whitney Canada, 40594 

Pratt & Whitney Canada 56097 

Pratt & Whitney Canada Model PW210S 
Turboshaft Engine, 33981 

TTF Aerospace, LLC, 5061 

Turbomeca Arriel 2D Turboshaft Engine, 30819 


Standard Instrument Approach Procedures; 


Takeoff Minimums; Obstacle Departure 
Procedures: 
Miscellaneous Amendments, 25231 


Standard Instrument Approach Procedures, and 


Takeoff Minimums and Obstacle Departure 
Procedures, 4061, 4064, 6050, 6053, 11942, 
21232, 28171, 28173, 30534, 35098, 35103, 
37263, 40598, 40600, 43578, 47985, 47988, 
52237, 61038, 61040, 65951, 66179, 70053, 
70055, 78810, 78812 


Amendments, 


Miscellaneous Amendments, 8288, 8291, 18379, 
64005, 24006, 77111 
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Standard Instrument Approach Procedures, 
Takeoff Minimums and Obstacle Departure 
Procedures, 16686, 16689, 55233, 55235, 
56969, 56971, 72613, 72615 

Training and Qualification Requirements for 
Check Airmen and Flight Instructors; 
Technical Amendment, 35101 

Turbine-Powered Airplanes; Flight Testing, 64229 

Turbofan and Turbojet Airplanes; Part 23 
Certification; Amendments, 75736 

VOR Federal Airways: 

Kona, HI; Amendment, 20835 

VOR Federal Airways V-2 and V-21; Hawaii; 
Amendment, 2800 

Waivers: 

Air Traffic Control Specialists; Modification, 

Airworthiness Directives: 

Airbus, 22302, 22308, 22319 
BAE Systems, 22296 

Boeing Co., 22305 

Cessna Aircraft Co., 22298 
Lockheed Martin Corp., 22311 
Pacific Aerospace, 22316 

PROPOSED RULES 

Advisory Circular for Stall and Stick Pusher 
Training, 77452 

Airborne Wind Energy Systems, 76333 

Airspace Areas: 

Class B; Modification: 
Minneapolis, MN; Meetings, 489 

Air Traffic Service Routes: 

Helicopter Navigation Routes; Northeast United 
States, 12643 

Northeast United States; Amendments and 
Establishments, 28379 

Airworthiness Directive Legal Interpretation, 
20898 

Airworthiness Directives: 

328 Support Services, 54145 

328 Support Services; Fairchild Dornier; 
Dornier Luftfahrt, 61638 

328 Support Services GmbH Airplanes, 77159 

Airbus, 56680, 61641, 61645, 62673, 62653, 
64854, 67625, 68671, 69168, 72350, 
79558, 79560, 81884, 77934 

ATR - GIE Avions de Transport Regional 
Model ATR42 and ATR72 Airplanes, 
47520 

Aviation Communication, Surveillance Systems, 
Traffic Alert, and Collision Avoidance 
System Units, 62321 

BAE Systems, 53348 

BAE Systems (Operations) Limited Model 4101 
Airplanes, 54139 

Bell Helicopter Textron, Inc., 67628 

Boeing Co., 63229, 66200, 70377, 71472, 
72853, 72863, 72858, 77157, 77937, 
47522, 52901, 52899, 53346, 54399, 
54405, 58722, 59590, 61643, 62667, 
62649, 62663, 62661, 65991, 68366, 
68666, 69159, 69685, 74012, 76066, 
78574, 82207, 82210 

Bombardier, Inc., 66198, 66203, 71470 

Bombardier, Inc., 45713, 55296, 59067, 61633, 
62669, 64857, 64847, 64849, 69155, 
69157, 69161, 69166 

Cessna Aircraft Co., 70379 

Cessna Aircraft Co., 54141, 82205 

CFM International, 64293 

Cirrus Design Corp., 67631 

Costruzioni Aeronautiche Tecnam srl Model 
P2006T Airplanes, 48045 

CPAC, Inc. Airplanes, 64038 

Dassault, 62671 

Dassault Aviation, 67633 

Dassault Aviation; Mystere Falcon, 68368 
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DG Flugzeugbau GmbH Sailplanes, 76330 
Diamond Aircraft Industries Powered 
Sailplanes, 48047 
EADS CASA, 65995 
Eclipse Aerospace, Inc.; Airplanes Equipped 
With Pratt & Whitney Canada, Corp., 
63571 
Empresa Brasileira de Aeronautica, 72855, 
81894 
Eurocopter Canada, Ltd., 52593 
Eurocopter Deutschland, 76068 
Eurocopter France, 81430 
Fokker Services, 62658, 68668, 69163 
General Electric Co., 64844, 70382 
General Electric Co., 64287, 64291 
Goodrich Evacuation Systems Approved Under 
Technical Standard Order TSO-C69b and 
Installed on Airbus Airplanes, 81885 
Honeywell International, Inc., 48749 
International Aero Engines, 82202 
Learjet, Inc., 64851 
Learjet, Inc., 74010 
Lockheed Martin Corp., 48049, 58416 
Lycoming, 54397 
Lycoming Engines, 50152 
Pacific Aerospace, 55614 
Piaggio Aero Industries, 54403, 60396 
Pratt & Whitney, 68660, 72130, 72348, 72353 
Rolls-Royce Corp., 78863 
Rolls-Royce, PLC, 52288, 64283, 65136, 65997, 
68663, 72650 
Saab; Aerosystems, 62656 
Saab AB, Saab Aerosystems Airplanes, 81889 
Schempp-Hirth Flugzeugbau, 65421 
Sikorsky Aircraft Corp., 66205, 66207, 66209 
SOCATA, 50706, 65419 
The Boeing Company Airplanes, 81879, 81890 
Thielert, 64285, 64289, 72128 
Turbomeca, 54143, 68661, 77446 
BRP--Powertrain GMBH and CO KG, 59950 
Airworthiness Directives; Legal Interpretation, 
30040 
Airworthiness Standards for Transport Category 
Airplanes: 
Landing Gear Retracting Mechanisms and Pilot 
Compartment View, 472 
Approved Training Programs, 80831 
Certification of Airports, 5510 
Clarification of Prior Interpretations of Seat Belt 
and Seating Requirements for General 
Aviation Flights, 36890 
Qualification, Service, and Use of 
Crewmembers and Aircraft Dispatchers; 
Extension of Comment Period, 36888 
Class B Airspace; Amendment: 
Seattle-Tacoma International Airport; Seattle, 
WA, 35363 
Class B Airspace; Amendments: 
Salt Lake City Airport; Salt Lake City, UT, 
52905 
Class B Airspace; Modification: 
Public Meeting; Las Vegas, NV, 35371 
Class B Airspace; Modifications: 
Las Vegas, NV; Correction, 37034 
Class C Airspace; Amendment: 
Palm Beach International Airport; FL, 36014 
Class C Airspace; Establishments: 
Long Beach, CA; Meetings, 52596 
Class D Airspace; Amendment: 
Columbus Metropolitan Airport; Columbus 
Lawson AAF, GA, 30045 
Denton Municipal Airport; Denton, TX, 28684 
Class D Airspace; Amendments: 
Altus AFB, OK, 66866 
Casper, WY, 36017 
Eglin AFB, FL, 38580 


Gallatin Field Airport; Bozeman, MT, 70919 

Grand Junction, CO, 40293 

Instrument Landing System Locator; Palmdale, 
CA, 15231 

Manassas/Harry P. Davis Airport; Manassas, 
VA, 38581 

Martin State Airport; Baltimore, MD, 54153 

North Philadelphia, PA, 49383 

Santa Monica Municipal Airport; Santa Monica, 
CA, 66662 


Class D Airspace; Establishment: 


Los Angeles International Airport; Los Angeles, 
CA, 35369 


Class D Airspace; Establishments: 


Frederick, MD, 50156 
Hernando County Airport; Brooksville, FL, 
55298 
Punta Gorda Airport; Punta Gorda, FL, 59306 
Class D Airspace; Revisions: 
Jack Northrop Field/Hawthorne Municipal 
Airport; Hawthorne, CA, 67103 
Class D and Class E Airspace; Amendments: 
Idaho Falls, ID, 266 
Livermore, CA, 8322 
Class E Airspace; Amendment: 
Cable Union, WI, 5300 
Carrizo Springs, Glass Ranch Airport, TX, 5303 
Columbus Metropolitan Airport; Columbus 
Lawson AAF, GA, 30045 
Duluth, MN, 16348 
Grand Marais/Cook County Airport; Grand 
Marais, MN, 28687 
Indianapolis Executive Airport, IN, 5306 
Lakeland Linder Regional Airport; Lakeland, 
FL, 30047 
Los Angeles International Airport; Los Angeles, 
CA, 35369 
Madison Municipal Airport; Madison, SD, 
20279 
Meritt Island Airport; Cocoa, FL, 21266 
Orangeburg, SC, 12298 
Raton, NM, 5305 
Shelby Airport; Shelby, MT, 35362 
Shelby-Cleveland County Regional Airport; 
Shelby, NC, 35799 
Taylor, AZ, 3570 
Terra Haute, IN, 5302 
West Yellowstone, MT, 3569 
Class E Airspace; Amendments: 
Allakaket Airport; Allakaket, AK, 45477 
Anaktuvuk Pass, AK, 56354 
Ardmore Municipal Airport; Ardmore, OK, 
53355 
Arthur N. Neu Airport; Carroll, [A, 53353 
Barnes County Municipal Airport; Valley City, 
ND, 43613 
Bedford, IN, 5301 
Bill Martin Memorial Airport; Ava, MO, 24409 
Black Hills Airport-Clyde Ice Field; Spearfish, 
SD, 43610 
Bozeman, MT, 19281 
Burlington International Airport; Burlington, 
VT, 38584 
Captain Jack/El Dorado Airport; El Dorado, KS, 
21827 
Centerville Municipal Airport; Centerville, IA, 
53358 
Cleviand Municipal Airport; Cleveland, MS, 
44286 
Cocoa, FL, 30298Class E Airspace; 
Establishments: 
Colorado Springs Municipal Airport; Colorado 
Springs, CO, 70920 
Columbia, SC and Pelion, SC, 77727 
Cumberland, MD, 58727 
Dawson Community Airport; Glendive, MT, 
41145 


Decatur Airport; Decatur, IL, 77450 
Drummond Island Airport; Drummond Island, 
MI, 21826 
Emmonak Airport; Emmonak, AK, 54148 
Eppley Airport; Omaha, NE, 77448, 77449 
Evansville Regional Airport; Evansville, IN, 
43615 
Frank Wiley Field; Miles City, MT, 41725 
Fulont Hensley Memorial Airport; Fulton, MO, 
21825 
Galbraith Lake Airport; Galbraith Lake, AK, 
54152 
Gallatin Field Airport; Bozeman, MT, 70919 
Greater Portsmouth Regional Airport; 
Portsmouth, OH, 66869 
Greenfield Municipal Airport; Greenfield, IA, 
53356 
Harrisonville, MO, 21830 
Hastings Municipal Airport; Hastings, NE, 
72867 
Hernando County Airport; Brooksville, FL, 
55298 
Hugo Tactical Air Navigation System; Hugo, 
CO, 78576 
Huntington, WV, 64295 
Instrument Landing System Locator; Palmdale, 
CA, 15231 
Jacksonville, NC, 52291 
Johnson County Executive Airport; Olathe, KS, 
53361 
Kayenta, AZ, 30299 
Kipnuk Airport; Kipnuk, AK, 54149 illingok 
Airport; KwigKwigillingok, AK, 54151 
Kipnuk Airport; Kipnuk, AK, 54149 
Illingok Airport; KwigKwigillingok, AK, 
54151 
Lamar Municipal Airport; Lamar, CO, 78864 
Luray Caverns Airport; Luray, VA, 52292 
Manassas/Harry P. Davis Airport; Manassas, 
VA, 38581 
Martin State Airport; Baltimore, MD, 54153 
McCall, ID, 8324 
Mercury, NV, 56127 
Mobridge Municipal Airport; Mobridge, SD, 
21828 
North Philadelphia, PA, 49383 
Northway Airport; Northway, AK, 45475 
Nuigsut, AK, 49386 
Oconee County Regional Airport; Clemson, SC, 
38582 
Old Hoppe Place Airport; Alice, TX, 53352 
Pelion, SC, 52290 
Pelion, SC; Withdrawal, 77727 
Piseco Airport; Piseco, NY, 77451 
Pueblo, CO, 2609 
Punta Gorda Airport; Punta Gorda, FL, 59306 
Richard Arthur Airport; Fayette, AL, 44285 
Richmond County Airport; Rockingham, NC, 
66867 
Rugby Municipal Airport; Rugby, ND, 66870 
Rutherfordton, NC, 31510 
Sheridan, WY, 79563 
Show Low Regional Airport; Show Low, AZ, 
64041 
South Bend, IN, 49385 
Springfield, TN, 58726 
Staunton, VA, 14822 
Turgis Municipal Airport; Sturgis, SD, 43612 
Umiat, AK, 49387 
Waynesboro, VA, 14820 
Williams County Airport; Bryan, OH, 43614 
Winters Municipal Airport; Winters, TX, 53354 
Class E Airspace; Establishments: 
Brantley County Airport; Nahunta, GA, 
45478 
Lake Anna Airport; Bumpass, VA, 45479 
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Class E Airspace; Establishment: 

74 Ranch Airport; Campbellton, TX, 20280 

Brunswick, ME, 14824 

Casper, WY, 36017 

Cook Canyon Ranch Airport; Ranger, TX, 
26658 

Florence Municipal Airport; Florence, OR, 
21269 

Kahului, HI, 3571 

Kenbridge, VA, 14823 

Kenbridge, VA; Withdrawal, 7515 

Martin Campbell Field Airport; Copperhill, TN, 
35370 

Samaritan North Lincoln Hospital Heliport; 
Lincoln, OR, 21268 

Class E Airspace; Establishments: 

Bellefonte, PA, 79564 

Boyne City Municipal Airport; Boyne City, MI, 
72868 

Chinle Municipal Airport; Chinle, AZ, 41147 

Danville Airport; Danville, PA, 54155 

Frederick, MD, 50156 

Gallatin Field Airport; Bozeman, MT, 70919 

Gordonville Municipal Airport; Gordonsville, 
VA, 44287 

Hearne Municipal Airport; Hearne, TX, 21831 

Hernando County Airport; Brooksville, FL, 
55298 

Howard County Airport; Nashville, AR, 53359 

Howard County Airport; Stuart, IA, 53360 

Inverness Airport; Inverness, FL, 66871 

Lebanon, PA, 39038 

Nephi Municipal Airport; Nephi, UT, 28382 

New London Airport; Forest, VA 34196, 34196 

New Market Airport; New Market, VA, 44288 

Oneonta, AL, 58728 

Palmyra, PA, 49390 

Punta Gorda Airport; Punta Gorda, FL, 59306 

Tatitlek, AK, 49388 

Wilkes-Barre Wyoming Valley Airport; Wilkes- 
Barre, PA, 38585 

Class E Airspace; Modification: 

Alturas Municipal Airport; Alturas, CA, 28915 

Newcastle, WY; Correction, 28687 

Poplar, MT, 8921 

Class E Airspace; Modifications: 

Bisbee Douglas International Airport; Douglas, 
AZ, 78180 

Blythe Airport; Blythe, CA, 46212 

Driggs, ID, 56356 

Fort Huachuca, Sierra Vista Municipal Airport- 
Libby Army Airfield; Fort Huachuca, AZ, 
29179 

Glasgow, MT, 30300 

Global Positioning System; Newcastle, WY, 
20281 

Grand Junction, CO, 40293 

The Dalles, OR, 63235 

Tillitt Field Airport; Forsyth, MT, 32879 

Class E Airspace; Revisions : 

Jack Northrop Field/Hawthorne Municipal 
Airport; Hawthorne, CA, 67103 

Talkeetna Airport; Talkeetna, AK, 27619 

Yakutat Airport; Yakutat, AK, 21832 

Class E Airspace; Revocations: 

Johnson County Executive Airport; Olathe, KS, 
53361 

Manassas/Harry P. Davis Airport; Manassas, 
VA, 38581 

Class E Airspaces; Amendments: 

Gary/Chicago International Airport; Gary, IN, 
28686 

Hannibal Regional Airport; Hannibal, MO, 
28685 

Tonopah, NV, 40295 

Critical Parts for Airplane Propellers, 74749 


Designated Aircraft Dispatcher Examiners: 

Clarification of Policy; Reopening of Comment 
Period, 77453 

Explosive Siting Requirements, 8923 
Federal Airway Route Regulations: 
Alaska; Anchorage; Revision, 11978 
VOR V-284; Withdrawal, 12645 
Installed Systems and Equipment for Use by the 
Flightcrew, 6088 
Instrument Flight Rules: 

Alaska; VOR Federal Airways V-320 and V- 
440; Amendment, 68674 

Southwest United States; Modification, 79140 

Interpretation Duty and Rest Provisions for 
Maintenance Personnel, 21270 

Legal Interpretation, 11176 

Marking Meteorological Evaluation Towers, 490 

Meetings: 

Public Forum to Conduct Regulatory Review, 

6094 
Navigation Areas: 
Route T-288; WY; Modification, 76070 
Navigation Routes: 

Next Generation Air Transportation System 
Transition to Performance-Based 
Navigation, 77939 

Seattle, WA; Establishments, 79137 

Noise Certification Standards for Tiltrotors, 36001 

Pilot Loading of Navigation and Terrain 
Awareness; Updates, 64859 

Policy Regarding Civil Aircraft Operators 
Providing Contract Support to Government 
Entities, 16349 

Policy Regarding Designated Aircraft Dispatcher 
Examiners; Clarification, 69171 

Policy Statement: 

Inappropriate Design Approval Holder (DAH) 
Restrictions on the Use and Availability 


of Instructions for Continued Airworthiness 


(ICA), 61999 
Protests and Contracts Disputes, 2035 
Qualification, Service, and Use of Crewmembers 
and Aircraft Dispatchers, 29336 
Restricted Areas: 
Devils Lake, ND, 72869 
Warren Grove, NJ; Amendments, 11399 
Safety Enhancements: 
Certification of Airports, 40648 
Safety Enhancements; Certification of Airports, 
20570 
Safety Enhancements, Certification of Airports, 
32105 
Safety Management System; Withdrawal, 14592 
Safety Management System for Certificated 
Airports; Extension, 12300 
Safety Management System for Part 121 
Certificate Holders, 5296 
Special Conditions: 
Boeing; Door | Extendable Length Escape 
Slide, 26957 
Boeing; Overhead Flight Attendant Rest 
Compartment, 26949 
Boeing Co.; Interaction of Systems and 
Structures, 14341 
Boeing Co.; Stairway Between Main Deck and 
Upper Deck, 14819 
Bombardier; All Airplanes Heads-Up Display 
with Video Synthetic Vision System, 
17582 
Bombardier; Synthetic Vision System, 17062 
Cessna Aircraft Co.; Lithium-Ion Battery 
Installations, 41142 
Control Surface Position Awareness, Electronic 
Flight Control System; Gulfstream Model 
GVI Airplane, 265 
Diamond Aircraft Industries; Electronic Engine 
Control System, 55293 
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Gulfstream; Automatic Speed Protection for 
Design Dive Speed, 8917 

Gulfstream; Electronic Systems Security, 10528, 
10529 

Gulfstream; Limit Engine Torque Loads for 
Sudden Engine Stoppage, 25648 

Gulfstream; Single-Occupant Side-Facing Seats, 
291 

Gulfstream Aerospace, LP; Operation Without 
Normal Electrical Power, 66660 

Gulfstream Aerospace LP Model G250 airplane 
Pilot Compartment View - Hydrophobic 
Coatings in Lieu of Windshield Wipers, 
30294 

Gulfstream Model GVI Airplane; Design Roll 
Maneuver Requirement for Electronic 
Flight Controls, 8319 

Gulfstream Model GVI Airplane; Interaction of 
Systems and Structures, 8316, 8319 

Gulfstream Model GVI Airplane; Operation 
Without Normal Electric Power, 8314 

Learjet Inc.; Hydrophobic Coated Windshield 
Wipers, 63851 

Pratt and Whitney; Turboshaft Engine, 11172 

Pratt and Whitney Canada Model PT6C-67E 
Turboshaft Engine, 39795 

Pratt and Whitney Canada Model PW210S 
Turboshaft Engine, 8321 

Turbomeca Arriel 2D Turboshaft Engine, 18130 

XtremeAir GmbH, XA42; Acrobatic Category 
Aerodynamic Stability, 80829 


NOTICES 
Access to Aircraft Situation Display (ASDI) and 


National Airspace System Status Information 
(NASSD, 12209 


Access to Aircraft Situation Display and National 


Airspace System Status Information, 32258 


Access to Aircraft Situation Display to Industry 


and National Airspace System Status 
Information Data, 78328 


Advisory Circulars; Availability: 


Approval of Propulsion Fuels and Lubricating 
Oils, 49525 


Agency Information Collection Activities; 


Proposals, Submissions, and Approvals, 
13263, 74840, 79752 

Activation of Ice Protection Rule - Flight 
Manual Requirements, 53023 

Advanced Qualification Program, 36169, 53528 

Agricultural Aircraft Operator Certificate 
Application, 13265, 28500 

Aircraft Certification Systems Evaluation 
Program; Evaluation Customer Feedback 
Report, 72236 

Aircraft Registration, 36167, 53530 

Aircraft Registration Renewal, 59185, 74841 

Airport Noise Compatibility Planning, 13266, 
30421 

Application for Certificate of Waiver or 
Authorization, 36170, 54286 

Aviation Insurance, 53022, 66348 

Aviation Medical Examiner Program, 399 

Certificated Training Centers, 13267 

Certificated Training Centers - Simulator Rule, 
31673 

Certification; Pilots and Flight Instructors, 
27742 

Certification of Airmen for Operation of Light- 
Sport Aircraft, 59184 

Certification of Airmen for the Operation of 
Light-Sport Aircraft, 44080 

Certification of Airports, 27742, 41859 

Certification of Repair Stations, 72240 

Certifications -- Airmen Other Than Flight 
Crewmembers, Aircraft Dispatchers and 
Aircraft Dispatcher Courses, 79753 


| | 
| 
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Commercial Air Tour Limitations in the Grand 
Canyon National Park Special Flight Rules 
Area, 72239 

Commercial Aviation Safety Team Safety 
Enhancements, 47287 

Commercial Space Transportation Reusable 
Launch Vehicle and Reentry Licensing, 
36168, 54285 

Dealer’s Aircraft Registration Certificate 
Application, 40420 

Development of Major Repair Data, 36172 

Exemptions for Air Taxi and Commuter Air 
Carrier Operations, 72239 

FAA Airport Master Record, 53025, 66348 

FAA Entry Point Filing Form - International! 
Registry, 33021 

Financial Responsibility for Licensed Launch 
Activities, 53024, 66349 

Financial Responsibility Requirements For 
Licensed Reentry Activities, 72236 

Flight Engineers and Flight Navigators, 2440 

General Aviation and Air Taxi Activity and 
Avionics Survey, 66346, 81008 

General Aviation Awards Program, 36168, 
54283 

General Operating and Flight Rules, 30421, 
44080 

Hazardous Materials Training Requirements, 
53024, 66347 

Implementation to Equal Access to Justice Act, 
33022 

Implementation to the Equal Access to Justice 
Act, 13265 

License Requirements for Operation of a 
Launch Site, 36172 

License Requirements for Operation of Launch 
Site, 54286 

Malfunction or Defect Report, 36170, 53529 

Medical Standards and Certification, 5648 

NAS Data Release Request, 4743 

New England Region Aviation Expo Database, 
59186, 74841 

NOTAM Realignment User Survey, 400 

Notice of Landing Area Proposal, 59185 

Office of Dispute Resolution Procedures for 
Protests and Contact Disputes, 13264, 
29287 

Operating Requirements; Domestic, Flag and 
Supplemental Operations, 72237 

Organization Designation Authorization, 53023, 
66346 

Pilots Convicted of Alcohol or Drug-Related 
Motor Vehicle Offenses, etc., 13266, 29286 

Procedure, 

Procedures for Non-Federal Navigation 
Facilities, 72238 

Protection of Voluntarily Submitted 
Information, 36168, 53528 

Qualitative Feedback on Agency Service 
Delivery, 17182 


Rotorcraft External Load Operator Certificate 
Application, 36171, 54285 
Special Awareness Training for the Washington 
DC Metropolitan Area, 30753, 45647 
Survey of Airman Satisfaction with 
Aeromedical Certification Services, 47287, 
79753 
SWIFT Customer Satisfaction Survey, 17181, 
31674 
Training and Qualification Requirements for 
Check Airmen and Flight Instructors, 
66349, 81008 
Type Certification Procedures for Changed 
Products, 66347, 81007 
Use of Certain Personal Oxygen Concentrator 
Devices on Board Aircraft, 59184, 74840 
Airborne Supplemental Navigation Equipment 
Using Global Positioning System, 50808 
Airmen Transition to Experimental or Unfamiliar 
Airplanes, 27168 
Airport Improvement Program: 
Interim Policy Regarding Access to Airports 
From Residential Property, 15028 
Modifications to Benefit Cost Analysis 
Threshold, 65769 
Air Tour Management Plan Programs; Extension 
of Scoping Periods: 
Golden Gate National Recreation Area, San 
Francisco Maritime National Historical 
Park and Point Reyes National Seashore, 
62495 
Applications to Use Passenger Facility Charge 
Fees: 
Metropolitan Oakland International Airport, 
Oakland, CA, 64162 
Approval of Noise Compatibility Programs: 
Kissimmee Gateway Airport, Kissimmee, FL, 
60961 
Approvals of Noise Compatibility Programs: 
Kona International Airport, Keahole, North 
Kona, HI, 78966 
Availability of the Finding of No Significant 
Impact for the Federal Aviation 
Administration to Issue, Renew, or Modify 
Launch Operator Licenses: 
Evolved Expendable Launch Vehicle Program, 
51459 
Availability of the Record of Decision to Issue, 
Renew, or Modify Launch Operator Licenses: 
Evolved Expendable Launch Vehicle Program, 
51459 
Aviation Rulemaking Advisory Committee: 
New Task Assignment, 21936 
Transport Airplane and Engine Issue Area— 
Phase 2 of Low Speed Alerting Task, 
11844 
Changes in Use of Aeronautical Property: 
Bradford Regional Airport, Bradford, PA, 19515 
Charter Renewals: 
RTCA Government / Industry NextGen 


Air Tour Management Plan, Mount Rainier 
National Park, WA; Public Meeting, 17471 

Air Tour Management Plan Program at Golden 
Gate National Recreation Area, et al., 
45312 

Air Tour Management Pian Program, Big 
Cypress National Preserve; Request for 
Public Scoping Comments, 21938 

Experimental Permit; SpaceX, Grasshopper 
Vehicle at McGregor Test Site, TX, 71619 

Experimental Permit to SpaceX for Operation 
of Grasshopper Vehicle at McGregor Test 
Site, Texas, 59768 

New Land-based Airport in Akutan, AK, 
Proposed Changes to Construction, 20435 

Pegasus Launches at Cape Canaveral Air Force 
Station, FL, 12787 

Proposed Airport Traffic Control Tower and 
Base Building, Toledo Express Airport, 
Swanton, OH, 27743, 50809 

Proposed Runway Extension, Devils Lake 
Regional Airport, Devils Lake, ND, 21938 

Renewal of Launch Operator License for Delta 
II Expendable Launch Vehicles at Cape 
Canaveral Air Force Station, FL, 12403 

Renewal of Launch Operator License for 
Pegasus Expendable Launch Vehicles at 
Wallops Flight Facility, VA, 12403 

Spaceport Systems International; California 
Spaceport at Vandenberg Air Force Base, 
CA, 57103 


Environmental Impact Statements; Availability, 


ete.: 

Airfield Improvement Program, Palm Beach 
International Airport, West Palm Beach, 
FL, 6510 

Air Tour Management Plan, Haleakala National 
Park, Maui, HI; Public Meeting, 17471 

Air Tour Management Plan, Hawaii Volcanoes 
National Park, HI; Public Meetings, 17472 

Cook and DuPage Counties, IL, 33401 

Development and Expansion of Runway 9R- 
27L, Fort Lauderdale-Hollywood 
International Airport., 44648 

Igor Sikorsky Memorial Airport, Stratford, CT, 
63341 

Panama City-Bay County International Airport, 
29021 

Philadelphia International Airport; Capacity 
Enhancement Program, 409 

Proposed Replacement General Aviation 
Airport, Mesquite, NV; Suspension of 
Preparation, 70530 

Sikorsky Memorial Airport, Stratford, CT, 
42762 

Theodore Francis Green Airport; Warwick, RI, 
61135 


Executive Committee of the Aviation Rulemaking 


Advisory Committee, 32265 


Exemption Petitions, 852 

Exemption Petitions; Summaries of Petitions, 
48940 

Fiscal Year 2011 Commercial Space 
Transportation Grant Program, 15039 

Grants of Petitions with Conditions: 

Waiver of Terms of Order Limiting Scheduled 
Operations at LaGuardia Airport, 63702 

Intents to Release Federally-Obligated Airport 
Properties: 

Tampa International Airport, Tampa, FL, 54287 
Intents to Rule on Application to Impose’ and Use 
Revenue from Passenger Facility Charge: 

General Edward Lawrence Logan International 
Airport, East Boston, MA, 4411 
Intent to Carry Over Airport Improvement 
Program Entitlement Funds, 44978 


Recording of Aircraft Conveyances and Security 
Documents, 79754 

Reduced Vertical Separation Minimum, 36171, 
54284 

Reduction of Fuel Tank Flammability on 
Transport Category Airplanes, 17181, 
31674 

Reporting of Information Using Special 
Airworthiness Information Bulletin, 13264, 
28500 

Reporting of Laser Illumination of Aircraft, 
36169, 53529 

Report of Inspections Required by 
Airworthiness Directives, 72237 

Revisions to Digital Flight Data Recorders, 
72238 


Advisory Committee, 15039 
Commercial Space Transportation Safety Approval 
Performance Criteria, 20070 
Consensus Standards, Light-Sport Aircraft, 45647 
Criteria Requirements and Application Procedure 
for Participation in the Military Airport 
Program, 58861 
Deadline for Notification of Intent to Use the 
Airport Improvement Program Funds for 
Fiscal Year 2011, 6178, 6178 
Designation of Administrative Judges and 
Deiegation of Authority, 70529 
Environmental Assessments; Availability, etc.: 
Airport Traffic Control Tower and Base 
Building at University of Illinois Willard 
Airport, Savoy, IL, 54525 
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Intent to Review Structure of the Aviation 


Rulemaking Advisory Committee, 11845 
Manufacturers of Airport Avian Radar Systems, 
67017 

Manufacturers of Airport In-Pavement Stationary 

Runway Weather Information Systems, 67018 

Manufacturers of Airport Lighting and Navigation 

Aid Equipment, 77585 

Meetings: 

Air Tour Management Plan, Hawaii Volcanoes 
National Park, HI, Preliminary 
Alternatives; Correction, 19516 

Air Traffic Procedures Advisory Committee, 
27168, 59481 

Aviation Noise Impacts Roadmap, 11308 

Aviation Rulemaking Advisory Committee on 
Transport Airplane and Engine Issues, 
14115 

Civil Supersonic Aircraft Panel Discussion, 
30231, 34124 

Commercial Space Transportation Advisory 
Committee, 78329 

Commercial Space Transportation Advisory, 
42160 

Commercial Space Transportation Advisory 
Committee; Teleconference, 4412, 4743, 
4988, 12211, 15041, 17474, 41323, 51461, 
67018, 82031 

Commercial Space Transportation Advisory 
Committee, 621 

EUROCAE WG-72; RTCA Special Committee 
216; Aeronautical Systems Security (Joint 
Meeting), 22162, 50811 

Executive Committee of Aviation Rulemaking 
Advisory Committee, 11848 

Executive Committee of the Aviation 
Rulemaking Advisory Committee, 50810, 
72494 

Government/Industry Aeronautical Charting 
Forum, 12211, 53530 

International Civil Aviation Organization’s 
Dangerous Goods Panel, 46351 

Joint RTCA Special Committee 135; 
Environmental Conditions and Test 
Procedures for Airborne Equipment, 22161 

Joint RTCA Special Committee 213; 
EUROCAE WG-79; Enhanced Flight 
Vision Systems/Synthetic Vision Systems 
(EFVS/SVS), 11847, 20437, 54525 

National Parks Overflights Advisory Group 
Aviation Rulemaking Committee, 401 

Research, Engineering and Development 
Advisory Committee, 12404, 44648 

RTCA NextGen Advisory Committee, 3931, 
22162 

RTCA NextGen Advisory Committee (NAC), 
54526 

RTCA Program Management Committee, 
11847, 27743, 27744, 34124, 58077, 74842 

RTCA Special Committee 135; Environmental 
Conditions and Test Procedures for 
Airborne Equipment, 59481 

RTCA Special Committee 147; Minimum 
Operational Performance Standards for 
Traffic Alert and Collision Avoidance 
Systems Airborne Equipment, 58077 

RTCA Special Committee 147, Minimum 
Operational Performance Standards for 
Traffic Alert, etc., 11846 

RTCA Special Committee 159; Global 
Positioning System, 2745, 27744, 33022 

RTCA Special Committee 159, Global 
Positioning System, 67019 

RTCA Special Committee 186; Automatic 
Dependent Surveillance - Broadcast, 22160, 
63987 


RTCA Special Committee 186, Automatic 
Dependent Surveillance—Broadcast, 3932 

RTCA Special Committee 203; Unmanned 
Aircraft Systems, 24957 

RTCA Special Committee 205/EUROCAE WG- 
71; Software Considerations in 
Aeronautical Systems, 16469 

RTCA Special Committee 205S-EUROCAE WG- 
71; Software Considerations in 
Aeronautical Systems, 50812, 66350 

RTCA Special Committee 206; Aeronautical 
Information and Meteorological Data Link 
Services, 54526, 72240 

RTCA Special Committee 206: Aeronautical 
Information and Meteorological Data Link, 
34123 

RTCA Special Committee 206, EUROCAE WG 
76 Plenary, AIS and MET Data Link 
Services, 11846 

RTCA Special Committee 214/EUROCAE WG- 
78; Standards for Air Traffic Data 
Communication Services, 72241 

RTCA Special Committee 214, Working Group 
78; Standards for Air Traffic Data 
Communication Services, 17473, 58078 

RTCA Special Committee 217; Joint with 
EUROCAE WG-44 Terrain and Airport 
Mapping Databases, 27744, 54527 

RTCA Special Committee 217, Joint with 
EUROCAE WG-44 Terrain and Airport 
Mapping Databases, 6179 

RTCA Special Committee 219; Attitude and 
Heading Reference Systems, 50810, 80447 

RTCA Special Committee 220; Automatic 
Flight Guidance and Control, 50809 

RTCA Special Committee 220, Automatic 
Flight Guidance and Control, 22163, 79754 

RTCA Special Committee 220, Eleventh 
Meeting; Automatic Flight Guidance and 
Control, 38742 

RTCA Special Committee 221; Aircraft 
Secondary Barriers and Alternative Flight 
Deck Security Procedures, 22163 

RTCA Special Committee 221, Tenth Meeting; 
Aircraft Secondary Barriers and Alternative 
Flight Deck Security Procedures, 38741 

RTCA Special Committee 222 Inmarsat 
Aeronautical Mobile Satellite (Route) 
Services, 66350 

RTCA Special Committee 223; Airport Surface 
Wireless Communications, 38740 

RTCA Special Committee 223 Airport Surface 
Wireless Communications, 6179, 20436, 
72996 

RTCA Special Committee 224; Airport Security 
Access Control Systems, 16470, 50811, 
59481 

RTCA Special Committee 224, Airport Security 
Access Control, 3931, 632, 67019 

RTCA Special Committee 224, Seventh 
Meeting; Airport Security Access Control 
Systems, 38742 

RTCA Special Committee 225; Rechargeable 
Lithium Batteries and Battery Systems; 
Small and Medium Sizes, 22161, 54527 

RTCA Special Committee 225, Rechargeable 
Lithium Batteries and Battery Systems, 
Small and Medium Sizes, 6180 

RTCA Special Committee 225, Third Meeting; 
Rechargeable Lithium Batteries and Battery 
Systems, 38741 

RTCA Special Committee 226, Audio Systems 
and Equipment, 79755 

RTCA Special Committee; 217/EUROCAE 
WG-44; Terrain and Airport Mapping 
Databases, 70531 
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RTCA Special Committee; 225 Rechargeable 
Lithium Battery and Battery Systems - 
Small and Medium Size, 70531 

U.S. Registration of Aircraft in Name of Owner 
Trustees, 23353 

Aviation Rulemaking Advisory Committee; 
Transport Airplane and Engine Issues, 
60115 

Membership Availability; National Parks 
Overflights Advisory Group Aviation 
Rulemaking Committee: 
Representative of Native American Tribes, 
65319 
Membership in the National Parks Overflights 
Advisory Group Aviation Rulemaking 
Committee, 10085 
New Task Assignment: 

Aviation Rulemaking Advisory Committee, 

81009 
New Task Assignments: 

Aviation Rulemaking Advisory Committee; 
Transport Airplane and Engine Issues, 
17183 

Noise Compatibility Program: 

W. M. Kellogg Airport; Battle Creek, MI, 

72025 
Noise Compatibility Program and Request for 
Review: 

San Diego International Airport, San Diego, 

CA, 2746 
Noise Compatibility Programs; Approvals: 

Lambert-St. Louis International Airport, St. 
Louis, MO, 55158 

San Diego International, San Diego, CA, 46352 

Noise Exposure Map: 

Jackson-Evers International Airport, Jackson. 

MS, 12404 
Noise Exposure Maps: 

Louisville International Airport, Louisville, KY, 
21419 

Martin County Airport, Stuart, FL, 78329 

Receipt of Noise Compatibility Program and 
Request for Review; Lambert-St. Louis 
International Airport, St. Louis, MO, 21939 

Noise Exposure Map Update for Buffalo Niagara 
International Airport, Buffalo, NY, 60962 
Notification of Pilot-in-Command, 11308 
Online Publication of Office of Commercial Space 
Transportation Current and Future Launch, 
Site, and Reentry Licenses and Permits, 
52732 
Operating Limitations at Newark Liberty 
International Airport: 
Extension, 18618 
Operating Limitations at New York Laguardia 
Airport: 
Extension, 18616 
Order Limiting Operations at John F. Kennedy 
International Airport: 
Extension, 18620 
Orders Limiting Scheduled Operations: 

John F. Kennedy International Airport; 
LaGuardia Airport and Newark Liberty 
International Airport; High Density Rule at 
Reagan National Airport, 19517 

Passenger Facility Charge (PFC) Approvals and 
Disapprovals, 77887 
Passenger Facility Charge Applications: 

Bob Hope Airport, Burbank, CA, 16851 

Impose and Use PFC Revenue, Baltimore/ 
Washington International Thurgood 
Marshall Airport, Baltimore, MD, 79271 

Passenger Facility Charge Approvals and 
Disapprovals, 2944, 12405, 27169, 28121, 
28123, 34124, 43370, 56001, 58079, 70807, 
70809 
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Petitions For Exemption, 38265, 38266 

Petitions for Exemption; Summaries of Petitions 
Received, 2746, 3932, 39233, 6180, 14744, 
16653, 17735, 20806, 21790, 26335, 45648, 
51119, 60582, 61473, 61474, 65772, 67246, 

- 72494, 78330, 81010 

Petitions for Exemptions; Summaries of Petitions 
Received, 410, 073, 10429, 22164, 24560, 
29287, 29288, 29289, 39975, 39976, 54287, 
63342, 66351 

Petitions for Exemptions; Summary of Petitions 
Received, 30231, 33400, 33807 

Petitions for Waivers and Other Relief, 45313 

Policy Regarding Airport Rates and Charges: 

Petition of Clark County Department of 
Aviation to Use a Weight-Based Air 
Service Incentive Program, 21420 

Policy Statement on Expungment of Certain 
Enforcement Actions, 7893 

Procedures for the Reallocation of Slots at Ronald 
Reagan Washington National and LaGuardia 
Airports, 65773 

Random Drug and Alcohol Testing Percentage 
Rates of Covered Aviation Employees, 74843 

Receipt of Noise Compatibility Program and 
Request for Review: 

Kissimmee Gateway Airport, Kissimmee, FL, 
18294 

Recomendations from ADS-B In Aviation 
Rulemaking Committee: 

Automatic Dependent Surveillance Broadcast, 

71430 
Records of Decisions: 

Proposed Honolulu High-Capacity Transit 
Corridor Project, at Honolulu International 
Airport, Honolulu, HI, 30753 

Release from Federal Grant Assurance 
Obligations: 

Livermore Municipal Airport, Livermore, CA, 

56271 
Release from Quitclaim Deed and Federal Grant 
Assurance Obligations: 
Phoenix-Mesa Gateway Airport, Mesa, AZ, 
51461 
Release of Aeronautical Property: 
Erie International Airport, Erie, PA, 82347 
Release of Airport Properties: 
Melbourne International Airport, Melbourne, 
FL, 70532 
Release of Airport Property: 
Martin County Airport; Stuart, FL, 74843 
Release of Easement Restrictions: 

Phoenix-Mesa Gateway Airport, Mesa, AZ, 

51462 
Release of Federally Obligated Property: 
Gwinnett County Airport, Lawrenceville, 
Georgia, 10937 
Release of Federally Obligated Property at 
Hartsfield-Jackson Atlanta International 
Airport, Georgia, 51120 
Release of Surplus Property at Laurinburg-Maxton 
Airport, Maxton, NC, 64163 
Requests to Change Use of Aeronautical Property: 

Warren County Regional Airport, Bowling 

Green, KY, 52733 
Requests to Release Airport Properties: 

Malden Regional Airport and Industrial Park 
(MAW), Malden, MO; Intent to Rule, 
69321 

Requests To Release Airport Property, 78967 

Burnet Municipal Airport, Burnet, TX, 20071 

Halifax County Airport (RZZ), Roanoke Rapids, 
NC, 66352 

Hammond Northshore Regional Airport, 
Hammond, LA, 25402 

Helena Regional Airport, Helena, MT, 18622, 
30422 
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Houma Terrebonne Airport, Houma, LA, 22164 

Lehigh Valley International Airport, Allentown, 
PA, 37874 

Northeast Philadelphia Airport (PNE), 
Philadelphia, PA; Intent to Rule, 19518 

Request to Release Airport Property: 

Dubois Regional Airport, Reynoldsville, PA, 
23854 

Ellington Field Airport, Houston, TX, 12408 

Safety Approval Performance Criteria, 30232 
Standard Operating Procedures; Availability: 

Aircraft Certification Service Process for 
Sequencing of Certification and Validation 
Projects, 54528 

Submission Deadline for Schedule Information for 
San Francisco International Airport: 

O’Hare International Airport et al.; Summer 
2012 Scheduling Season, 56868 

Summer 2012 Scheduling Season, 64163 

Submission Deadlines, Winter 2011-2012 
Scheduling Season: 

O’Hare International Airport, John F. Kennedy 
International Airport, and Newark Liberty 
International Airport, 18622 

Surplus Property Releases: 
Golden Isles Airport, Brunswick, GA, 4148 
Technical Standard Orders: 
Airborne Supplemental Navigation Equipment 
Using Global Positioning System, 63714 
U.S. Registration of Aircraft in the Name of 
Owner Trustees for Non-U.S. Citizen 
Beneficiary, 36173 
Underwater Locating Devices (Acoustic) (Self- 
Powered), 52734 
Updated Noise Exposure Maps: 

Indianapolis International Airport, Indianapolis, 

IN, 39150 
Waiver of Aeronautical Land-Use Assurance: 

Austin Straubel International Airport, Green 
Bay, WI, 76810 

Viroqua Municipal Airport, Viroqua, WI, 3695 

Waivers of Aeronautical Land-Use Assurance: 

Auburn-Lewiston Municipal Airport, Auburn, 
ME, 74844 

Capital Region International Airport, Lansing, 
MI, 17986 

DuPage Airport, West Chicago, IL, 82031 

Holmes County Airport, Millersburg, OH, 
10937 

Marshfield Municipal Airport, Marshfield, WI, 
29022 

Ohio State University Airport, Columbus, OH, 
82035 

Richard Downing Airport, Coshocton, OH, 
25402 

Waivers of Aeronautical Land-Use Assurances: 

Indianapolis International Airport, Indianapolis, 
IN, 61474 

Lake in Hills Airport, Lake in Hills, IL, 53166 

Marion Municipal Airport, Marion, IN, 25760 

Marv Skie-Lincoln County Airport, Tea, SD, 
16852 

Shell Lake Municipal Airport, Shell Lake, WI, 
36954 

Petitions for Exemptions; Summary, 22445 


Federal Bureau of Investigation 


NOTICES 
Agency Information Collection Activities; 


Proposals, Submissions, and Approvals, 6827, 


11513, 20042, 20043, 36155, 66325 
Age, Sex, and Race of Persons Arrested 18 
Years of Age and Over, etc., 80966 
Applicant Information Form, 35022, 52014 
Applicant Questionnaire; Race, National Origin, 
Gender, and Disability Demographics, 
80965 


Establishment and distribution of National 
Fingerprint Examiners Questionnaire, 
52015 

Hate Crime Incident Report; Quarterly Hate 
Crime Report, 39437, 56224 

Monthly Return of Arson Offenses Known to 
Law Enforcement, 57081, 71607 

National Instant Criminal Background Check 
System Point of Contact State Final 
Determination Electronic Submission, 
27354 

Number of Full-time Law Enforcement 
Employees as of October, 1, 72977 

Supplementary Homicide Report, 5611 
The Voluntary Appeal File Brochure, 69287 
Charter Reestablishments, 33785 
Meetings: 
CHIS Advisory Policy Board, 8379 
Compact Council for the National Crime 
Prevention and Privacy Compact, 20044 
Council for the National Crime Prevention and 
Privacy Compact, 66326 
Criminal Justice Information Services Advisory 
Policy Board, 56225 
National Name Check Program: 
New User Fees Schedule, 5830 
Revised User Fee Schedules, 78950 


Federal Communications Commission 


RULES 
700 MHz Interoperable Public Safety Wireless 
Broadband Networks; Establishment, 2598 
Amateur Service Rules, 17569 
Amendment of Schedule of Application Fees, 
37660 
A National Broadband Plan for Our Future; High- 
Cost Universal Service Support; Rates, 81562 
Anti-Collusion Rule; Public Safety Spectrum 
Requirements; Revision, 71909 
Application Fees; Amendment, 29158 
Assessments and Collections of Regulatory Fees, 
49333 
Aviation Communications, 17347, 17353 
Broadband Over Power Lines, 71892 
Broadcasting Satellite Service; Service Rules and 
Policies, 50425 
Cable Landing Licenses; Correction, 32866 
Children’s Television Programming Report; 
Extension, 71267 
Commission Organization; Practice and Procedure; 
Radio Broadcast Services, etc., 70904 
Commissions Ex Parte Rules and Other Procedural 
Rules, 30551 
Commission’s Ex Parte Rules, etc., 24376 
Commission’s Rules of Practice, Procedure, and 
Organization, 24383 
Common Carriers, 63561 
Communications Common Carriers; Reporting and 
Record Keeping Requirements, 61279 
Connect America Fund; A National Broadband 
Plan for Our Futures; High-Cost Universal 
Service Support, 73830 
Connect America Fund; Developing a Unified 
Intercarrier Compensation Regime, 76623 
Digital Broadcast Television Redistribution 
Control; Corrections, 62642 
Digital Low Power Television, Television 
Translator, and Television Booster Stations, 
etc., 11680, 44821, 72849 
Improving Public Safety Communications in the 
800 MHz Band, 11681 
Electronic Tariff Filing System, 43206, 61956 


‘Emergency Alert System; Review, 12600, 80780 


Establishment of Rules and Policies for Digital 
Audio Radio Satellite Service in 2310-2360 
MHz Frequency Band, 67070 
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Fairness Doctrine and Digital Broadcast Television 
Redistribution Control, 55817 
Fixed and Mobile Services: 
Petition for Reconsideration, 49364 
Fixed and Mobile Services in Certain Mobile 
Satellite Service Bands, 31252 
Forbearance Petition Filing Requirements, 17032 
Hearing Aid-Compatible Mobile Handsets; 
Amendments, 77415 
High-Cost Universal Service Support and Federal- 
State Joint Board on Universal Service, 4827 
Implementing a Nationwide, Broadband, 
Interoperable Public Safety Network in the 
700 MHz Band, 54977 
Implementing Nationwide, Broadband, 
Interoperable Public Safety Network in 700 
MHz Band, 51271 
Interconnected VoIP Service; Wireless E911 
Location Accuracy Requirements; E911 
Requirements for IP-Enabled Service 
Providers, 59916 
International Telecommunications Service; 
Provisions, 13295, 13296 
Internet-Based Telecommunications Relay Service 
Numbering, 59551, 72124 
Interpretation of Economically Burdensome 
Standards for Ministries, 67376, 67377 
Jurisdictional Separations and Referral to the 
Federal-State Joint Board, 30840 
Leased Commercial Access: 
Development of Competition and Diversity in 
Video Programming Distribution and 
; Carriage, 60652 
Lifeline and Link Up Reform and Modernization, 
Federal-State Joint Board on Universal 
Service, 38040 
Maritime Communications, 33653, 67604 
Microwave Usage for Wireless Backhaul, etc., 
59559 
Microwave Usage for Wireless Backhaul, etc.; 
Correction, 65970 
National Broadband Plan for Our Future: 
Improved Access to Utility Poles, 26620 
Petition for Reconsideration, 44495 
Schools and Libraries Universal Service 
Support, 56295 
National Broadband Plan for Our Future; 
Implementation, 40817 
Nationwide Broadband Data: 
Wireless Broadband Subscribership Data, etc.; 
Improvement, 68641 
Nationwide, Broadband, Interoperable Public 
Safety Network in 700 MHz Band; 
Implementation, 62309 
Navigation Devices: 
Cable Systems and Consumer Electronics 
Equipment; Commercial Availability, 
40263 
Petitions for Reconsideration: 
Facilitating the Use of Microwave for Wireless 
Backhaul and Other Uses, etc., 74722 
Preserving the Open Internet, 74721 
Roaming Obligations of Commercial Mobile 
Radio Service Providers, etc., 74721 
Petitions for Reconsideration of Action of 
Rulemaking Proceeding, 70660 
Policies and Service Rules for the Broadcasting- 
Satellite Service, 14297 
Policies to Promote Rural Radio Services, 79112 
Practice and Procedure, 17568 
Preserving Open Internet, 59192 
Preserving the Open Internet; Correction, 60754 
Promoting Diversification of Ownership in 
Broadcasting Services, 7719 
Radio Broadcasting Services: 
Bastrop, LA, 79113 
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Brackettville, TX, 36384 

Clinchco, VA; Coal Run, KY; Petition for 
Reconsideration, Granted, 44279 

Early and Lake Brownwood, TX, 15857 

Enfield, NH; Hartford, VT; Keeseville and 
Morrisonville, NY; White River Junction, 
VT, 249 

Gearhart, Madras, and Manzanita, OR, 49364 

Kemp Communications, Inc.; Kualapuu, HI, 
12292 

Milford, UT, 79112 

Miriam Media, Inc.; Willow Creek, CA, 13524 

Oklahoma and Texas, 42573 

Various Locations, 67375 

Victoria Radio Work, LLC; Markham, TX, 
43933 

Reexamination of Roaming Obligations of 
Commercial Mobile Radio Service Providers 
and Other Providers of Mobile Data Services, 
63561 

Relay Services for Deaf-Blind Individuals, 26641, 
31261, 58412 

Reporting Requirements for U.S. Providers of 
International Telec« ications Services, 
42567 

Roaming Obligations of Commercial Mobile 
Radio Service Providers, etc.; Reexamination, 
26199 

Rural Health Care Support Mechanism, 37280 

Rural Radio Service, Streamline Allotment, and 
Assignment Procedures, 18942, 42574 

Satellite Digital Audio Radio Service in the 2310- 
2360 MHz Frequency Band, 57923 

Satellite Home Viewer Extension and 
Reauthorization Act, 38306 

Service and Eligibility Rules for FM Broadcast 
Translator Stations, 79113 

Service Rules and Policies for Broadcasting 
Satellite Service, 79110 

Structure and Practices of the Video Relay Service 
Program, 68642 

Structure and Practices of Video Relay Service 
Program, 47469, 47476 

Petition for Reconsideration, 59557 

Tariffs; Correction, 60378 

Telecommunications Act of 1996; Implementation 
of Section 304; Cable Systems and Consumer 
Electronics Equipment, 44279 

Telecommunications Relay Services Fund, 65965 

Television Broadcasting Services: 

Comcorp; El Paso, TX, 19276 

Connecticut Public Broadcasting, Inc.; New 
Haven, CT, 18415 

George S. Flinn, Jr.;Jackson, MS, 19275 

Huntsville, AL, 5290 

Montana State University; Kalispell, MT, 27914 

Nashville, TN, 33656 

North Pole and Plattsburgh, NY, 4078 

Panama City, FL, 68117 

Station License Period; Update, 20249 

WAND TV; Decatur, IL, 20248 

Television Broadcasting Services; El Paso, Texas, 
44280 

Television Broadcasting Services; Montgomery, 
Alabama, 71909 

Terminations of Certain Proceedings, 70902 

Truth in Caller ID Act; Implementation, 43196 

Twenty-First Century Communications and Video 
Accessibility, 56658, 82354 

Video Description, 68117 

Unlicensed Operation in the TV Broadcast Bands, 
56657 

Video Description: 

Twenty-First Century Communications and 

Video Accessibility Act of 2010; 

Implementation, 55585 
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Video Relay Service Program, 8659 
Structure and Practices; Correction, 30841 
Video Relay Service Program; Structure and 
Practices, 59269, 67070, 68116, 68328 
Video Relay Service Programs; Structures and 
Practices, 24393, 24349 
Wireless E911 Location Accuracy Requirements, 
23713 


PROPOSED RULES 

Amendment of Schedule of Application Fee, 
18137 

A National Broadband Plan for Our Future; 
Connect America Fund, 78384 

Aviation Service Rules, 17613 

Basic Service Tier Encryption Compatibility, 
66666 


Closed Captioning of Internet Protocol-Delivered 
Video Programming; Implementation, 59963 

Commercial Advertisement Loudness Mitigation 
Act; Implementation, 32116 

Commission’s Ex Parte Rules, etc., 24434 

Consumer Information and Disclosure; Truth-in- 
Billing; Unauthorized Charges, 74017 

Definition of Auditory Assistance Device, 61655 

Emergency Alert System; Review, 35810 

Empowering Consumers to Prevent and Detect 
Billing for Unauthorized Charges; 
Information, Disclosure, Truth-in-Billing, and 
Billing Format, 52625 

Fixed, Mobile Broadband Access, Educational, and 
Other Advanced Services, 32901 

FM Asymmetric Sideband Operation and 
Associated Technical Studies, 72885 

Foreign Ownership Policies: 

Common Carrier and Aeronautical Radio 
Licensees; Review, 65472 

Form 477 Data Program; Correction, 12308 

Framework for Next Generation 911 Deployment, 
2297, 63257 

Hearing Aid Compatibility Regulations; Review, 
2625 

Hearing Aid-Compatible Mobile Handsets; 
Amendments, 77747 

Improving Communications Services for Native 
Nations; Tribal Lands Utilization, 18476 

Innovation in the Broadcast Television Bands, 
5521 

Inquiry Into Disbursement Process for the 
Universal Service Fund Low Income 
Program, 64882 

International Settlements Policy Reform, 42625 

Internet Protocol-Delivered Video Program; 
Closed Captioning, 66889 

Interpretation of Economically Burdensome 
Standard; Ministries, 67397 

Jurisdictional Separations and Referral to the 
Federal-State Joint Board, 13576 

Lifeline and Link Up Reform and Modernization; 
Federal-State Joint Board on Universal 
Service, 16482 

Local Number Portability Porting Interval and 
Validation Requirements, 60789 

Local Telephone Number Portability Porting 
Interval and Validation Requirements, 79607 

Low Power Radio Service: 

FM Broadcast Translator Stations; Amendment, 
45491 

Microwave Usage for Wireless Backhaul, etc., 
59614 

Modernizing the Form 477 Data Program, 10827 

Nationwide, Broadband, Interoperable Public 
Safety Network in the 700 MHz Band, 10295 

Operation of Radar Systems in 76-77 GHz Band, 
35176 

Outage Reporting to Interconnected Voice Over 
Internet Protocol Service Providers and 


FCC 


Broadband Internet Service Providers; 
Correction, 33686, 36892 
Petition for Reconsideration of Action of 
Rulemaking Proceeding, 11737, 16375 
Possible Revision or Elimination of Rules, 14871, 
60413 
Practice and Procedure: 
CORES Registration System; Amendment, 5652 
Preliminary Plan for Retrospective Analysis of 
Existing Rules, 81462 
Private Land Mobile Radio Service Regulations, 
27296 
Program Carriage Rules; Revision, 60675 
Programmatic Environmental Assessment, 54422, 
61295 
Public Rights of Way and Wireless Facilities, 
28397 
Radio Broadcasting Services: 
Alamo, GA; Alton, MO; Boscobel, WI, etc., 
62330 
Altamont, OR, 69222 
Bastrop, LA, 37049 
Evergreen, AL, and Shalimar, FL; Dismissals, 
69222 
Hebbronville, TX, 13579 
Llano, TX, 67397 
Radio Experimentation and Market Trials under 
Part 5 of Commission’s Rules, etc., 6928 
Regulatory Fees; FY 2011 Assessment, 30605 
Removal of Approved Non-U.S.-Licensed Space 
Stations from the Section 214 Exclusion List, 
56362 
Reporting Requirements for U.S. Providers of 
International Telec« ications Services, 
42613 
Retransmission Consent; Amendment, 17066 
Rulemaking Proceedings, 24846 
Rural Health Care Support Mechanism, 37307 
Rural Radio Service, Streamline Allotment, and 
Assignment Procedures, 14362 
Semiannual Regulatory Agenda, 40154, 40194 
Standardized and Enhanced Disclosure 
Requirements for Television Broadcast 
Licensee Public Interest Obligations; 
Extension of the Filing Requirement for 
Children’s Television Programming Report, 
72144 
Structure and Practices of Video Relay Service 
Program, 24437 
Telecc ications Relay Services and 
Speech-to-Speech Services for Individuals 
with Hearing and Speech Disabilities, 
24442 
Telecommunications Relay Service Fund; 
Contributions, 18490 
Television Broadcasting Services: 
Cleveland, OH, 66250 
Decatur, IL, 3875 
El Paso, TX, 5120 
Fond du Lac, WI, 68124 
Gray Television Licensee, LLC; Panama City, 
FL, 52632 
Gray Television License, LLC; Eau Claire, WI, 
35831 
Hampton-Norfolk, VA; Norfolk, VA-Elizabeth 
City, NC, 54189 
Jackson, MS, 5119 
Kalispell, MT, 1 
KSQA, LLC; Topeka, KS, 13966 
Lincoln Broadcasting, LLC; Lincoln, NE, 76337 
Montgomery, LLC; Montgomery, AL, 54188 
Nashville, TN, 14855 
NPG, LP; El Paso, TX, 28946 
Southern Media Holdings, Inc.; Augusta, GA, 
18497 
Travelers Information Stations, 3064 
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Truth in Caller ID Act of 2009; Implementation, 
16367 
Twenty-First Century Communications and Video 
Accessibility, 2010, 4838, 13800, 82240 
Video Description, 14856 
Unified Intercarrier Compensation, 11632 
Universal Service - Intercarrier Compensation 
Transformation, 49401 
Universal Service Lifeline/Link Up Reform and 
Modernization Proceeding, 50969 
Video Relay Service Program; Structure and 
Practices, 67118 
Wireless Backhaul: 
Fixed Service Sharing of 6875-7125 and 12700- 
13200 MHz Bands, 35181 
Wireless Coverage Through Signal Boosters, 
26983, 37049 
Wireless E911 Location Accuracy Requirements: 
IP-Enabled Service Providers, 47114 
Wireless Requirements: 
E911 Location Accuracy; [P-Enabled Service 
Providers, 1126 
Wireline Competition Bureau Data: 
Bell Operating Company; Provision Review, 
11407 
Tribal Issues Relating to Establishment of a 
Mobility Fund, 22340 
NOTICES 
2011 Annual Telecommunications Reporting 
Worksheet (FCC Form 499-A) and 
Accompanying Instructions, 20976 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 1156, 
1157, 2113, 2114, 2375, 2376, 2377, 2378, 
2379, 2380, 2381, 3630, 3887, 3890, 3891, 
3892, 5157, 5158, 5159, 5809, 6132, 6133, 
6472, 6973, 7206, 7562, 7563, 7564, 7565, 
7566, 7847, 8737, 9576, 10029, 10030, 
10592, 11779, 13183, 13184, 13616, 14661, 
14662, 14663, 14665, 14665, 14666, 15976, 
15977, 15980, 16624, 16771, 16772, 17858, 
17859, 18550, 21738, 21741, 21893, 22700, 
24482, 24483, 24484, 24485, 24875, 24876, 
24877, 24878, 25343, 26293, 26294, 26295, 
26727, 27048, 27049, 27050, 27051, 27051, 
27052, 28029, 28030, 28031, 28777, 29748, 
30706, 30707, 30708, 30713, 30714, 30715, 
30940, 30941, 31331, 31333, 31958, 31959, 
31960, 31961, 32360, 33282, 33283, 33757, 
34704, 37113, 37351, 38175, 38395, 39871, 
39872, 39873, 39874, 40908, 40909, 40911, 
41253, 41254, 41255, 41255, 41256, 41257, 
41792, 44003, 44004, 44006, 44007, 44324, 
45565, 45567, 45569, 45794, 45796, 46292, 
46293, 47582, 47584, 47585, 47586, 47587, 
48161, 49475, 49476, 50215, 50730, 52662, 
53680, 53681, 54233, 55061, 55675, 56453, 
57985, 57986, 57987, 57988, 58510, 58809, 
58810, 60030, 60829, 61356, 61358, 61699, 
61702, 63299, 63616, 63617, 66065, 66066, 
66068, 67187, 67451, 67453, 67729, 68183, 
68184, 68185, 68186, 68756, 68757, 70446, 
72205, 72704, 72921, 75878, 75880, 76726, 
76727, 77529, 78919, 78920, 78921, 78922, 
79679, 79680, 81932, 82297 
Qualitative Feedback on Agency Service 
Delivery, Generic Clearance, 17860, 17861 
Annual Assessment of Status of Competition in 
Market for Delivery of Video Programming, 
25345 
Application for Modification of Various 
Authorizations in the Wireless Radio Services 
Maritime Communications/Land Mobile, LLC, 
30154 
Application of New and Emerging Technologies 
for Video Relay Service Use, 11462 


Application to Renew License for Amateur Radio 
Service Station: 
Glenn A. Baxter, 7847 
Auction of 700 MHz Band Licenses: 
Filing Requirements, Minimum Opening Bids, 
Upfront Payments, and Other Procedures 
for Auction, 2, 21350 
Auction of FM Broadcast Construction Permits: 
Competitive Bidding Procedures for Auction, 3, 
60830 
Revised Construction Permit Number in 
Auction, 3, 81932 
Auction of FM Broadcast Construction Permits 
Rescheduled for April 27, 2011; Filing 
Requirements, Minimum Opening Bids, etc., 
3892 
Auction of FM Broadcast Construction Permits 
Scheduled for March 27, 2012: 
Filing Requirements, Minimum Opening Bids, 
Upfront Payments, and Other Procedures 
for Auction, 3, 78645 
Benefits and Burdens of Requiring Commenters 
To File Cited Materials in Rulemaking 
Proceedings, 76728 
Charter Renewals: 
North American Numbering Council, 68759 
Communications Security, Reliability, and 
Interoperability Council: 
Rechartering; Nominations for Membership, 
17650 
Competitive Bidding Procedures for Auction 92 
of 700 MHz Band Licenses Scheduled for 
July, 9, 2011, 1158 
Connect America Fund Cost Models, 80941 
Debarments, 76409 
Economic Impact of Low-Power FM Stations on 
Full-Service Commercial FM Stations, 28983 
Emergency Access Advisory Committee; 
Establishment; Correction, 21741 
FY 2010 Service Contract Inventory; Availability, 
30716 
Grantees of Equipment Authorization: 
Shenzhen Tangreat Technology Co., Ltd., 12733 
Joint Petition for Reconsideration of a High-Cost 
Universal Service Order: 
Cellular South Licenses, Inc. and United States 
Cellular Corp., 17652 
Mandatory Electronic Filing for Certain Petitions 
via the Electronic Comment Filing System, 
77533 
Meetings: 
Advisory Committee for the 2012 World 
Radiocommunication Conference, 5810, 
17417 
Advisory Committee on Diversity for 
Communications in the Digital Age, 64348 
Communications Security, Reliability, and 
Interoperability Council, 10362, 54234, 
72922 
Consumer Advisory Committee, 45570, 56454, 
65726 
Emergency Access Advisory Committee, 5160, 
11780, 19357, 22102, 30169, 39875, 
48861, 55676, 63300 
Emergency Access Advisory Committee; 
Announcement of Date, 72704 
Emergency Response Interoperability Center 
Public Safety Advisory Committee, 10898, 
23810 
North American Numbering Council, 6787, 
24486, 53898, 75547 
Technological Advisory Council, 14009, 34230, 
58513, 71033 
Twenty-First Century Communications and 
Video Programming Accessibility Act, 
21741 
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Video Programming and Accessibility Advisory 
Committee, 19356, 57989 
Video Programming and Emergency Access 
Advisory Committee, 2686 
Meetings; Sunshine Act, 4110, 6473, 11464, 
12961, 20668, 27053, 32974, 34230, 40729, 
47588, 58275, 73632, 77830, 79184 
Need for Speed Information for Consumers of 
Broadband Services, 
Performance Review Board, 39401 
Petitions for Declaratory Rulings: 
Scope of Preemption of Wireless Entry 
Regulation; Extension of Comment Period, 
21742 
Petitions for Reconsideration of Action in 
Rulemaking Proceeding, 7208 
Privacy Act; Systems of Records, 23810, 41497, 
51975, 53454, 55388, 57989 
Radio Broadcasting Services: 
AM or FM Proposals to Change Community 
of License, 2382, 7848, 46294 
AM or FM Proposals to Change the Community 
of License, 6788, 14394, 22704, 31961, 
50732, 55388, 65192, 72705 
Re-Chartering and Request for Applications: 
Consumer Advisory Committee; Correction, 
6134 
Re-chartering of Consumer Advisory Committee, 
3633 
Regional Sports Network Marketplace, 46295 
Reliability and Continuity of Communications 
Networks, Including Broadband Technologies, 
etc., 23812 
Renewal of Charter: 
Advisory Committee on Diversity for 
Communications in the Digital Age, 5160 
Revised 2011 Annual Telecommunications 
Reporting Worksheet and Accompanying 
Instructions, 69738 
Standardizing Program Reporting Requirements 
for Broadcast Licensees, 77999 
Suspension and Commencement of Proposed 
Debarment Proceedings: 
Schools and Libraries Universal Service Support 
Mechanism, 54768, 68760 
Suspensions and Commencement of Proposed 
Debarment Proceedings: 
Schools and Libraries Universal Service Support 
Mechanism, 53127 
Suspensions and Initiations of Debarment 
Proceedings, 74058 
Technological Advisory Council; Reestablishment, 
30716 
Telecommunications Relay Services and Speech- 
to-Speech Services for Individuals with 
Hearing and Disabilities: 
Struciure and Practices of the Video Relay 
Service Program, 44326 
Termination of Dormant Proceedings, 35892 
Unlicensed Operation in the TV Broadcast Bands, 
6789 
Unlicensed Operation in TV Broadcast Bands, 
51978 
Wireless Coverage Through the Use of Signal 
Boosters, 19357 
Wireless Telecommunications Bureau Seeks 
Comment on Petition for Declaratory Ruling 
Asking to Clarify the Scope of Section 
332(c)(3)(A), 11781 
Open Internet Advisory Committee; Establishment, 
22395 


Federal Contract Compliance 
Programs Office 
PROPOSED RULES 


Affirmative Action and Nondiscrimination 
Obligations of Contractors and Subcontractors 


Regarding Individuals with Disabilities, 
23358, 36482, 77056 
Compensation Discrimination: 
Standards and Voluntary Guidelines; Rescission, 
62 
Non-Discrimination in Compensation; 
Compensation Data Collection Tool, 49398 


NOTICES 
Agency Information Collection Activities; 


Proposals, Submissions, and Approvals, 
27670, 33372 


Federal Crop Insurance Corporation 


RULES 
Common Crop Insurance Regulations: 
Extra Long Staple Cotton Crop Provisions, 
32067 
Macadamia Nut Crop Insurance Provisions; 
Correction, 4201 
National Institute of Food and Agriculture; 
Establishment, 4801 


PROPOSED RULES 
Area Risk Protection Insurance Regulations and 
Area Risk Protection Insurance Crop 
Provisions, 44200 
Catastrophic Risk Protection Endorsement, 50929 
Common Crop Insurance: 
Onion Crop Insurance Provisions, 43606 
Crop Insurance: 
Prune Crop Insurance Provisions, 75805 
Crop Insurance Regulations: 
Fresh Market Tomato Crop Provisions, 71271 
Pecan Revenue Crop Insurance Provisions, 
71276 
General Administrative Regulations: 
Food Security Act of 1985; Implementation of 
Mutual Consent Cancellation, 75799 
Good-Performance Refunds, 718 
Improving Common Acreage Reporting Processes, 
42590 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
53879, 67129 
Funding Availabilities: 
Risk Management Education and Outreach 
Partnerships Program, 34639 
Funding Opportunities: 
Risk Management Education in Targeted States, 
34953 


Federal Deposit Insurance 
Corporation 


RULES 
Assessments, Large Bank Pricing; Correction, 
17521 
Community Reinvestment; CFR Correction, 81789 
Community Reinvestment Act Regulations, 79529 
Disclosure of Information; Privacy Act 
Regulations, 35963 
Dodd-Frank Act: 
Noninterest-Bearing Transaction Accounts; 
Inclusions, 4813 
Office of Thrift Supervision Regulations 
Enforced by Office of Comptroller of 
Currency and Federal Deposit Insurance 
Corporation, 39246 
Transfer and Redesignation of Certain 
Regulations Involving State Savings 
Associations, 47652 
Interest on Deposits; Deposit Insurance Coverage, 
41392 
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Large Bank Pricing, 10672 


FDIC 


Liquidation Authority Provisions, 4207 
Monitoring Bank Secrecy Act Compliance and 
Fair Credit Reporting: Technical 
Amendments, 14793 
Orderly Liquidation Authority Provisions under 
Title II, 41626 
Privacy Act; Disclosure of Information, 63817 
Resolution Plans, 67323 
Resolution Plans Required for Insured Depository 
Institutions with $50 Billion or More in Total 
Assets, 58379 
Retail Foreign Exchange Transactions, 40779 
Risk-Based Capital Standards: 
Advanced Capital Adequacy Framework—Basel 
II; Establishment of Risk-Based Capital 
Floor, 37620 
Securities of Nonmember Insured Banks, 28168 


PROPOSED RULES 
Assessment Rates: 
Guidelines for Large and Highly Complex 
Institutions, 21256 
Calculation of Maximum Obligation Limitation, 
72645 
Corporate Debt Securities, 78086 
Credit Risk Retention, 24090, 34010 
Deposit Insurance Coverage, 21265 
Deposit Insurance Regulations: 
Deposit Insurance Coverage Training; 
Amendments, 7740 
Dodd-Frank Act: 
Covered Swap Entities Agencies; Margin and 
Capital Requirements, 27564 
Margin and Capital Requirements for Covered 
Swap Entities, 3702 
Guidance on Due Diligence Requirements for 
Savings Associations, 78090 
Hedge and Private Equity Funds; Prohibitions, 
68846 
Incentive-Based Compensation Arrangements, 
21170 
Mutual Insurance Holding Company Treated as 
Insurance Company, 77442 
Orderly Liquidation Authority, 16324 
Resolution Plans and Credit Exposure Reports 
Required, 22648 
Retail Foreign Exchange Transactions, 28358 
Risk-Based Capital Guidelines: 
Market Risk, 1890 
Market Risk; Alternatives to Credit Ratings for 
Debt and Securitization Positions, 79380 
Semiannual Regulatory Agenda, 40196 
NOTICES 
Advisory Committee on Community Banking; 
Charter Renewal, 48162 
Agency Information Collection Activities, 77315 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 5251, 
6474, 7082, 7567, 8737, 10030, 13185, 
14460, 14667, 23814, 24486, 24880, 33284, 
39981, 43330, 44913, 44987, 45571, 51123, 
51032, 52326, 53129, 58513, 61359, 65192, 
69269, 70447, 72035, 72497, 73633, 80944 
Assessment Rate Adjustment Guidelines for Large 
and Highly Complex Institutions, 57992 
Clarifications of Statements of Policy: 
Section 19 of Federal Deposit Insurance Act, 
28031 
Designated Reserve Ratio for 2012, 77229 
Determination of Insufficient Assets to Satisfy 
Claims Against Financial Institution in 
Receivership, 18551, 27320, 28225, 52663 
Determinations of Insufficient Assets to Satisfy 
Claims Against Financial Institutions in 
Receivership, 50733 
Loans in Areas Having Special Flood Hazards: 
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FDIC 


Interagency Questions and Answers Regarding 
Flood Insurance, 64175 
Meetings: 
Advisory Committee on Community Banking, 
553, 65193 
Advisory Committee on Economic Inclusion, 
8738, 28778, 71033 
FDIC Advisory Committee on Community 
Banking, 20350 
Systemic Resolution Advisory Committee, 
32203 
Meetings; Sunshine Act, 2687, 3906, 6134, 7208, 
13404, 14668, 19358, 20986, 25689, 27643, 
34230, 35217, 39105, 40365, 48162, 56758, 
57036, 62406, 63922, 70132, 75881, 76975 
Privacy Act; Systems of Records, 15309, 77626 
Registration of Mortgage Loan Originators, 6185 
Stress Testing for Banking Organizations with 
more than $10 Billion in Total Consolidated 
Assets, 35072 
Systemic Resolution Advisory Committee; 
Establishment, 25352 
Termination of Receivership: 
Goldome, Buffalo, NY, 6134 
Oaktree Federal Savings, New Orleans, LA, 
21366 
Terminations of Receivership: 
City Savings FSB, Somerset, NJ, 53457 
Columbia Savings and Loan Association; 
Beverly Hills, CA, 44587 
Hume Bank, Hume, MO, 52327 
Superior Bank, Hinsdale, IL, 52327 
Terminations of Receiverships: 
Connecticut Bank of Commerce, Stamford, CT, 
54770 
First Integrity Bank, Staples, MN, 53899 
Meridian Bank, Eldred, IL, 54467 
Metropolitan Savings Bank, Pittsburgh, PA, 
$7037 
Oakwood Deposit Bank, Oakwood, OH, 57741 
Updated Listing of Financial Institutions in 
Liquidation, 2687, 7848, 10362, 13186, 
13187, 14970, 18552, 21367, 22704, 26295, 
31333, 32361, 34073, 42125, 45572, 51366, 
56454, 57741, 60835, 64088, 65726, 67453, 
69270, 70448, 71968, 73634, 80945 
Updated Listings of Financial Institutions in 
Liquidation, 4111, 28034 
Update Listing of Financial Institutions in 
Liquidation, 49477, 50215, 62407 
Financial Institutions for which FDIC has been 
Appointed Receiver, Liquidator, or 
Manager, 53458 
Update Listings of Financial Institutions in 
Liquidation, 38177, 38651 
Financial Institutions for which FDIC has been 
Appointed Receiver, Liquidator, or 
Manager, 7208, 44587 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
22450 


Federal Election Commission 


RULES 

Electronic Contributor Redesignations, 16233 

Standards of Conduct, 70322 

When Certain Independent Expenditures Are 
Publicly Disseminated for Reporting 
Purposes; Interpretive Rule, 61254 

PROPOSED RULES 

Independent Expenditure Reporting, 36000 

Independent Expenditures and Electioneering 
Communications by Corporations and Labor 
Organizations, 80803 

Rulemaking Petition, 36001 


Internet Communication Disclaimers, 63567 
Procedure Following the Submission of Probable 
Cause Briefs by the Office of General 

Counsel, 63570 
NOTICES 
2012 Presidential Candidate Matching Fund 
Submission Dates, etc., 77831 
Agency Procedure for Disclosure of Documents 
and Information in the Enforcement Process, 
34986 
Filing Dates for Nevada Special Election in 2nd 
Congressional District, 33285 
Filing Dates for Special Elections: 
New York 26th Congressional District, 16419 
Filing Dates for the Nevada Special Election in 
the 2nd Congressional District, 29750 
Filing Dates for the New York Special Election 
in the 9th Congressional District, 45797 
Filing Dates for the Oregon Special Election in 
the First Congressional District, 51366 
Meetings; Sunshine Act, 2906, 4348, 5161, 5374, 
8367, 10363, 10898, 13187, 13404, 18219, 
18552, 23815, 24489, 28986, 30169, 33757, 
34073, 36922, 37352, 41500, 42126, 45254, 
45798, 47589, 48163, 53458, 53899, 54235, 
55677, 57037, 58276, 59127, 60493, 61101, 
63618, 64088, 65193, 66718, 67188, 70132, 
70721, 70722, 71033, 71968, 72922, 74784, 
76730, 76975, 77229, 78257 
Meetings; Sunshine Act; Cancellation, 19993 
Policy Statements: 
Program for Requesting Consideration of Legal 
Questions by the Commission, 45798 
Price Index Adjustments for Contribution and 
Expenditure Limits and Lobbyist Bundling 
Disclosure Threshold, 8368 
Procurement Division FY 2010 Service; Public 
Availability, 5589 
Special Election Filing Dates: 
California 36th Congressional District, 17124 
Meetings; Sunshine Act, 22396 


Federal Emergency Management 
Agency 

RULES 

Changes in Flood Elevation Determinations, 
20551, 20553, 20554, 20556 

Drug Free Workplace Requirements, 10205 

Final Flood Elevation Determinations, 61279 

Flood Elevation Determinations, 272, 1093, 1535, 
3524, 3531, 8906, 668, 10253, 21664, 29656, 
35111, 35119, 36373, 36384, 39011, 39305, 
43923, 50918, 50920, 54134, 60748, 68107, 
69665, 72627, 76055, 76060, 79098 

Flood Elevation Determinations; Changes, 17, 23, 
2837, 8900, 8905, 18938, 21660, 22054, 
26941, 35753, 39009, 40815, 43194, 43601, 
44276, 50420, 50423, 50913, 50915, 52879, 
58409, 58411, 59268, 68322, 68325, 76052, 
77155, 79090, 79093 

National Flood Insurance Program, Policy 
Wording Correction, 7508 

National Flood Program: 

Flood Insurance; Suspension of Community 
Eligibility, 12596 

Suspension of Community Eligibility, 2596, 5081, 
5284, 14293, 18934, 23498, 30837, 34611, 
39782, 39788, 45200, 54708, 56117, 58405, 
67372, 78164 

Suspensions of Community Eligibility, 666, 
26938, 36369, 49329, 59266, 61954, 70899, 
74717 


PROPOSED RULES 
Flood Elevation Determinations, 1121, 3590, 8965, 
8978, 8984, 8986, 12308, 13572, 15900, 


20606, 21693, 921695, 23528, 26968, 32896, 
36044, 36049, 36482, 36486, 39063, 39800, 
39804, 40670, 43968, 45485, 46701, 46705, 
50443, 50952, 50960, 53082, 56724, 58436, 
59361, 59960, 61070, 61295, 61649, 62006, 
66887, 70386, 70397, 70403, 72661, 73534, 
73537 
Flood Elevation Determinations; Correction, 
43965, 43966 
Flood Elevation Determinations; Correction, 6380, 
8330, 714, 12665, 13569, 13570, 13571, 
14359, 14360, 16722, 26980, 43637, 45215, 
46715, 46716, 50443, 50446, 54415, 54721, 
62329 
Flood Elevation Determinations; Cumberland 
County, Maine; Withdrawal, 3595 
Flood Elevation Determinations; Proposed, 19005, 
19007, 19018 
Flood Elevation Determinations; York County, 
ME; Withdrawal, 3596 
Hazard Mitigation Grant Program; Disaster 
Assistance, 61070 
Proposed Flood Elevation Determinations, 5769 
NOTICES 
Adjustment of Countywide Per Capita Impact 
Indicator, 63936 
Adjustment of Statewide Per Capita Impact 
Indicator, 63936 
Adjustment of Statewide Per Capita Indicator for 
Recommending a Cost Share Adjustment, 
6148 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
36139 
Application for Participation in the National 
Flood Insurance Program, 7576 
Chemical Stockpile Emergency Preparedness 
Program Evaluation and Customer 
Satisfaction Survey, 5392, 22116 
Debt Collection Financial Statement, 7577 
Disaster Assistance Registration, 62429 
Elevation Certificate / Floodproofing Certificate, 
71989 
Emergency Management Institute Course 
Evaluation Form, 71991 
Emergency Management Institute Follow-up 
Evaluation Survey, 12749, 37359 
Exemption of State-Owned Properties Under 
Self-Insurance Plan, 7575 
Federal Assistance for Offsite Radiological 
Emergency Planning, 71991 
Federal Assistance to Individuals and 
Households Programs, 24039, 46828 
Federal Hote! and Motel Fire Safety Declaration 
Form, 69753 
Fire Management Assistance Grant Program, 
13202, 33325 
Implementation of Coastal Barrier Resources 
Act, 4707, 22116 
Inspection of Insured Structures by 
Communities, 78935 
Integrated Public Alert and Warning Systems 
(IPAWS) Inventory, 54245 
Integrated Public Alert and Warning Systems 
Inventory, 32367 
Level 1 Assessment and Level 3 Evaluations 
for the Center for Domestic Preparedness, 
52672 
Levei 1 Assessment and Level III Evaluations 
for the Center for Domestic Preparedness, 
24038 
Logistics Capability Assessment Tool, 4708 
National Fire Academy Long-Term Evaluation 
Student/Trainee, NFA Long-Term 
Evaluation Supervisors, 13201, 37824 
National Flood Insurance Program Claims 
Appeals Process, 64361 
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National Flood Insurance Program - Mortgage 
Portfolio Protection Program, 70745 
Preparedness Comprehensive Assessment 
Support Tool, 63936 
Preparedness Grants; Emergency Operations 
Center Grant Program, 77547 
Property Acquisition and Relocation for Open 
Space, 13651, 33327 
Public Assistance Customer Satisfaction Survey, 
64092 
Severe Repetitive Loss Appeals, 13652, 33326 
Standard Flood Hazard Determination Form, 
40738, 64957, 71990 
State/Local/Tribal Hazard Mitigation Plans, 
13200, 33327 
State Preparedness Report, 58818 
Write Your Own (WYO) Program, 54779 
Write Your Own Company Participation 
Criteria; New Applicant, 69752 
Write Your Own Program, 32981 
All-Hazard Position Task Books for Type 3 
Incident Management Teams, 61371 
Assistance to Firefighters Grant Program, 71048 
Collections of Overpayments, 14039 
Demolition of Private Structures Recovery Policy; 
Availability, 35006 
Disaster Declarations: 
Amendment No. 1; New Mexico, 1625 
Emergencies and Related Determinations: 
Alabama, 32982 
Kansas, 44026 
Louisiana, 34089 
Missouri, 38, 44025 
Nebraska, 44025 
New York, 61727 
North Carolina, 61726 
Pennsylvania, 61727 
Emergency and Related Determinations: 
Connecticut, 61373, 70465 
Delaware, 60850 
District of Columbia, 60852 
Maryland, 60851 
Massachusetts, 61374, 72961 
Mississippi, 32368 
New Hampshire, 61372, 72960 
New Jersey, 61373 
New York, 60512 
North Dakota, 21773 
Pennsylvania, 61372 
Puerto Rico, 60513 
Rhode Island, 60850 
Tennessee, 32369 
Vermont, 60849 
Virginia, 60512 
Emergency Declarations: 
Connecticut; Amendment No., 56210 
District of Columbia; Amendment No., 56211 
Kansas; Amendment No., 56210 
Louisiana; Amendment No., 30375 
Maryland; Amendment: No., 55698 
Massachusetts; Amendment No., 56772 
Mississippi; Amendment No., 28998 
Missouri; Amendment No., 39 
Nebraska; Amendment No., 58819 
New Hampshire; Amendment No., 56211 
New Jersey; Amendment No., 56773 
New York; Amendment No., 55931 
North Carolina; Amendment No., 55932 
North Dakota; Amendment No., 21911 
Oklahoma; Amendment No., 10043 
Pennsylvania; Amendment No., 56462 
Puerto Rico; Amendment No., 56772 
Rhode Island; Amendment No., 58026 
Tennessee; Amendment No., 36139 
Vermont; Amendment No., 58027 
Virginia; Amendment No., 55931 
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Maryland; Amendment No., 60077 
Rhode Island; Amendment No., 60078 
Emergency Disaster Declarations: 
Alabama; Amendment No., 34241 
Louisiana; Amendment No., 44344 
North Dakota; Amendment No., 42720 
Emergency Responder Field Operations Guide, 39 
Environmental Assessments; Availability, etc.: 
Hazard Mitigation Safe Room Construction, 
23613 
Flood Hazard Determinations: 
Change in Notification and Appeal Procedures, 
72961 
Major Disaster and Related Determinations: 
Arizona, 790 
California, 23831 
Connecticut, 13653, 60515 
District of Columbia, 72965 
Hawaii, 21773 
Illinois, 19116 
Iowa, 34242, 60515 
Kansas, 53927 
Kentucky, 53142 
Maine, 40, 63318 
Maryland, 63318 
Massachusetts, 13654 
Minnesota, 36141, 53141 
Mississippi, 36140 
Missouri, 19117, 53926 
Nebraska, 53927, 53928 
New Hampshire, 53142, 78936 
New Jersey, 41, 61374 
New Mexico, 19118 
New York, 12362, 63317 
North Carolina, 24040 
Ohio, 47221 
Oklahoma, 40 
Oregon, 12363, 19118 
Pennsylvania, 47219 
Puerto Rico, 47220 
South Dakota, 36140 
Tennessee, 20696, 33773, 47220 
Utah, 10043, 53926 
Vermont, 791, 61375, 72964 
Virginia, 60516, 72964 
Washington, 19117 
Wisconsin, 21774 
Wyoming, 53925 
Major Disaster Declarations: 
Alabama; Amendment No., 26749, 0, 28999, 
1, 29776, 2, 30376, 3, 30738, 4, 34243, 
5, 34244, 6, 34242, 7, 34243, 8, 54780 
Arizona; Amendment No., 50747 
Arkansas; Amendment No., 29255, 0, 42721 
California; Amendment No., 13203 
Connecticut; Amendment No., 31623 
Georgia; Amendment No., 26748 
Illinois; Amendment No., 30376 
Indiana; Amendment No., 44026 
Iowa; Amendment No., 54479 
Kentucky; Amendment No., 29256, 0, 36933, 
1, 38196, 2, 38196, 3, 53143 
Kentucky, Amendment No., 53143 
Maine; Amendment No., 60517 
‘Maryland; Amendment No., 70466 
Massachusetts; Amendment No., 27340 
Minnesota; Amendment No., 32372 
Mississippi; Amendment No., 27077 
Missouri; Amendment No., 21775, 0, 72966 
Montana; Amendment No., 46829 
Nebraska; Amendment No., 54779 
New Hampshire; Amendment No., 56464 
New Jersey, 78937 
New Jersey; Amendment No., 10044 
New Mexico; Amendment No., 23614 
New York; Amendment No., 13655, 0, 68488 
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North Carolina; Amendment No., 23832 

North Dakota; Amendment No., 33775, 0, 
51047, 1, 59149 

Oklahoma, 27076 

Oklahoma; Amendment No., 29255 

Oregon; Amendment No., 23614 

Pennsylvania; Amendment No., 58028 

Puerto Rico; Amendment No., 47222 

South Dakota; Amendment No., 34241 

Tennessee; Amendment No., 27338 

Texas; Amendment No., 44345, 0, 68487, 1, 
70466 

Utah; Amendment No., 16798 

Vermont; Amendment No., 791 

Virginia; Amendment No., 1189 

Wisconsin; Amendment No., 27339 

Wyoming; Amendment No., 47222 

New York; Amendment No., 60078 

Rhode Island; Amendment No., 60078 

Texas; Amendment No., 60079 


Major Disasters and Related Determinations: 


Alabama, 32982 

Alaska, 44347 

Arkansas, 32984, 44031 
California, 6809 
Connecticut, 76171 
Delaware, 64959 

District of Columbia, 64959 
Georgia, 32985 

Idaho, 44030 

Illinois, 44348 

Indiana, 44028 

Iowa, 44029, 61731 

Kansas, 63940 

Kentucky, 32985 
Louisiana, 54480, 76170 
Maryland, 64097 
Massachusetts, 44346, 61729 
Minnesota, 44348 
Mississippi, 32984 
Missouri, 34090 

Montana, 44032 

New Hampshire, 62086 
New Jersey, 64958, 70468 
New Mexico, 76171 

New York, 44347, 61731 
North Carolina, 61728 
North Dakota, 34089, 44029 
Oklahoma, 36559, 44030, 44345 
Pennsylvania, 61728, 62085 
Puerto Rico, 63939, 70467 
Rhode Island, 61730 
Tennessee, 32983 

Texas, 44028, 61730 
Vermont, 44031, 44346 
Virginia, 76172 


Maximum Amount of Assistance Under the 


Individuals and Households Program, 63940 


Meetings: 


Board of Visitors for the National Fire 
Academy, 36933, 58028 

Federal Radiological Preparedness Coordinating 
Committee, 2131, 35902, 64960 

National Advisory Council, 1626, 22911, 53929, 
55932 

National Fire Academy Board of Visitors, 6149, 
17425, 20696 


National Disaster Recovery Framework, 69755 
National Flood Insurance Program: 


Assistance to Private Sector Property Insurers, 
Availability of FY2012 Arrangement, 
45281 


National Incident Management System (NIMS) 


Training Plan, 3648 


NIMS Public Works Resources: Typed Resource 


Definitions, 61376 
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Preliminary Damage Assessment for Individual 
Assistance Operations Manual; Availability, 
63628 

Radiological Emergency Response Plans and 
Preparedness in Support of Nuclear Power 
Plants, etc., 72431 

Rehabilitation Assistance for Levees and other 
Flood Control Works; Availability, 6809 

Request for Applicants for Appointment to the 
National Advisory Council, 4928 

Research-related Equipment and Furnishings 
Recovery Policy; Availability, 35006 

Revised Analysis and Mapping Procedures for 
Non-Accredited Levees, 78015 


Federal Energy Regulatory 
Commission 
RULES 
Annual Update of Filing Fees, 641 
Certification of Qualifying Facility Status for a 
Small Power Production or Cogeneration 
Facility, 50663 
Credit Reforms in Organized Wholesale Electric 
Markets, 10492 
Demand Response Compensation in Organized 
Wholesale Energy Markets, 16658 
Electric Reliability Organization Bulk Electric 
System; Definition Revision, 16263 
Electric Reliability Organization Interpretation of 
Transmission Operations Reliability Standard, 
23171, 58101 
Financial Forms, Statements, and Reporting 
Requirements for Natural Gas Companies; 
Revisions, 4516 
Frequency Regulation Compensation in the 
Organized Wholesale Power Markets, 67260 
Mandatory Reliability Standards for 
Interconnection Reliability Operating Limits, 
16240 
System Restoration Reliability Standards, 42534 
Natural Gas Pipelines: 
Project Cost and Annual Limits, 8293 
Natural Gas Pipelines; Forms, Statements, and 
Reporting Requirements; Revisions, 52253 
Open Seasons for Pipeline Capacity, 72301 
Planning Resource Adequacy Assessment 
Reliability Standard, 16250 
Standards of Conduct for Transmission Providers, 
20838 
System Restoration Reliability Standards, 16277 
Transmission Planning Reliability Standard, 58716 
Version One Regional Reliability Standard for 
Transmission Operations, 23470 
Version One Regional Reliability Standards: 
Facilities Design, Connections, and 
Maintenance, 23690 
Western Electric Coordinating Council: 
Qualified Transfer Path Unscheduled Flow 
Relief Regional Reliability Standard, 16691 
PROPOSED RULES 
Annual Charges for Use of Government Lands, 
10811, 72134 
Automatic Underfrequency Load Shedding and 
Load Shedding Plans Reliability Standards, 
66220 
Availability of E-Tag Information to Commission 
Staff, 23516 
Bidding by Affiliates in Open Seasons for Pipeline 
Capacity, 20571 
Electricity Market Transparency Provisions; 
Section 220 of the Federal Power Act, 24188 
Electric Reliability Organization Interpretation of 
Transmission Operations Reliability, 23222 
Enhancement of Electricity Market Surveillance 
and Analysis, etc., 66211 


70 


Filing of Privileged Materials and Answers to 
Motions, 80838 
Frequency Regulation Compensation in the 
Organized Wholesale Power Markets, 11177 
Market-Based Rate Affiliate Restrictions; 
Withdrawal, 4569 
Retrospective Reviews under Executive Order, 
3579, 70913 
Revision to Form No., 46668 
Storage Reporting Requirements of Interstate and 
Intrastate Natural Gas Companies, 58741 
Third-Party Provision of Ancillary Services; 
Accounting and Financial Reporting for New 
Electric Storage Technologies, 36400 
Transmission Investment Through Pricing Reform, 
30869 
Transmission Planning Reliability Standards, 
66229 
Transmission Relay Loadability Reliability 
Standards, 58424 
Version 4 Critical Infrastructure Protection 
Reliability Standards, 58730 
NOTICES 
Additional File Formats for eFiling, 43679 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 4888, 
12090, 16393, 18209, 19333, 28014, 28760, 
30927, 30928, 30930, 31320, 34216, 34217, 
34220, 34689, 34690, 35870, 35871, 35872, 
36909, 36910, 43996, 45237, 46781, 49460, 
51960, 52646, 52647, 54748, 54749, 55370, 
58803, 59669, 64932, 65504, 66707, 66920, 
67158, 76702 
Amended Complaints: 
Louisiana Public Service Commission v. 
Entergy Corp., et al., 60818 
Amended Reliability Technical Conference 
Agenda, 73608 
Amendments: 
_ East Cheyenne Gas Storage, LLC, 81924 
Perryville Gas Storage, LLC, 22092 
Amendments to Complaints: 
Astoria Generating Co., LP, et al., v. New York 
Independent System Operator Inc., 36910 
Amendments to Petitions for Declaratory Orders: 
Trans-Allegheny Interstate Line Co., 81923 
Analysis of Horizontal Market Power under the 
Federal Power Act, 16394 
Annual Change in the Producer Price Index for 
Finished Goods, 28966 
Application: 
Monroe Gas Storage Co., LLC, 12095 
Northern Natural Gas Co., 12721 
Application Accepted for Filing, etc.: 
City of Escondido, California, and Vista 
Irrigation District, 12719, 12720 
Application Amendments: 
High Island Offshore System, LLC, 35200 
Applications: 
Alabama Power Co., 1145, 769, 30328, 36527, 
70714 
Alaska Energy Authority, 72190 
Alaska Power Co., Inc., 64933 
Andrew Peklo III, 70433 
ANR Pipeline Co., 34971, 51017, 56191, 61683 
Arkansas Electric Cooperative Corp. and The 
Bank of New York Mellon, as Owner 
Trustee, 70714 
Avista Corp., 34970 
Bear Creek Hydro Associates, LLC, 12947 
Bell Mountain Hydro, LLC, 2893 
Blue Heron Hydro, LLC, 4891, 5147, 35873, 
35875 
BOST3 Hydroelectric Co., LLC, 14653 
BOST4 Hydroelectric Co., LLC, 14651 
BOSTS Hydroelectric Company, LLC, 21885 


Brazos River Authority, 71005 

California Department of Water Resources, 
8722, 56427 

Cameron LNG, LLC, 73609 

Carbon Zero, LLC, 70713 

CenterPoint Energy Gas Transmission Co., 
LLC, 10344, 10345, 10347 

CenterPoint Energy-Mississippi River 
Transmission Corp., 1144 

Charles River Energy, LLC, 7552 

Chitina Electric, Inc., 79672 

City of Dover, NH, 34971 

City of Gresham, 48835 

City of Ouray, 2892 

City of Raleigh, 76152 

City of Seattle, WA, 56426 

City of Wadsworth, OH, 21718 

Coleman Hydro, LLC, 27310 

Columbia Gas Transmission, LLC, 28967, 
36526 

Columbia Gulf Transmission Co. and Energy 
Interchange, LLC, 44897 

Consolidated Water Power Co., 65506 

Copper Valley Electric Association, 18542 

Copper Valley Electric Association, Inc., 58256, 
78628 

Crane and Company, 16764 

Cuffs Run Pumped Storage, LLC, 10578 

David Creasey, 5, 14388 

DCP Midstream, LP, 63915 

Distrigas of Massachusetts, LLC, 31323 

Dominion Transmission, Inc, 54753 

Dominion Transmission, Inc., 35203, 77217 

Draper Irrigation Co., 60818 

Duke Energy Carolinas, LLC, 29740 

Elba Express Co., LLC, 71961 

El Paso Natural Gas Co., 28016, 41235, 48833, 
66708, 66711 

Equitrans, LP, 341 

Erie Boulevard Hydropower, LP, 4097, 11446, 
23799, 66710 

Evans Solutions, LLC, 7832 

Exelon Corp., Constellation Energy Group, Inc., 
66054 

Fall Creek Hydro, LLC, 14959 

Fire Mountain Lodge, 24467 

FirstEnergy Generation Corp.; Seneca Nation of 
Indians, 7185 

First Light Hydro Generating Co., 8724 

FirstLight Hydro Generating Co., City of 
Norwich Department of Public Utilities, 
43679 

Florida Gas Transmission Co., LLC, 20653 

FPL Energy Maine Hydro, LLC, 41236 

Free Flow Power Corp., 24013 

Freeport LNG Development, LP, 81925 

Frostburg, MD, 24464 

Gas Transmission Northwest Corp., 5796 

Gay and Robinson, Inc., 44317 

Georgia Power Co., 28219 

Golden Triangle Storage, Inc., 52649 

Goshen Powerhouse, LLC, 7834 

Grand River Dam Authority, 7831, 341, 20654 

Great River Hydropower, LLC, 7835 

Gulf South Pipeline Co., LP, 30326, 72191 

Hawthorn Water, LLC, 25320 

High Point Gas Transmission, LLC, 66053 

Historic Harrisville, Inc., 79670 

Indian Blanket Water, LLC, 25320 

Inside Passage Electric Cooperative, 76705 

Jersey Central Power and Light and PSEG 
Fossil, LLC, 35201 

Jersey Central Power and Light Co. and PSEG 
Fossil, LLC, 13173 

Jonathan and Jayne Chase, 31955 

Jordan Whittaker, 76703 
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KC Hydro, LLC of New Hampshire, 71959, 
71960, 71962 

Kodiak Electric Association, Inc., 36911 

Konohiki Hydro Power, Inc., 52648 

Leaf River Energy Center, LLC, 13171 

Magnolia Water, LLC, 25319 

Michigan Consolidated Gas Co., and Dawn 
Gateway Pipeline, LLC, 48834 

Millennium Pipeline Co., LLC, 46786 

Mill Town Power Project, 340 

Minnesota Energy Resources Corp., 8723 

Mississippi 8 Hydro, LLC, 50725 

Morrisville Village, Vermont, 45241, 45242, 
45243, 45244, 45245 

National Fuel Gas Supply Corp., 45240, 52650 

Natural Currents Energy Services, LLC, 71004 

Natural Gas Pipeline Company of America, 
LLC, 62395 

Nevada Irrigation District, 24466 

Northwest Pipeline GP, 4890 

Ocean Renewable Power Co., LLC, 59671 

Ocean Renewable Power Company, LLC, 63917 

Oklahoma Rose Water, LLC, 25322 

Onyx Specialty Papers, Inc., 43680 

Oregon Department of Fish and Wildlife, 51962 

Pacific Gas and Electric Co., 13174, 13175, 
24465, 25685, 37105, 65506 

PacifiCorp, 79673 

PacifiCorp Energy, 24012 

Panhandle Eastern Pipe Line Co., LP, 61682 

Parker Knoll Hydro, LLC, 79671 

PetroLogistics Natural Gas Storage, LLC, 544 

Piedmont Natural Gas Co., Inc., 35202 

Pine Creek Mine, LLC, 30931 

Pine Prairie Energy Center, LLC, 81924 

Pivotal LNG, Inc., 53425 

Placer County Water Agency, 13172, 34690, 
67717 

Port Barre Investments, LLC, 14652 

PPL Holtwood, LLC, 45239 

Public Utility District No. 1 Chelan County, 
768 

Public Utility No. 1 of Snohomish County, WA, 
4099 

Putnam Green Power, LLC, 54751 

Questar Gas Co., 29739 

Questar Pipeline Co., 76705 

Reliable Storage 1, LLC, 30327 

Renew Hydro, LLC, 24014 

Sabine Pass Liquefaction, LLC and Sabine Pass 
LNG, LP.,.573 

Sabine River Authority of Texas and Louisiana, 
63914 

San Jose Water Co., 31954 

Sawgrass Storage, LLC, 50724 

Shakopee Mdewakanton Sioux Community, 
30328 

Shelbyville Hydro, LLC, 70434 

Southern Natural Gas Co., LLC, 66054 

Southern Star Central Gas Pipeline, Inc., 31599, 
67160 

Stingray Pipeline Company, LLC, 12949 

Symbiotics, LLC, 18211, 20652, 56189 

Tarrant Regional Water District, 12948 

Tennessee Gas Pipeline Co., 19338, 22093 

Tennessee Gas Pipeline Co., LLC, 79673 

Texas Eastern Transmission, LP, 7833, 18210, 
44898 

Texas Eastern Transmission, LP; Algonquin Gas 
Transmission, LLC, 2360 

Toutant Hydropower, Inc., 19765 

Transcontinental Gas Pipe Line Co., LLC, 
51963, 63916 

Tres Palacios Gas Storage, LLC, 41235 

Trunkline Gas Co., LLC and Sea Robin Pipeline 
Co., LLC, 66709 


Union Electric Co., 54752 
Union Electric Co. (dba Ameren Missouri), 
31322 
Union Electric Co.; Ameren Missouri, 35874 
Union Electric Co., dba Ameren Missouri, 
56425 
Union Electric Co., dba AmerenUE, 34973 
Uniontown Hydro, LLC, and Newburgh Hydro, 
LLC, 28219 
USG Pipeline Co., 34972 
Utah Board of Water Resources; Preliminary 
Permit, 770 
Verdant Power, LLC, 4097, 7183 
Vermont Marble Power Division of Omya Inc., 
26280 
Village of Swanton, VT, 339 
Warmsprings Irrigation District, 24015 
Wediko Children’s Services, 18541 
Western Technical College, 68743, 76704 
Whitestone Power and Communications, 54753 
Whitman River Dam, Inc., 57724 
Wild Flower Water, LLC, 25321 
William Arkoosh, 76152 
Woodland Pulp, LLC, 59670 
Xcel Energy, 21886 
Applications Accepted for Filing and Soliciting 
Comments, Motions to Intervene, Protests, 
etc.: 
George Wenschhof, 46785 
Great River Hydropower, LLC, 2359 
Applications Accepted for Filing, Ready for 
Environmental Analysis, Soliciting 
Comments, etc.: 
City and Borough of Sitka, AK, 20969 
Applications Accepted for Filing, Soliciting 
Motions to Intervene and Protests, etc.: 
Fairlawn Hydroelectric Co., LLC, 19336 
Pacific Gas and Electric Co., 19334 
Applications, etc.: 
Crane and Co., 55893 
Applications For Abandonment: 
ANR Pipeline Co., 37104, 79669 
Colorado Interstate Gas Co., 22686, 22689, 
22691 
Applications for Abandonment by Sale and 
Certificates of Public Convenience and 
Necessity: 
ANR Pipeline Company, TC Offshore, LLC, 
58255 
Applications for Amendment of License: 
Duke Energy Carolinas, LLC, 1609 
Southern California Edison Co., 57029 
Applications for Amendment of Licenses: 
Union Electric Co., dba AmerenUE, 44896 
Applications for Amendments of Licenses: 
Idaho Power Co., 51016 
PPL Montana, LLC, 51017 
South Carolina Electric and Gas Co., 53672, 
53673, 53674, 53676 
Applications for Amendments of Licenses and 
Soliciting Comments, Motions to Intervene, 
and Protests: 
Duke Energy Carolinas, LLC, 19337 
Pacific Gas and Electric Co., 46282 
Progress Energy Carolinas, Inc., 28016 
Public Utility District No. 1 Chelan County, 
25318 
Applications for Blanket Certificates: 
Inergy Pipeline East, LLC, 78915 
Applications for License Amendments: 
Northern States Power Co., 66052 
Union Electric Co., dba AmerenUE, 27309 
Applications for License Transfers: 
Janet A. Boyd, Boyd Hydro, LLC, 27310 
Applications for Partial License Transfers: 
Brown Bear Power, LLC, et al., 51961 
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Applications for Surrender of License: 
Commissioners of Public Works of the City 
of Spartanburg, SC, 34220 
Applications for Transfers of Licenses and 
Soliciting Comments and Motions to 
Intervene: 
Newfound Hydroelectric Co.; KTZ Hydro, LLC, 
49462 
Applications of Land Management Plan Updates: 
Idaho Power Co., Bliss, Upper Salmon Falls, 
and Lower Salmon Falls Hydroelectric 
Projects, 20652 


Applications Tendered for Filing and Establishing 


Procedural Schedules for Licensing and 
Deadlines for Submissions of Final 
Amendments: 
Fairlawn Hydroelectric Co., LLC, 2360 
Red River Hydro, LLC, 49462 
Applications Tendered for Filing and Soliciting 
Additional Study Requests: 
Putnam Green Power, LLC, 25319 
Applications with Requests under Blanket 
Authorization: 
Texas Eastern Transmission, LP, 14387 
Application Tendered for Filing with the 
Commission and Soliciting Additional Study 
Requests: 
Andrew Peklo III, 12094 
Whitman River Dam, Inc, 12094 
Application To Amend Certificate of Public 
Convenience and Necessity: 
Texas Eastern Transmission Co.; Dominion 
Transmission, Inc., 2358 
Approvals of Reliability Standards: 
North American Electric Reliability Corp., 
23801 
Attendance at NYISO Meetings, 14389 
Authorizations For Continued Project Operations: 
Green Island Power Authority, 19338 
MeadWestvaco, 28968 
Pacific Gas and Electric Co., 49463, 49464, 
49467 
Public Utility District No. 1 of Snohomish 
County, 34974 
Seattle, WA, 63290 
Availability of Environmental Assessment: 
Alabama Power Co., 12722 
Availability of the Final Environmental Impact 
Statement: 
McCloud-Pit Project, 12096 
Baseline Filings: 
Arcadia Gas Storage, LLC, 47569 
Atmos Energy—Kentucky/Mid-States Division, 
2361 
Cobra Pipeline, Ltd., 51963 
DCP Guadalupe Pipeline, LLC, 7552 
Enstor Grama Ridge Storage and 
Transportation, LLC; EasTrans, LLC; DCP 
Guadalupe Pipeline, LLC, et al., 8725 
Hill-Lake Gas Storage, LLC, 6457, 7186 
Kinder Morgan Texas Pipeline, LLC, 20655 
Moss Bluff Hub, LLC, 53426 
NorthWestern Corp., 26717, 28017 
Peoples Natural Gas Co., LLC, 46283 
Southcross Gulf Coast Transmission Ltd., 
Southcross Mississippi Pipeline, LP, 
Southcross CCNG Transmission Ltd., 
19339 
The Narragansett Electric Co., et al., 5797 
Change in Docket Numbers, 43997 
Change in IC Docket Numbering Policy, 59672 
Combined Filings, 348, 349, 352, 353, 354, 356, 
358, 361, 545, 2362, 2363, 2894, 2895, 2897, 
2901, 3619, 3621, 3622, 4099, 4100, 4101, 
4338, 4341, 4647, 5571, 5572, 5574, 5576, 
5798, 6125, 6606, 6607, 6610, 6611, 6775, 
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6778, 6779, 7553, 7554, 7555, 7557, 7, 9008, 


9009, 342, 9344, 10019, 10020, 10021, 
10344, 10578, 10890, 11236, 11237, 11773, 
12096, 12097, 12098, 12100, 12101, 12349, 
12350, 12352, 12353, 12723, 12724, 12725, 
12950, 12953, 13176, 13398, 13399, 13608, 
14004, 14005, 14006, 14960, 14961 14962, 
14963, 14964, 14965, 16398, 16399, 16400, 
16402, 16404, 16621, 17118, 17407, 14708, 
17409, 17642, 17850, 17852, 17853, 17854, 
18542, 18544, 19339, 19341, 19342, 19343, 
19344, 19345, 19347, 19986, 21719, 21720, 
21721, 21722, 21723, 21724, 21725, 21726, 
21727, 21728, 21730, 21733, 21887, 21888, 
22686, 23319, 23320, 23573, 23574, 23576, 
23577, 23578, 23579, 23805, 24467, 24469, 
24470, 25322, 27035, 27037, 27039, 27040, 
27041, 27043, 27044, 27642, 28017, 28018, 
28432, 28761, 28763, 29229, 29230, 29231, 
29742, 29743, 30329, 30699, 30932, 30933, 
30934, 31324, 31325, 31600, 31602, 31603, 
32182, 32186, 33748, 33750, 33751, 34221, 
34222, 34223, 34225, 34226, 34227, 35203, 
35204, 35205, 35207, 35876, 35877, 35879, 
35880, 36103, 36104, 36105, 36106, 36107, 
36108, 36109, 36528, 36529, 36912, 36913, 
37106, 37802, 39081, 39082, 39083, 39085, 
39086, 39087, 39089, 39862, 39863, 40345, 
40346, 40347, 40348, 40349, 40350, 41771, 
42701, 43318, 43681, 44318, 44319, 45241, 
45787, 45788, 45789, 45790, 45791, 46284, 
46787, 46788, 46789, 46790, 47569, 47571, 
48836, 49463, 50210, 51018, 51019, 51020, 
$1964, 52323, 52650, 52652, 53119, 53120, 
53121, 53672, 53896, 54459, 54754, 54755, 
54766, 55372, 55373, 55375, 55894, 56191, 
56192, 56746, 56747, 57725, 57982, 58257, 
58258, 58259, 58490, 58491, 59672, 60012, 
60013, 60014, 61093, 61094, 61351, 61352, 
61353, 61684, 61685, 61686, 62790, 62791, 
62792, 62793, 62794, 62795, 62796, 62797, 
62798, 62801, 63291, 63292, 63293, 63294, 
64082, 64337, 64338, 64339, 64340, 64935, 
64936, 64937, 65191, 65713, 65715, 6716, 
66284, 66712, 67161, 67431, 67432, 67433, 
67434, 67718, 67719, 68436, 68437, 69252, 
69257, 69258, 69260, 69261, 69262, 69263, 
69264, 69715, 69716, 70435, 70437, 70715, 
70715, 71006, 71963, 71964, 71965, 72191, 
72192, 72193, 72194, 72195, 72196, 72401, 
72402, 72694, 72696, 73610, 75539, 75540, 
75541, 76393, 76394, 76395, 76396, 76397, 


76398, 76706, 76961, 77219, 77222, 977223, 


77813, 77991, 77992, 77993, 78629, 78630, 
79169, 80356, 80357, 80358, 80921, 80922, 
82291, 82292, 82293, 82294 
Okanogan Public Utility District No. 1; 
Environmental Assessments, etc., 28506 
Commissioner and Staff Attendance at 


ReliabilityFirst Corporation Meetings, 71966 


Commissioner and Staff Attendance: 
National Association of Regulatory Utility 
Commissioners 123rd Annual Meeting, 
71006 
Commissioner and Staff Attendances at North 
American Electric Reliability Corporation 
Meetings, 5577 


Commissioners and Staff Attendance at Leadership 


Development Program Induction Ceremony, 
5799 
Commission Staff Attendance, 64939 
Competing License Applications: 


FirstEnergy Generation Corp.; Seneca Nation of 


Indians, 6458 
Competing Preliminary Permit Applications: 
Arkansas Electric Cooperative Corp.; FFP 
Project 1, LLC, 67173 
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Arkansas Electric Cooperative Corp.; Riverbank 
Hydro No. 9, LLC; Solia 3 Hydroelectric, 
LLC, et al., 67174 

Barren River Lake Hydro, LLC, FFP Project 
94, LLC, 73612 

FFP Project 104, LLC; Nolin Lake Hydro, LLC, 
74781 

FFP Project 105 LLC; Hugo Lake Hydro, LLC, 
74780 

FFP Project 91, LLC, Riverbank Hydro No. 

23, LLC, Lock Hydro Friends Fund III, 
73615 

Free Flow Power Corp.; Northland Power 
Mississippi River, LLC, 53427, 53428, 
53429, 53430, 53431, 53432, 53433, 
53434, 53435, 53436, 53437, 53439 

Lock+ Hydro Friends Fund XXXV; Riverbank 
Hydro No. 4, LLC, 48840 

Lock 12 Hydro Partners, FFP Project 107, LLC, 
73616 

Lock 14 Hydro Partners, FFP Project 106, LLC, 
73614 

Lock Hydro Friends Fund VIII, FFP Project 
92, LLC, Riverbank Hydro No. 24, LLC, 
73616 

Lock Hydro Friends Fund X11, BOST2, LLC, 
Riverbank Hydro No. 21, LLC, FFP 
Project 96, LLC, 73614 

Lock Hydro Friends Fund XVIII, Upper 
Hydroelectric, LLC, FFP Project 95, LLC, 
Riverbank Hydro No. 25, LLC, 73612 

Mississippi 8 Hydro, LLC and FFP Project 98, 
LLC, 57727 

Oliver Hydro, LLC, FFP Project 97, LLC, 
73613 

Percheron Power, LLC; FFP Project 85, LLC, 
51021 

Qualified Hydro 26, LLC, Lock+ Hydro Friends 
Fund VII and Western Minnesota 
Municipal Power Agency, 24471 

Riverbank Hydro No. 10, LLC; Lock Hydro 
Friends Fund XL; FFP Project 56, LLC, 
67169 

Riverbank Hydro No. 12, LLC; Lock Hydro 
Friends Fund XXXVI, 67170 

Riverbank Hydro No. 13, LLC; Lock Hydro 
Friends Fund XXXIV; FFP Project 55, 
LLC, 67176 

Riverbank Hydro No. 16, LLC; Lock Hydro 
Friends Fund IV; FFP Project 55, LLC, 
67172 

Riverbank Hydro No. 18, LLC; Lock Hydro 
Friends Fund XXXV; FFP Project 57, 
LLC, 67177 

Riverbank Hydro No. 19, LLC; Lock Hydro 
Friends Fund XXXIV; FFP Project 5, , 
LLC, 67168 

Riverbank Hydro No. 1, LLC; Qualified Hydro 
20, LLC; Lock Hydro Friends Fund 
XXXVII, 67167 

Riverbank Hydro No. 22, LLC, FFP Project 
93, LLC, 73617 

Riverbank Hydro No. 2, LLC; Lock Hydro 
Friends Fund XXXVI; Arkansas Electric 
Cooperative Corp., 67175 

Riverbank Hydro No. 6, LLC; Lock Hydro 
Friends Fund XLVII; FFP Project 52, LLC, 
67167 

Riverbank Hydro No. 8, LLC; Lock Hydro 
Friends Fund XLIV; FFP Project 51, LLC, 
67172 

Solia 2 Hydroelectric, LLC; Riverbank Hydro 
No. 7, LLC; Lock Hydro Friends Fund 
XXXVIII, 67174 

Solia 7 Hydroelectric, LLC; Riverbank Hydro 

No. 20, LLC; Lock Hydro Friends Fund 

XLII; FFP Project 53, LLC, 67171 


Solia 9 Hydroelectric, LLC; Riverbank Hydro 
No. 17, LLC; Lock Hydro Friends Fund 
XLI, 67169 

SV Hydro, LLC; Coffeeville, LLC; FFP Project 
99, LLC; Lock Hydro Friends Fund XIV, 
74779 


Competing Preliminary Permit Applications, etc.: 


FFP Missouri 17, LLC; BOST2 Hydroelectric, 
LLC, 44899 


Complaints: 


Alico Renewable Energy Ltd. v. Massachusetts 
Electric Co., 76153 

American Electric Power Service Corp. v. PJM 
Interconnection, LLC, 20655 

Astoria Generating Co., L.P and TC 
Ravenswood, LLC v. New York 
Independent System Operator, Inc., 44899 

Astoria Generating Company, L.P., et al. v. 
New York Independent System Operator, 
Inc., 34692 

Benjamin Riggs v. Rhode Island Public Utility 
Commission, 79674 

BG Energy Merchants, LLC and EXCO 
Operating Co., LP v. Crosstex LIG, LLC, 
27312 

Brian Hamilton v. El Paso Natural Gas and 
El Paso Western Pipelines, 76707 

Buckeye Power, Inc. v. American Transmission 
Systems, Inc., 44320 

Chevron Products Co. v. SFPP, LP, 35880, 
63294 

Cobb Customer Requesters v. Cobb Electric 
Membership Corp., Cobb Energy 
Management Corp., et al., 27311 

ConocoPhillips Co. v. SFPP, LP, 35881, 63918 

DC Energy, LLC, DC Energy Mid-Atlantic, 
LLC v. PJM Interconnection, LLC, 68745 

E.ON Climate and Renewables North America, 
LLC, et al. v. Midwest ISO, Inc., 18212 

Edison Mission Energy v. Midwest Independent 
Transmission System Operator, Inc., 34691 

Gregory R. Swecker and Beverly F. Swecker 
v. Midland Power Coop. and State of Iowa, 
28019 

Iberdrola Renewables, Inc.; PacifiCorp; NextEra 
Energy Resources, LLC et al. v. Bonneville 
Power Administration, 36532 

Imperiai Oil and ExxonMobil Oil Corp. v. 
Enbridge Pipelines (Southern Lights) LLC, 
28968 

Louisiana Public Service Commission v. 
Entergy Corp.; Entergy Services, Inc.; 
Entergy Louisiana, LLC, et al., 49468, 
58804, 61686 

Martha Coakley, Attorney General of 
Massachusetts, et al. v. Bangor Hydro- 
Electric Co., et al., 62396 

Mississippi Delta Energy Agency, et al. v. 
Entergy Services, Inc., 62055 

Pacific Gas and Electric Co. v. California 
Independent System Operator Corp., 67177 

PacifiCorp v. Utah Associated Municipal Power 
Systems, 77223 

PJM Power Providers Group v. PJM 
Interconnection, LLC, 7836 

PPL EnergyPlus, LLC v. PJM Interconnection, 
LLC, 12954 

Public Utilities Commission of Nevada and 
Sierra Pacific Power Co. v. Tuscarora Gas 
Transmission Co., 13177 

Rail Splitter Wind Farm, LLC v. Ameren 
Services Co., et al., 75542 

Seneca Power Partners, L.P. v. New York 
Independent System Operator, Inc., 68745 

Shetek Wind Inc., et al. v. Midwest Independent 
Transmission System Operator, Inc., 43682 
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TC Ravenswood, LLC v. New York 
Independent System Operator, Inc. New 


York State Reliability Council, LLC, 71966 


Tesoro Refining and Marketing Co. v. SFPP, 
L.P., 45246, 49468 
Tesoro Refining and Marketing Co. v. SFPP, 
LC, 63918 
TGP Development Co., LLC v. California 
Independent System Operator Corp., 7186 
Complaints; Amendments: 
Gregory R. Swecker, Beverly F. Swecker v. 
Midland Power Cooperative State of Iowa, 
36532 
Compliance Filings: 
Atlanta Gas Light Co., 66713 
DCP Guadalupe Pipeline, LLC, 8725, 25328, 
67720 
Enterprise Texas Pipeline, LLC, 13610, 73618 
High Island Offshore System, LLC, 31956 
Kansas Gas Service, a Division of ONEOK, 
Inc., 80923 
Louisiana Public Service Commission v. 
Entergy Services, Inc., 80924 
Concluding Pre-Filing Process and Approving 
Process Plan and Schedule: 
Public Utility District No. 1 of Snohomish 
County, WA, 41237 
Continued Project Operation Authorizations: 
Appalachian Power Co., 48840 
Contract Reporting Requirements of Intrastate 
Natural Gas Companies; Corrections, 39090 
Cost and Revenue Studies: 
Big Sandy Pipeline, LLC, 64341 
Declarations of Intentions and Soliciting 
Comments, Protests, and/or Motions To 
Intervene: 
Inside Passage Electric Coop., 37108 
Declaratory Order Petitions: 
Mid-America Pipeline Co., LLC, 37804 
NextEra Energy Resources, LLC, 37804 
Designation of Certain Commission Personnel as 
Non-Decisional: 
Appalachian Power Co., 78631 
Designations of Commission Staff: 
Brian Hunter, 345 
Designations of Commission Staff as Non- 
Decisional: 
Moussa I. Kourouma d/b/a Quantum Energy, 
LLC, 15305 
Docket Number Change: 


Brian Hamilton v. El Paso Natural Gas, El Paso 


Western Pipelines, 77994 
Draft License Applications: 
Soule Hydro, LLC, 345 
Effectiveness of Exempt Wholesale Generator 
Status, 771, 13610, 22094, 35882, 59677 
Alliant Energy Corporate Services, Inc., Full 


Circle Renewables, LLC, Invenergy Illinois 


Solar I LLC, et al., 81926 

Ashtabula Wind III, LLC; Iberdrola 
Renewables, Inc.; Flat Water Wind Farm, 
LLC, et al., 2365 

Bayonne Energy Center, LLC; Long Island 
Solar Farm, LLC; Evergreen Gen Lead, 
LLC, et al., 47573 

Caney River Wind Project, LLC, Mesquite 


Solar 1, LLC, Copper Crossing Solar LLC, 


et al., 76153 

Michigan Wind 2, LLC; Bishop Hill Energy 
LLC; Bishop Hill Energy Il, LLC; et al., 
65716 

Settlers Trail Wind Farm, LLC, Avenal Park 
LLC, Sand Drag LLC, Sun City Project 
LLC, Coyote Canyon Energy LLC, et al., 
27312 

Yuba City Cogeneration Partners, LP; Dempsey 
Ridge Wind Farm, LLC; Howard Wind 
LLC, et al., 44900 


Effectiveness of Surrender: 
Metropolitan Water District of Southern 
California, 41237 
Effectiveness of Surrenders: 
San Luis Obispo Flood Control and Water 
Conservation District, 39091 
Electronic Tariff Filings, 72696 
Environmental Assessment: 
Jordan Hydroelectric Limited Partnership, 12101 
Environmental Assessments; Availability: 
Colorado Interstate Gas Co., Spruce Hill Air 
Blending Project, 2367 
Environmental Assessments; Availability, etc.: 
Alden Gas Storage Field Expansion Project, 
Southern Star Central Gas Pipeline, Inc., 
41788 
Allegheny Storage Project, Dominion 
Transmission, Inc., 66922 
Alliance Pipeline L.P., Tioga Lateral Project, 
54758 
ANR Pipeline Co., Marshfield Reduction 
Project, 59678 
Appalachian Gateway Project, Dominion 
Transmission, Inc., 19349 
Appalachian Power Co., 20970 
Blue Heron Hydro, LLC, 80924 
Boott Hydropower, Inc., 35208, 80924 
Cameron LNG, LLC; BOG Liquefaction 
Project, 77814 
Cape Canaveral Project, Florida Gas 
Transmission Co., LLC, 22692 
Cascade Creek, LLC, 10580 
Cellu Tissue Corp., 2901 
CenterPoint Energy Gas Transmission Co., 
LLC, Line AM-46 Replacement Project, 
12955 
CenterPoint Energy Gas Transmission Co., 
LLC, Proposed Line Am-46 Replacement 
Project, 40720 
Central Nebraska Public Power and Irrigation 
District, 33751 
Central New York Oil and Gas Co., LLC, 
35208 
City of Broken Bow, OK, 65717 
City of Escondido, Vista Irrigation District, 
74782 
Columbia Gas Transmission, LLC; Proposed 
Line 1278; Line K Expansion Project, 2676 
CRD Hydroelectric LLC, Iowa, 1148 
Crowville Salt Dome Storage Project 
Amendment, Perryville Gas Storage LLC, 
Franklin Parish, LA, 28968 
Distrigas of Massachusetts, LLC Heating Value 
and Wobbe Index Reduction Project, 35882 
Dominion Transmission, Inc., Northeast 
Expansion Project, 2365 
Dominion Transmission, Inc., Woodhull Natural 
Gas Storage Pool, Steuben County, NY, 
39865 
East Texas Electric Coop., Inc., Texas, 7187 
Elba Express Co., LLC; Proposed Coldwater 
Compressor Station Project, 78638 
Erie Boulevard Hydropower, L.P., 46287 
Erie Boulevard Hydropower, LP, 65717 
Fairlawn Hydroelectric Co., LLC, 62802 
FPL Energy Maine Hydro LLC, et al., 18212 
FPL Energy Maine Hydro, LLC, Madison Paper 
Industries, Merimil Limited Partnership, 
58260 
Gallagher Station Pipeline Project, Duke Energy 
Indiana, Inc., 20656 
Gas Transmission Northwest, LLC Carty Lateral 
Project, 35884 
Gibson Dam Hydroelectric Co., LLC, 26718 
Golden Triangle Storage, Inc., Expansion 
Project, 54762 
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Green Island Power Authority, 2365 

Hampshire Paper Co., Inc., 28022 

Jonathan and Jayne Chase, 58805 

Jordan Hydroelectric Limited Partnership, 

_ 46793, 70437, 71967 

Juneau Hydropower, Inc., 51022 

Kern River Gas Transmission Co. Mountain 
Pass Lateral Project, 10350 

Lasalle Pipeline Project; DCP Midstream, LP, 
70717 

Leader One Gas Storage Project, Adams 
County, CO, 16765 

Line N 2012 Expansion Project, National Fuel 
Gas Supply Corp., 81926 

Mainline 104 Extension to Fidlar Project, 
Questar Pipeline Co., 13177 

MARC I Hub Line Project, Central New York 
Oil and Gas Co., LLC, 32187 

Marseilles Land and Water Co., Illinois, 71967 

Minisink Compressor Project, Millennium 
Pipeline Co., LLC, 52654 

Molalla Capacity Replacement Project, 
Northwest Pipeline GP, 28764 

Mountain Pass Lateral Project, Kern River Gas 
Transmission Co., 62397 

Mr. David Creasey, 39865 

National Fuel Gas Supply Corp. Northern 
Access Project; Tennessee Gas Pipeline 
Co. Station 230¢ Project, 52652 

Natural Gas Pipeline Co. of America, LLC; 
Proposed 2012 Storage Optimization 
Project, 69717 

Northern Illinois Hydropower, LLC, 40719 

Northwest Pipeline, GP Molalla Capacity 
Replacement Project, 10348 

Orange Cove Irrigation District, and Friant 
Power Authority, 35886 

Pacific Gas and Electric Co., 61687, 71007, 
77994 

Perryville Gas Storage, LLC, Crowville Gas 
Storage Project Amendment, 54760 

PetroLogistics Natural Gas Storage Co., LLC, 
Proposed Choctaw Hub Expansion Project, 
5578 

Philadelphia Lateral Expansion Project; Texas 
Eastern Transmission, LP, 51966 

Planned Liquefaction Project, Freeport LNG 
Development, L.P., et al., 53440 

Proposed Line N 2012 Expansion Project; 
National Fuel Gas Supply Corp., 51965 

Proposed Mid-South Expansion Project, 
Transcontinental Gas Pipe Line Co., LLC, 
37109 

Public Utility District No. 1 of Okanogan 
County, WA, 55377 

Public Utility District No. 2 of Grant County, 
WA, 38381 

Questar Pipeline Co. Mainline 103 Extension 
Project, 78631 

Ryckman Creek Resources, LLC, Ryckman 
Creek Storage Field Project, 24015 

Sawgrass Storage, LLC, 74781 

Sawgrass Storage, LLC, Planned Sawgrass 
Storage Project, 28020 

Southern Star Central Gas Pipeline, Inc. Alden 
Gas Storage Field Expansion Project, 
78636 

Sunrise Pipeline Project, Equitrans, L.P., 28764 

Tennessee Gas Pipeline Co.; Northeast Upgrade 
Project, 73618 ‘ 

Tennessee Gas Pipeline Co., Dominion Gas 
Transmission, Inc.; Proposed Northeast 
Supply Diversification Project, etc., 39864 

Tennessee Gas Pipeline Co. Proposed Northeast 
Supply Diversification Project, et al., 1146 

Texas Eastern Transmission, LP, Texas Eastern 
Appalachia to Market Expansion Project, 
54761 
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Transcontinental Gas Pipe Line Co., LLC, Mid- 
Atlantic Connector Expansion Project, 
27312 

Transcontinental Gas Pipe Line Co., LLC, 
Northeast Supply Link Project, 40717 

Vepco - Warren County Project; Request for 
Comments, 46285 

Verdant Power, LLC, 26718 

Wabash Gas Storage, LLC, 62055 

Wilkesboro Hydroelectric Co., LLC, 76709 
Willcox Lateral 2013 Expansion Project, El 
Paso Natural Gas Co., 76707 

Environmental Impact Statements; Availability, 

etc.: 
Boundary Hydroelectric Project; Sullivan Creek 
Project, 57729 
Boundary Hydroelectric Project, Relicensing; 
Sullivan Creek Project, Surrender; Public 
Meetings, 20970 
Eagle Crest Energy Co., Eagle Mountain 
Pumped Storage Hydroelectric Project, 
1149, 5580 

New Jersey - New York Expansion Project; 

Texas Eastern Transmission, LP, 


Algonquin Gas Transmission, LLC, 57728 . 


Pacific Gas and Electric Co. Kilarc-Cow Creek 
Hydroelectric Project, 52655 
Proposed New Jersey - New York Expansion 
Project, 59679 
TransCanada Alaska Co., LLC; Alaska Pipeline 
Project, 47573 
Wells Hydroelectric Project, 67178 
Wells Hydroelectric Project; Public Meetings, 
20657 
Environmental Site Reviews: 
Pacific Gas and Electric Co., and Nevada 
Irrigation District, 35208 
Establishing Post-Technical Comment Periods: 
PJM Interconnection, LLC, PJM Power 
Providers Group v. PJM Interconnection, 
LLC, 6793 
Establishment of Comment Periods: 
California Independent System Operator Corp., 
26719 
Establishments of Post-Technical Comment 
Periods: 
PJM Interconnection, LLC, 48841 
Extension Of Time: 
DCP Raptor Pipeline, LLC, 79675 
Overland Trail Transmission, LLC, 79675 
Pelico Pipeline, LLC, 79675 
Extensions of Time: 
Nebraska Public Power District; Southwest 
Power Pool Regional Entity, 21889 
Filing of Supplement to Facilities Surcharge 
Settlement: 
Enbridge Energy, LP, 17411 
Filing Priorities for Preliminary Permit 
Applications: 
FFP Missouri 12, LLC; Three Rivers Hydro, 
LLC; Allegheny 2 Hydro, LLC; LockPlus 
Hydro Friends Fund XXXVIII, 18545 


FFP Missouri 16, LLC; LockPlus Hydro Friends 


Fund XLVII; Solia 7 Hydroelectric, LLC; 
Three Rivers Hydro, LLC, 18546 

FFP Missouri 5, LLC; Solia 2 Hydroelectric, 
LLC; LockPlus Hydro Friends Fund 
XXXIV, 18545 

FFP Missouri 6, LLC; LockPlus Hydro Friends 


Fund XXXVII; Solia 1 Hydroelectric, LLC, 


18547 

LockPlus Hydro Friends Fund XLII; FFP 
Missouri 10, LLC; Solia 7 Hydroelectric, 
LLC, 18545 

LockPlus Hydro Friends Fund XLVI; Three 
Rivers Hydro LLC; Solia 3 Hydroelectric, 
LLC; FFP Missouri 17, LLC, 18546 


Lock Plus Hydro Friends Fund XXXV; 
Riverbank Hydro No. 4, LLC, 67720 
Solia 5 Hydroelectric, LLC; LockPlus Hydro 
Friends Fund XLIV; FFP Missouri 11, 
LLC, 18546 
Solia 6 Hydroelectric, LLC; FFP Missouri 8, 
LLC; LockPlus Hydro Friends Fund 
XXXVI, 18546 
Solia 8 Hydroelectric, LLC; LockPlus Hydro 
Friends Fund XLV; FFP Missouri 9, LLC, 
18546 
Filing Priority for Permit Applications: 
Lock+ Hydro Friends Fund XLIX, FFP 
Missouri 14, LLC, 4648 
Filing Priority for Preliminary Permit 
Applications: 
Allegheny 7 Hydro, LLC; Lock Hydro Friends 
Fund XLI, 6613 
Dashields Hydro, LLC; Lock Hydro Friends 
Fund XXXV; FFP Missouri 7, LLC, 6613 
FFP Missouri 13, LLC and Grays Hydro, LLC, 
6612 
FFP Missouri 15, LLC; Three Rivers Hydro, 
LLC ; Morgantown Hydro, LLC, 6613 
Lock Plus Hydro Friends Fund XXXIX; 
Allegheny 3 Hydro, LLC; FFP Missouri 
3, LLC; Three Rivers Hydro, LLC, 6612 
Solia 4 Hydroelectric, LLC; FFP Missouri 14, 
LLC; Lock Hydro Friends Fund XLIII, 
6612 
Three Rivers Hydro, LLC; FFP Missouri 4, 
LLC; Allegheny 4 Hydro, LLC; Lock Plus 
Hydro Friends Fund XL, 6612 
Filings: 

Ameren Services Co., et al., 28220, 28221 
Ameren Services Co., Northern Indiana Public 
Service Co. v. Midwest Independent 

Transmission System Operator, Inc., et al., 
18213 

American Midstream (Louisiana Intrastate), 
LLC, 10580 

American Midstream Onshore Pipelines, LLC, 
30338 

Arkansas Okiahoma Gas Corp., 346 

Bay Gas Storage, LLC, 13611 

Beck C. Merritt, 76710 

Big Rivers Electric Corp., 7837 

Black Marlin Pipeline Co., 4892 

Board of Public Works, City of Holland, MI, 
56428 

Brian R. Rich, 7836 

Brooklyn Union Gas Co., 16405 

Buckeye Power, Inc., 26282, 31957 

Cedar Creek Wind Energy, LLC, Milford Wind 
Corridor Phase I, LLC, 78641 

Central Minnesota Municipal Power Agency 
and Midwest Municipal Transmission 
Group, 4103 

Central Power and Lime, LLC, 82295 

Charles D. Lasky, 21889 

City of Anaheim, CA, 1150 

City of Azusa, CA, 1151 

City of Banning, CA, 1151 

City of College Station, TX, 61687 

City of Pasadena, CA, 1150 

City of Riverside, CA, 1150 

City of Vernon, CA, 69719 

Consumers Energy Co., 20658 

Corning Natural Gas Corp., 18213 

Cranberry Pipeline Corp., 34974 

Cross-Sound Cable Co., LLC, 40721 

Crosstex LIG, LLC, 44900, 65507 

Crosstex North Texas Pipeline, L.P., 44900 

David W. Magill, 7837 

DCP Intrastate Network, LLC, 12, 47576 

Duke Energy Carolinas, LLC, 10352 


Eagle Rock Desoto Pipeline, L.P., 20971 
East Ohio Gas Co., 26719, 27313 
EasTrans, LLC, 8726 

ECOP Gas Co., LLC, 55902 

Edward H. Baine, 76710 

Enbridge Offshore Pipelines, 77223 

Enogex, LLC, 2902, 7558, 13611 

Enstor Grama Ridge Storage and 
Transportation, LLC; Enstor Katy Storage 
and Transportation, L.P., 47577 

Enterprise Intrastate, LP; Enterprise Texas 
Pipeline, LLC, 70438 

ETC Tiger Pipeline, LLC, 4103 

Fayetteville Express Pipeline, LLC, 4103 

FFP Qualified Hydro 14, LLC, 35209 

Frank S. Hermance, 75542 

Gregory R. Swecker and Beverly F. Swecker 
v. Midland Power Coop. and State of Iowa, 
69719 

Hal D. Truax, 19350 

Hattiesburg Industrial Gas Sales, LLC, 20657, 
78640 

Hill-Lake Gas Storage, LLC, 30338 

Liberty Gas Storage, LLC, 48841 

Louisiana Public Service Commission, et al. v. 
Entergy Corp., 45247 

Maine Public Service Co., 40903 

Michael J. Keyser, 10352 

Midwest Independent Transmission System 
Operator, Inc., 39867. 

Monongahela Power Co., West Penn Power Co., 
Potomac Edison Co. and PJM 
Interconnection LLC, 29744 

Moss Bluff Hub, LLC, 10581 

New York Independent System Operator, Inc., 
37805 

North American Electric Reliability Corp., 
62802 

NorthWestern Corp., 23806 

Oncor Electric Delivery Co., LLC, 50211 

Orlando Utilities Commission, 25685, 35209, 
49469 

Peetz Logan Interconnect, LLC, 35210 

Pelico Pipeline, LLC, 24017 

PowerSmith Cogeneration Project, LP, 4648 

Prairie Power, Inc., 5799 

Public Service Co. of Colorado, 24472 

Public Service Company of Colorado, 38382 

Regency Intrastate Gas, LP, 34974, 41238 

Robert M. Ryan, 7837 

Rocky Mountain Natural Gas LLC, 47577 

Roquette America, Inc., 28765 

Russell, John G., 39867 

SFPP, LP, 771 

Sharon L. Burr, 76710 

Sky River, LLC, 42704 

Southcross Alabama Pipeline, LLC, 62058, 
77995 

Southcross CCNG Transmission, Ltd, 23806 

Southern California Edison Co., 40721, 70437 

Southern Cross Transmission LLC; Pattern 
Power Marketing LLC, 56428 

Southwest Power Pool, Inc., 54764 

SP 49 Pipeline, LLC, 22694 

T.W. Phillips Pipeline Corp., 1149 

Texas Eastern Transmission, LP, 38381 

Thomas G. Favinger, 12 

Trans Bay Cable, LLC, 15305 

Trans-Union Interstate Pipeline, LP, 28221 

UGI Storage Co., 14654 

Washington 10 Storage Corp., 2368, 4102, 
26719, 78915 

Western Area Power Administration, 8726, 771, 
12957, 58805, 65718 

Williams, Barry Lawson, 2902 

Worsham-Steed Gas Storage, LLC, 25328, 
28970 
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Southeastern Power Administration, 60015 
Filings of Applications: 
Free Flow Power Corp., 17411, 17412 
Filings of Responses to Data Requests: 
Shetek Wind, Inc., et al., v. Midwest 
Independent Transmission System 
Operator, Inc., 71007 
Increasing Market and Planning Efficiency 
Through Improved Software; Establishing 
Date For Comments, 41790 
Initial Market-Based Rate Filing: 
DTE Calvert City, LLC, 12726 
Tropicana Manufacturing Co., Inc., 12726 
Initial Market-Based Rate Filing Includes Request 
for Blanket Section 204 Authorization: 
KES Kingsburg, L.P., 31603 
Lyonsdale Biomass, LLC, 31604 
Initial Market-Based Rate Filing Including 
Requests for Blanket Section 204 
Authorizations: 
Balance Power Systems, LLC, 2368 
Fred Meyer Stores, Inc., 34227 
Mercuria Energy America, Inc., 71007 
Initial Market-Based Rate Filings Include Requests 
for Blanket Section 204 Authorization: 
AP Gas and Electric (TX), LLC, 6613 
Denver Energy, LLC, 11775 
Elk Wind Energy, LLC, 6614 
Monterey CA, LLC, 19352 
Monterey MA, LLC, 19353 
Monterey MW, LLC, 19353 
Monterey NY, LLC, 19353 
Paulding Wind Farm II, LLC, 11774 
SBR Energy, LLC, 19354 
Southern California Telephone Co., 19352 
Stream Energy Maryland, LLC, 19351 
XO Energy MA, LP, 19354 
XO Energy MW, LP, 19351 
XO Energy NY, LP, 19351 
Initial Market-Based Rate Filings Including 
Requests for Blanket Section 204 
Authorizations: 
3C Solar, LLC, 3624 
Adagio Energy, LLC, 347 
AES Thames, LLC, 39868 
Agua Caliente Solar, LLC, 63614 
Alamosa, LLC, 43683 
Alta Wind VIII, LLC, 23808 
Alta Wind VI, LLC, 23806 
AmericaWide Energy, LLC, 55378 
Amerigreen Energy, Inc., 39868 
Aspen Merchant Energy, LP, 15306 
Avenal Park, LLC, 348 
Bayonne Energy Center, LLC, 26283 
BBPC, LLC, 15307 
Bellevue Solar, LLC, 55377 
Bishop Hill Energy II, LLC, 67720 
Bishop Hill Energy II, LLC, 67721 
Bishop Hill Energy, LLC, 67721 
Black Hills Colorado IPP, LLC, 5580 
Blackwell Wind, LLC, 77995 
Blue Canyon Windpower VI, LLC, 23807 
Blue Chip Energy, LLC, 26283 
Calpine Greenleaf, Inc., 37805 
Caney River Wind Project, LLC, 57730 
Cedar Point Wind, LLC, 6128 
Censtar Energy Corp., 6129 
Coolidge Power, LLC, 13611 
Copper Mountain Solar 1, LLC, 44322 
Coram California Development, L.P., 67722 
Coyote Canyon Energy, LLC, 347 
CPV Batesville, LLC, 6129 
CSOLAR IV South, LLC, 45248 
Dempsey Ridge Wind Farm, LLC, 23580 
Double ‘C’, Ltd., 44321 
EGP Stillwater Solar, LLC, 67178 
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El Segundo Energy Center, LLC, 35211 

ENBALA Power Networks (USA), Inc., 53443 

Energy Exchange International, LLC, 6128 

Ethical Electric Benefit Co., 77815 

EverPower Wind Holdings, Inc., 23582 

Evraz Claymont Steel, Inc., 1610 

FFC Energy, LLC, 46793 

Full Circle Renewables, LLC, 59680 

GBC Metals, LLC, 7558 

Glacial Energy of California, Inc., 29234 

Glacial Energy of Illinois, Inc., 29233 

Glacial Energy of New England, Inc., 29233 

Glacial Energy of New Jersey, Inc., 29233 

Glacial Energy of New York, 29232 

Global Energy, LLC, 70439 

Golden Spread Panhandle Wind Ranch, LLC, 
23582 

Granite Reliable Power, LLC, 40722 

Gratiot County Wind II, LLC, 43683 

Gratiot County Wind, LLC, 43684 

Great American Power, LLC, 1151 

Green Mountain Energy Co., 52326 

Gridway Energy Corp., 25329 

Griffiss Utility Services Corp., 62802 

GSG 6, LLC; Supplemental Notice, 62803 

Hatch Solar Energy Center 1, LLC, 32188 

Heritage Garden Wind Farm I, LLC, 72697 

Highland North, LLC, 23581 

High Sierra, Ltd., 44321 

Holcim (US) Inc., 15307 

Horseshoe Bend Wind, LLC, 23580 

Howard Wind, LLC, 23581 

Hudson Ranch Power I, LLC, 46287 

ICC Energy Corp., 57730 

Interstate Gas Supply, Inc., 43998 

Invenergy Wind Development Michigan, LLC, 
43997 

KAP Analytics, LLC, 56193 

Kern Front, Ltd., 44322 

L and L Energy, LLC, 70439 

L and P Electric, Inc., 41239 

Lively Grove Energy Partners, LLC, 17120 

Long Island Solar Farm, LLC, 30935 

LWP Lessee, LLC, 35211-35212 

Macho Springs Power I, LLC, 15306 

Madstone Energy Corp., 57729 

Manzana Wind, LLC, 70438 

Marathon Power, LLC, 54764 

Mesquite Solar 1, LLC, 41240 

Michigan Wind 2, LLC, 41239 

Middletown Coke Co., LLC, 59681 

Milford Wind Corridor Phase II, LLC, 3624 

Minco Wind II, LLC, 56193 

Mojave Solar, LLC, 40722 

Morris Cogeneration, LLC, 1609 

Mountain View Power Partners IV, LLC, 5581 

MP2 Energy, LLC, 29232 

MRL Energy, LLC, 80925 

Mt. Poso Cogeneration Co., LLC, 60819 

NaturEner Rim Rock Wind Energy, LLC, 69720 

NEPM II, LLC, 57030 

New England Wind, LLC, 72697 

New Mexico Green Initiatives, LLC, 25328 

NextEra Energy Montezuma II Wind, LLC, 
61687 

Northampton Generating Co., L.P., 69720 

North Hurlburt Wind, LLC, 23583 

NRG Solar Roadrunner, LLC, 26282 

ORNI, 4, 41238 

ORNI 39, LLC, 37110 

Osage Wind, LLC, 54461 

Owings Corning Sales, LLC, 65718 

Palmco Power DC, LLC, 35211 

Palmco Power NY, LLC, 5581 

Pan American Energy, LLC, 362 

People’s Power and Gas, LLC, 35210 


Federal Energy 


Phalanx Energy Services, LLC, 22695 

Pinnacle Wind, LLC, 54461 

Pioneer Trail Wind Farm, LLC, 10581 

PNE Energy Supply, LLC, 67721 

Pocahontas Prairie Wind, LLC, 35210 

Post Rock Wind Power Project, LLC, 41238 

Power Network New Mexico, LLC, 79169 

PPL Energy Supply, LLC, 67722, 69266 

Quantum Choctaw Power, LLC, 73619 

Record Hill Wind, LLC, 59681 

Reliant Energy Northeast, LLC, 52325 

Richland-Stryker Generation, LLC, 51023 

Rockland Wind Farm, LLC, 57731 

Sand Drag, LLC, 348 

Santana Energy Services, 57030 

Scylla Energy, LLC, 23581 

Settlers Trail Wind Farm, LLC, 10581 

Shiloh III Lessee, LLC, 80925 

Shiloh Ill Wind Project, LLC, 44322 

Silver State Solar Power North, LLC, 64341 

South Chesnut, LLC, 65719 

South Hurlburt Wind, LLC, 23579 

Sperian Energy Corp., 76711 

Stony Creek Energy, LLC, 39868 

Stream Energy Columbia, LLC, 69267 

Stream Energy New Jersey, LLC, 69267 

Sun City Project, LLC, 346 

Tanner Street Generation, LLC, 32188 

Tenaska Power Management, LLC, 65718 

Torofino Physical Trading, LLC, 25329 

TPW Petersburg, LLC, 54764 

TrueLight Commodities, LLC, 34227 

TrueLight Energy, LLC, 34228 

Trupro Energy LLC, 67723 

Vasco Winds, LLC, 61688 

Vectren Retail, LLC, 13401 

Verde Energy USA Trading, LLC, 43684 

Vermont Wind, LLC, 44901 

Viridian Energy MD, LLC, 53442 

Viridian Energy New Jersey, LLC, 3624 

Viridity Energy, Inc.; Supplemental Notice, 
62803 

Western Reserve Energy Services, LLC, 19988, 
19989 

Wildcat Power Holdings, LLC, 22695 

Windpower Partners 1993, L.P., 64939 

Woodway Energy Partners, LLC, 21734 

Xoom Energy, LLC, 23807 

Yamhill Solar, LLC, 55378 

Yuba City Cogenerations Partners, LP, 22695 


Initial Market-Based Rate Filings Including 


Requests for Blanket Section 204 
Authorizations: 
Western Reserve Energy Services, LLC, 19989 


Initial Market-Based Rate Filings that Include 


Requests for Blanket Section 204 
Authorizations: 
ACS Energy Services, Inc, 4649 


Initiation of Proceeding and Refund Effective 


Date: 
Westar Energy, Inc., 72697 


Initiations of Proceedings and Refund Effective 


Dates: 
Atlantic Path 15, LLC, 63615 


Institution of Section 206 Proceeding and Refund 


Effective Date: 
California Independent System Operator Corp., 
7187 


Institutions Of Proceedings: 


California Independent System Operator Corp., 
30339 


Intents to File License Applications, etc.: 


Barren River Lake Hydro, LLC, 55902 
Natural Currents Energy Services, LLC, 41790 
Yuba County Water Agency, 1610 


Intents to File License Applications, Filings of 


Pre-Application Documents, etc.: 


Federal Energy 


Free Flow Power Corp., 20971 

Turlock and Modesto Irrigation Districts, 20971 

Intent to Update Upland Erosion Control, 
Revegetation and Maintenance Plan, etc., 
68745 

Inviting Comments on Report: 

Frequency Response Metrics to Assess 
Requirements for Reliable Integration of 
Variable Renewable Generation, 4892 

Joint Applications: 

Liberty Gas Storage, LLC and LA Storage, 
LLC, 15971 

Land Management Plan Updates: 

Shoshone Falls Hydroelectric Project, 18213 


Land Management Plan Updates; Availability, etc.: 


Idaho Power, 18214 
License Amendment Applications: 
Alabama Power Co., 68746 
AmerenUE, 62058 
CRD Hydroelectric, LLC, 67723 
Duke Energy Carolinas, LLC, 67724 
FPL Energy Maine Hydro, LLC, 34228, 40904 
Grand River Dam Authority, 40903 
Lower Valley Energy, 62059 
Northern States Power Co., 35212, 62398 
Puget Sound Energy, Inc., 51968 
Wisconsin Public Service Corp., 48841 
License Application Amendments: 
Central Vermont Public Service Corp., 72697 
License Applications: 
Birch Power Co., 18215 
Clear River Power, et al., 5583 
Edgartown, MA, 8726 
Grand River Dam Authority, 4649 
Gresham Municipal Utilities, 4651 
Hydro Green Energy, LLC, 66713 
Natural Currents Energy Services, LLC, 1612 
Oliver Hydro, LLC, 48842 
Pacific Gas and Electric Co., 40906 
Pacific Green Power, LLC, 60488 
Public Utility District No. 1 of Snohomish 
County, 70719 
Raymond F. Ward, 66714 
Town of Edgartown, MA, 10582 
Turnagain Arm Tidal Electric Energy Project, 
40905 
Whitestone Power and Communications, 5582, 
63919 
William Arkoosh, 38382 
License Application Supplements: 
S. D. Warren Company, 35213 
License Terminations: 
Lynn E. Stevenson, 60489 
License Transfer Applications: 
CRD Hydroelectric, LLC; Western Minnesota 
Municipal Power Agency, 72196 
Locational Exchanges of Wholesale Electric 
Power, 10353 
Meetings: 
Alaska Pipeline Project; TransCanada Alaska 
Co., LLC, 78642 
California Independent System Operator Corp.; 
Technical Conference, 79676 
Commission Staff, Technical Conferences, 
11238 
Duke Energy Carolinas, LLC; Resource Issues 
Related to Relicensing of Keowee- 
Toxaway Hydroelectric Project, 62804 
Duke Energy Carolinas, LLC; South Carolina 
Electric and Gas Co., 28023 
Eagle Crest Energy, Eagle Mountain Pumped 
Storage Hydroelectric Project, 15971 
Electric Quarterly Reports Users Group, 38383 
Entergy Regional State Committee Work Group 
and Stakeholder; Staff Attendance, 62804 
FirstLight Hydro Generating Co., City of 
Norwich Dept. of Public Utilities, 26284 
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Increasing Real-Time and Day-Ahead Market 
Efficiency through Improved Software; 
Technical Conference, 28022 

Jennings Randolph Project, Fairlawn 
Hydroelectric Co., LLC, 45249 

Mandatory Reliability Standards for Bulk-Power 
System, 64082 

National Fuel Gas Supply Corp. Northern 
Access Project, 30339 

Penalty Guidelines; Technical Conference, 
67725 

PJM Interconnection, LLC; Staff Attendance, 
16405 

PJM Iiaterconnection, LLC; Staff Technical 
Conference, 45249 

PJM Interconnection, LLC, et al.; Staff 
Technical Conference, 45248 

Pomperaug Hydro Project, 79675 

Priorities for Addressing Risks to Reliability of 
Bulk-Power System; Technical Conference, 
2369 

Priority Rights to New Participant-Funded 
Transmission, 14966 

Progress Energy Carolinas, 37805 

Reliability Technical Conference, 71011 

Reliability Technical Conference Panel; 
Priorities for Addressing Risks to 
Reliability of Bulk-Power System, 7187 

Review of Cost Submittals by Other Federal 
Agencies for Administering Part I of 
Federal Power Act; Technical Conference, 
14390 

Smart Grid Interoperability Standards; Technical 
Conference, 4102 

South Carolina Public Service Authority, 28221, 
66055 

Southern LNG Co., LLC; Proposed LNG Truck 
Loading Project, 2677 

Southwestern Gas Storage Technical 
Conference, 78641 

SPP Strategic Planning Committee; Staff 
Attendance, 64083 

Staff Attendance at Southwest Power Pool 
Markets and Operation Policy and Strategic 
Planning Committees, 2369 

Stuyvesant Falls Hydroelectric Project, Albany 
Engineering Corp., Stuyvesant, NY, 38383 

Sullivan Creek Project, Public Utility District 
No. | of Pend Oreille County, 70439 

Swan Falls Hydroelectric Project, Idaho Power 
Co.; Teleconference, 28024 

Tennessee Gas Pipeline Co.; Postponing 
Technical Conference, 7188 

Yuba County Water Agency, 72197 

Yuba County Water Agency; Dispute 
Resolution Process Schedule, 71008 

FirstEnergy Generation Corp.; Seneca Nation of 
indians, 60015 

Meetings; Change in Time, 1613 
Meetings; Commissioner and Staff Attendance: 

North American Electric Reliability Corp., 
28024 

Meetings; Staff Attendance: 

Entergy Regional State Committee, 28024 

Meetings; Staff Participation: 

Verdant Power, LLC, 28025 

Meetings; Sunshine Act, 3625, 8727, 14006, 
21889, 56429, 56748, 64341, 71013 

Membership of Performance Review Board for 
Senior Executives, 1613 

Motion for Extension of Rate Case Filing 
Deadlines: 

Ohio Valley Hub, LLC, 40907 

Southcross CCNG Transmission Ltd., 79170 

Southcross Mississippi Pipeline, LP, 79170 
Motions for Extension of Rate Case Filing 
Deadlines: 


EasTrans, LLC, 81927 
National Fuel Gas Distribution Corp., 2902 
Washington Gas Light Co., 36913 
Motions for Extensions of Rate Case Filing 
Deadlines: 
Crosstex LIG, LLC, 1152 
Crosstex North Texas Pipeline, LP, 1152 
DCP Raptor Pipeline, LLC, 76711 
Humble Gas Pipeline Co., 23808 
Lee 8 Storage Partnership, 39869 
New Mexico Gas Co., Inc., 51969 
Northwest Natural Gas Co., 41240 
Overland Trail Transmission, LLC, 767i1 
Pelico Pipeline, LLC, 76712 
Motions to Withdraw Filings and Requests for 
Expedited Actions: 
Missouri River Energy Services, et al., 22696 
Onsite Environmental Review: 
Dominion Transmission, Inc., 79677 
Onsite Environmental Reviews: 
ANR Pipeline Co., 61688 
Order Approving Reliability Standard: 
North American Electric Reliability 
Corporation, 72197 
Orders Approving Interpretation of Reliability 
Standard: 
North American Electric Reliability Corp., 
66955 
Orders Approving Regional Reliability Standard: 
North American Electric Reliability Corp., 
66057 
Permit Applications: 
Bear Creek Hydro Associates, LLC, 8728 
Bison Peak Pumped Storage, LLC, 8729 
Permit Drawing: 
Lock+ Hydro Friends Fund XLIX, FFP 
Missouri 14, LLC, 3626 
Petition for Approval of Settlement Amendment: 
Northern Natural Gas Co., 21735 
Petitions: 
Idaho Power Co., IDACORP Energy, L.P., 
IDACORP, Inc., 71014 
PJM Interconnection, LLC, 72699 
Solutions for Utilities, Inc. v. Pacific Gas and 
Electric Co., et al., 21735 
Southern California Edison Co.; Pacific Gas and 
Electric Co.; San Diego Gas and Electric 
Co., 348 
Petitions for Declaratory Orders: 
Atlantic Grid Operations A LLC, et al., 1153 
Central Transmission, LLC, 10360 
City of Banning, CA, 79678 
City of Redwood Falls, MN, 22696 
City of Riverside, CA, 78642 
City of South Daytona, FL, 63919 
Cottonwood Hydro, LLC, 48843 
Duke Energy Ohio, Inc., 50211 
Edison Mission Holding Beach, LLC, 28025 
EnerNOC, Inc., 11239 
Flint Hills Resources Alaska, LLC, 28766 
Hess Corporation v. PJM Interconnection, LLC, 
68747 
Midwest Independent Transmission System 
Operator, Inc., 22697 
Missouri River Energy Services, 36913 
National Grid Transmission Services Corp.; 
Bangor Hydro Electric Co., 44323 
Northern Laramie Range Alliance, 56749 
OREG 1, Inc., OREG 2, Inc., OREG 3, Inc., 
and OREG 4, Inc., 10359 
Shiloh III Wind Project, LLC, 81927 
Southern Cross Transmission, LLC, 58806 
Sunoco Pipeline, LP, 58261 
SunZia Transmission, LLC, 12957 
Trans-Allegheny Interstate Line Co., 79678 
Wabash Valley Power Association, Inc., 13178 
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Petitions for Declaratory Orders and Soliciting 
Comments, Protests, and Motions to 
Intervene: 

Black Horse Ranch, LLC, 46288 

Petitions for Declatory Orders: 

Northeast Transmission Development, LLC, 
20973 

Petitions for Enforcement: 

Californians for Renewable Energy, Inc. v. 
California Public Utilities Commission, 
Pacific Gas and Electric Co., etc., 44901 

Cedar Creek Wind, LLC, 50212 

Petitions for Partial Waivers: 

North Carolina Electric Membership Corp., 
44323 

Petitions for Rate Approval: 

Atmos Pipeline-Texas, 34975 

Eagle Ford Midstream, LP, 65507 

East Ohio Gas Co., 4104 

Kinder Morgan Texas Pipeline, LLC, 34975 

Rocky Mountain Natural Gas, LLC, 77224 

SourceGas Distribution, LLC, 77223 

UGI Central Penn Gas, Inc., 24472 

Petitions for Rate Approvals: 

Acadian Gas Pipeline System, 61353 

CenterPoint Energy - Illinois Gas Transmission 
Co., 56194 

DCP Guadalupe Pipeline, LLC, 27314 

Kansas Gas Service, Division of ONEOK, Inc., 
44901 

Petitions for Waivers: 

Elk River Municipal Utilities, 45250 

Kansas City, KS, Board of Public Utilities, 
81928 

Pre-Filing Process and Approving Process Plans 
and Schedules: 

Ocean Renewable Power Co., LLC, 42122 

Preliminary Permit Application Accepted for 
Filing, etc.: 

Black Canyon Hydro, LLC, 12727 

Pacific Gas and Electric Co., 12102, 12728 

Public Utility No. 1 of Snohomish County, 
Washington, 12102 

Preliminary Permit Applications: 

AJT Mining Properties, Inc., 35213 

Albion Hydro, LLC, 37807 

American River Power II, LLC, 74783 

American River Power I, LLC, 58261, 58262 


Amnor Hydro West, Inc., 12958, 43998, 54766, 


63920 
Apache Hydro, LLC, 74783 
Arizona Independent Power, Inc., 22698 
Ashton Hydro, LLC, 37806 
Ballville Hydroelectric Group, LLC, 38383 
Bison Peak Pumped Storage, LLC, 62399 
Black Canyon Hydro, LLC, 28766 
Cascade Creek, LLC, 15972 
Castle Creek Hydroelectric Project, 75543 
City and Borough of Sitka, AK, 66714 
City of Astoria, OR, 5585 
City of Salem, OR, 5584 
City of Tacoma, WA, 12957 
City of Watervliet, 47577 
Claverack Creek, LLC, 7838 
Cortez Pumped Storage Project, 80926 
Don Pedro Hydro, LLC, Moccasin Pumped 

Storage, LLC, 69720 
ECOsponsible, Inc., 16766 
Eldorado Pumped Storage, LLC, 63920 
FFP Project 101, LLC, 74784 
FFP Project 11, LLC, 48844 
FFP Project 121, LLC, 48850 
FFP Project 125, LLC, 48846 
FFP Project 29, LLC, 48844 
FFP Project 36, LLC, 48849 
FFP Project 37, LLC, 48848 


FFP Project 42, LLC, 48852 

FFP Project 43, LLC, 48848 

FFP Project 44, LLC, 48851 

FFP Project 45, LLC, 48852 

FFP Project 46, LLC, 48849 

FFP Project 47, LLC, 48847 

FFP Project 48, LLC, 48850 

FFP Project 49, LLC, 48847 

FFP Project 50, LLC, 48851 

FFP Project 5, LLC, 48845 

FFP Project 70, LLC, 48853 

FFP Project 8, LLC, 67180 

FFP Project 9, LLC, 77996 

Francis Walter Hydro, LLC, 73619 

Free Flow Power Corp., 48845 

Gay and Robinson, Inc., 51024 

Goat Lake Hydro, Inc., 51025, 69721 

Grand Coulee Project Hydroelectric Authority, 
76153, 76156 

Haiwee Ridge Pumped Storage Project, 70440 

Idaho Irrigation District, 5585 

Inside Passage Electric Cooperative, 34692 

Kachess Dam Hydropower, LLC, 57731 

Kahawai Power 4, LLC, 17413 

KC Hydro, LLC of New Hampshire, 72699 

KC, LLC, 70720 

Keechelus Hydropower, LLC and Qualified 
Hydro 32, LLC, 37807 

Lock+ Hydro Friends Fund IV, 54765 

Lock+Hydro Friends Fund VII, 52656 

Lock Hydro Friends Fund I, 34071 

Mahoning Hydropower, LLC, 1613, 6459, 7838 

McKay Dam Hydropower, LLC, 57731 

Mona North Pumped Storage Project, 60490 

Mona South Pumped Storage Project, 60491 

Natural Currents Energy Services, LLC, 37806, 
67726, 70720, 76154, 76155 

Nevada Hydro Company, Inc., 76155 

Northland Power Mississippi River, LLC, 
53443, 53444, 53445, 53445, 53446, 
53447, 53448, 53449, 53450, 54765 

NortHydro, LLC, 62060, 62061 

Pacific Gas and Electric Co., 57732 

Pacific Green Power, LLC, 40722 

Percheron Power, LLC, 51024, 51025 

Porcupine Dam Hydropower Project, 75542 

Public Utility District No. 1 of Snohomish 
County, 66715 

Qualified Hydro 21, LLC, 67181 

Qualified Hydro 25, LLC, 10360, 20658 

Qualified Hydro 34, LLC, 11240 

Qualified Hydro 36, LLC, 13178 

Reliable Storage 1, LLC, 30339, 30340, 45251 

Reliable Storage 2, LLC, 29744 

Rhode Island Department of Environmental 
Management, 52656 

Richard A. Glover, Jr., 24473 

Riverbank Hydro No. 11, LLC, 67180 

Riverbank Hydro No. 14, LLC, 50726 

Riverbank Hydro No. 15, LLC, 67178 

Riverbank Hydro No. 3, LLC, 67182 

Riverbank Hydro No. 5, LLC, 67179 

Seneca Nation of Indians, 21891 

Spartanburg Water System, 67179 

Storage Development Partners, LLC, 24017, 
24018 

Table Mountain Pumped Storage Project, 70440 

The City of East Providence, 72202 

Town of Edgartown, 30341 

U.S. Farmers, LLC, 34975 

Valley Affordable Housing Corp., 5584 

Western Minnesota Municipal Power Agency, 
24472 

West Maui Pumped Storage Water Supply, 
LLC, 30936 

Whitman River Dam, Inc., 78643, 78644 
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Windsor Machinery Co., Inc., 67181 

Wyco Power and Water, Inc., 65719 

Bellwood Hydro, LLC, 60016 

Preliminary Permit Applications Accepted for 
Filing and Soliciting Comments, Motions to 
Intervene, and Competing Applications: 

East Maui Pumped Storage Water Supply, LCC, 
28025 

FFP Qualified Hydro 24, LLC, 20973 

Free Flow Power Corp., 39869 

Mount Storm Hydro, LLC, 2370 

New Sweden Irrigation District, ID, 23321 

Oregon Winds Hydro, LLC, 19355 

Owyhee Hydro, LLC, 20974 

Storage Deveiopment Partners, LLC, 23322 

Preliminary Permit Applications, etc.: 

FFP Project 90, LLC, 44902 

Preliminary Permit Drawings: 

FFP Missouri 13, LLC and Grays Hydro, LLC, 
4893 

FFP Missouri 15, LLC, Morgantown Hydro, 
LLC and Three Rivers Hydro, LLC, 4894 

Lock+ Hydro Friends Fund XL, FFP Missouri 
4, LLC, Allegheny 4 Hydro, LLC and 
Three Rivers Hydro, LLC, 4894 

Lock+ Hydro Friends Fund XXXIX, FFP 
Missouri 3, LLC, Allegheny 3 Hydro, 
LLC, Three Rivers Hydro, LLC, 4892 

Lock+ Hydro Friends Fund XXXV and 
Riverbank Hydro No. 4, LLC, 65720 

Lock Hydro Friends Fund XLI, Allegheny 7 
Hydro, LLC, 4894 

Lock Hydro Friends Fund XLIII, FFP Missouri 
14, LLC and Solia 4 Hydroelectric, LLC, 
4893 

Lock Hydro Friends Fund XXXV, FFP 
Missouri 7, LLC and Dashields Hydro, 
LLC, 4893 

Lock Plus Hydro Friends Fund XLII; FFP 
Missouri 10, LLC; Solia 7 Hydroelectric, 
LLC, 16408 

Lock Plus Hydro Friends Fund XLIV; FFP 
Missouri 11, LLC; Solia 5 Hydroelectric, 
LLC, 16407, 16408 

Lock Plus Hydro Friends Fund XLV; FFP 
Missouri 9, LLC; Solia 8 Hydroelectric, 
LLC, 16408 

Lock Plus Hydro Friends Fund XLVI; FFP 
Missouri 17, LLC; Solia 3 Hydroelectric, 
LLC; Three Rivers Hydro, LLC, 16407 

Lock Plus Hydro Friends Fund XLVII; FFP 
Missouri 16, LLC; Solia 7 Hydroelectric, 
LLC; Three Rivers Hydro, LLC, 16409 

Lock Plus Hydro Friends Fund XXXIV; FFP 
Missouri 5, LLC; Solia 2 Hydroelectric, 
LLC, 16409 

Lock Plus Hydro Friends Fund XXXVI; FFP 
Missouri 8, LLC; Solia 6 Hydroelectric, 
LLC, 16406 

Lock Plus Hydro Friends Fund XXXVII; FFP 
Missouri 6, LLC; Solia 1 Hydroelectric, 
LLC, 16408 

Lock Plus Hydro Friends Fund XXX VIII; FFP 
Missouri 12, LLC; Allegheny 2 Hydro, 
LLC; Three Rivers Hydro, LLC, 15972 

Priorities for Addressing Risks to the Reliability 
of the Bulk-Power System, 10583 

Priority Rights to New Participant-Funded 
Transmission, 17120 

Procedural Schedule for Licensing: 

FirstLight Hydro Generating Co., City of 
Norwich Department of Public Utilities, 
35886 

Proposed Restricted Service List for Programmatic 
Agreement: 


Duke Energy Carolinas, LLC, 51026 


Federal Energy 


Georgia Power Co., 25330 
Proposed Restricted Service List for Properties On 
or Eligible for the National Register of 
Historic Places: 
Grand River Dam Authority, 18547 
Proposed Restricted Service List for Section 106 
Consultation: 
Boott Hydropower Inc., et al., 58262 
Proposed Restricted Service Lists for 
Programmatic Agreements: 
Alabama Power Co., Alabama Holt 
Hydroelectric Project, 55378 
Quarterly Contract Reports of Intrastate Natural 
Gas Companies; Availability, 70721 
Rate Approval Petitions: 
Atlanta Gas Light Co., 28971 
Rate Elections: 
Pacific Gas and Electric Co., 56194 
Public Service Co. of Colorado, 62805 
Public Service Company of Colorado, 55379 
UGI Central Penn Gas, Inc., 55903 
Records Governing Off-the-Record 
Communications, 6614, 10583, 13179, 17855, 
27314, 31325, 34976, 38384, 42122, 47578, 
57733, 60491, 64940, 67727, 71967, 76398 
Reliability Technical Conference, 64083 
Reliability Workshop Agenda: 
Voltage Coordination on High Voltage Grids, 
72203 
Request for Jurisdictional Determination or 
Temporary Waiver of Tariff Filing and 
Reporting Requirements: 
Tesoro Refining and Marketing Co., and Tesoro 
Logistics Operations, LLC, 13612 
Request for Special Procedures: 
West Deptford Energy, LLC, 13180 
Requests for Blanket Authorizations: 
Transcontinental Gas Pipe Line Co., LLC, 
36533 
Requests for Jurisdictional Determinations, etc.: 
Kenai Pipe Line Co., et al., 58263 
Requests For Waivers: 
TransCanada Keystone Pipeline, LP, 28026 
Requests for Waivers or Exemptions: 
City Utility Commission of City of Owensboro, 
KY, 19355 
Requests to Use Traditional Licensing Process: 
City of Loveland, CO, 16767 
Requests under Blanket Authorization: 
ANR Pipeline Co., 71014 
Dominion Transmission, Inc., 7189 
Eastern Shore Natural Gas Co., 20659 
Gulfstream Natural Gas System, LLC, 14654 
Northwest Pipeline GP, 65508 
Trunkline Gas Co., LLC, 7189 
Venice Gathering System, LLC, 4651-4652 
Williston Basin Interstate Pipeline Co., 5586, 
64343 
Requests Under Blanket Authorizations: 
ANR Pipeline Co., 25686 
Colorado Interstate Gas Co., 23808 
Columbia Gas Transmission, LLC, 2371, 58263 
Dominion Transmission, Inc., 772, 57031, 
80926 
Eastern Shore Natural Gas Co., 28972 
Equitrans, LP, 72204 
Freebird Gas Storage, LLC, 13612 
Gulf LNG Pipeline, LLC, 31326 
Gulf South Pipeline Co., LP, 2370, 22698, 
44902 
Kern River Gas Transmission Co., 65720 
Kinder Morgan Interstate Gas Transmission, 
LLC, 44903 
Midwestern Gas Transmission Co., 34072 
Millennium Pipeline Co., LLC, 22094 
Monroe Gas Storage Co., LLC, 48854 
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National Fuel Gas Supply Corp., 51027 

Natural Gas Pipeline Co. of America, LLC, 
48853, 51970 

Paiute Pipeline Co., 28971 

Questar Pipeline Co., 48855 

Saltville Gas Storage Co., LLC, 70441 

Southern Natural Gas Co., 18216 

Tennessee Gas Pipeline Co., 44324, 45253, 
55379 

Texas Eastern Transmission, LP, 25330, 29234, 
42123 

Transcontinental Gas Pipe Line Co., LLC, 
29745, 44903 

Transwestern Pipeline Co., LLC, 2447, 30936 

Williston Basin Interstate Pipeline Co., 25331, 
31957, 48854 

Tennessee Gas Pipeline Co., 60016 

Restricted Service Lists: 
Central Vermont Public Service Corp., Otter 
Creek Hydroelectric Project, 63921 
Review of Cost Submittals by Other Federal 
Agencies for Administering Part I of Federal 
Power Act: 

Requesting Questions and Comments on Fiscal 
Year 2010 Other Federal Agency Cost 
Submissions, 21892 

Revised Comment Dates 
Astoria Generating Co. LP, et al., v. New York 
Independent System Operator, Inc., 36914 
Settlement Agreement and Soliciting Comments: 
Erie Boulevard Hydropower, L.P, 12103 
Shoreline Management Plans; Availability, etc.: 

Dominion Virginia Power/North Carolina 

Power, 18216 
Site Visits: 

FirstEnergy Generation Corp.; Seneca Nation of 
Indians, 61689 

Sutton Hydroelectric Co., LLC, 61689 

Small/Low-Impact Hydropower Webinar, 30937 
Southwest Power Pool Regional Entity Trustee, 
Regional State Committee, and Board of 
Directors Meetings: 
Staff Attendance, 64940 
Staff Attendance: 

Southwest Power Pool Regional Entity Trustee, 
Regional State Committee and Board of 
Directors Meetings, 42123 

Staff Attendance at Entergy Regional State 
Committee Work Group and Stakeholder 
Meeting, 67727 

Staff Attendance at Meetings: 

California Independent System Operator Corp., 
29235 

Staff Attendances, 63921, 64343, 66060, 66061, 
76157 

Arkansas Public Service Commission, 54766 

California Independent System Operator Corp., 
55380, 65191, 76157 

ICT Stakeholders Policy Committee and 
Entergy Regional State Committee, 13613, 
13615 

ISO/RTO Council and Regional State 
Committees Meeting, 7839 

MISO Planning Advisory Committee, 60820 

North American Electric Reliability Corp., 
66924 

North American Electric Reliability Corp. 
Meetings, January-June, 2011, 7839 

Southwest Power Pool, Inc. Board of Directors, 
35214 

Southwest Power Pool, Inc. Markets Operations 
Policy Committee Meeting, 19355 

Southwest Power Pool, Inc. Strategic Planning 
Committee Meeting, 15307 

Southwest Power Pool Markets and Operations 
Policy Committee, 76712 


Southwest Power Pool Regional Entity Trustee, 
Regional State Committee and Board of 
Directors Meeting, 22699 

Staff Attendances at Entergy Regional State 
Committee Meeting, 4652 

Staff Attendances at Midwest ISO Meetings, 4104 

Staff Attendances at Southwest Power Pool, Inc., 
etc., Meetings, 4652-4653 

Staff Informational Conferences: 

Transmission Planning and Cost Allocation by 
Transmission Owning and Operating Public 
Utilities, 53450 

Staff Technical Conference: 

PJM Interconnection, LLC, PJM Power 
Providers Group v. PJM Interconnection, 
LLC, 39870 

Stipulation and Agreement of Settlement: 

Enogex, LLC, 63922 

Surrenders of Exemptions: 

BMB Enterprises, Inc., 53677 

Calleguas Municipal Water District (Conduit), 
53678 

Tariff Filings: 
Terra-Gen Dixie Valley, LLC, 28973 
Technical Conference, 13613 
Technical Conference on Penalty Guidelines, 
60017 
Technical Conferences: 

California Independent System Operator Corp., 
19766, 76713 

Columbia Gas Transmission, LLC, 51970 

Dominion Cove Point LNG, LP, 40723 

Erie Boulevard Hydropower LP, 59682 

Gulf South Pipeline Co., LP, 80927 

Kern River Gas Transmission Co., 59681 

North American Electric Reliability Corp., 
60820 

PJM Interconnection, LLC, 37808 

Tennessee Gas Pipeline Co., 3626, 7559 

Technical Workshops: 

Contract Reporting Requirements of Intrastate 

Natural Gas Companies, 17413, 19766 
Teleconferences: 
Eagle Mountain Pumped Storage Hydroelectric 
Project; Eagle Crest Energy, 22699 
Temporary Waiver of Filing and Reporting 
Requirements: 
ONEOK Rockies Midstream, LLC, 81928 
Temporary Waivers of Filing and Reporting 
Requirements: 
Agave Energy Co., 41240 
Saddle Butte Pipeline, LLC, 41241 
Termination of Exemptions by Implied Surrender: 
Herschel L. Webster; Revonda Amthor, 52657 
Terminations of Exemptions: 
American Hydro Power Co., 7840 
Michael J. Donahue, 58264 
Terminations Of Exemptions By Implied 
Surrender: 

Michael J. Donahue, 55904 

Missisquoi River Technologies, 55903 

River Bounty, Inc., 63294 

Transfers of Exemptions: 

Fand B Wood Corp. to Milltown Hydroelectric, 
LLC, 51027 

Henwood Associates, Inc.; White Mountain 
Ranch, LLC, 42124 

Missisquoi River Technologies; Missisquoi 
River Hydro LLC, 75543 

River Bounty, Inc. to Renew Hydro, LLC, 
42124 

Updated Procedural Schedule For Licensing: 

FirstLight Hydro Generating Co., et al., 18217 

Waiver or Exemption Requests: 

Connecticut Transmission Municipal Electric 

Energy Cooperative, 37809 
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Waiver Requests: 

Gulf South Pipeline Co., LP, 30342 

New York Independent System Operator, Inc., 
48855 

Waivers; Requests: 
Bangor Hydro Electric Co., 36533 
Webinars: 

Small Hydropower Development in the United 

States, 81929 
Workshops: 

Santee Cooper Hydroelectric Project, South 
Carolina Public Service Authority, 81929 

Voltage Coordination on High Voltage Grids, 
70721 

Combined Filings, 22389, 22390 

Initial Market-Based Rate Filings Including 
Requests for Blanket Section 204 
Authorizations: 

Command Power Corp., 22392 

Dynasty Power, Inc., 22392 

Freepoint Commodities, LLC, 22392 

Gila River Energy Supply, LLC, 22391 

Meetings: 

Eagle Crest Energy, Eagle Mountain Pumped 
Storage Hydroelectric Project; 
Teleconference, Cancellation, 22393 

Records Governing Off-the-Record 
Communications, 22393 
Technical Conferences: 

California Independent System Operator Corp., 

22091 


Federal Financial Institutions 
Examination Council 


NOTICES 

Consideration of Extenuating Circumstances for 
Implementation of Modification of Annual 
National Registry Fee, 49477 

Determinations Regarding National Appraisal 
Complaint Hotline, 5161 

Meetings: 

Appraisal Subcommittee, 1164, 1165, 6134, 
13187, 13188, 19773, 25690, 31961, 
42126, 47182, 57741, 61704, 68187, 
71034, 76410 

Appraisal Subcommittee of Federal Financial 
Institutions Examination Council, 61703 

Statutory Provisions Affecting State Appraiser 
Regulatory Programs, 16627 


Federal Highway Administration 


RULES 
Highway Systems: 
Technical Correction, 6690 
Public Road Mileage for Apportionment of 
Highway Safety Funds; Correction, 12847 
Real-Time System Management Information 
Program, 42536 
PROPOSED RULES 
National Standards for Traffic Control Devices: 
Manual on Uniform Traffic Control Devices for 
Streets and Highways; Revision, 46213, 
54156 
Value Engineering, 36410 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 206, 
621, 622, 3934, 11309, 13267, 19177, 28299, 
28844, 30422, 31675, 35263, 35264, 35266, 
44081, 55159, 55458, 55725, 62893, 77586 
Alaska Federal Lands Long Range Transportation 
Plan, 77300 
Annual Materials Report on New Bridge 
Construction and Bridge Rehabilitation, 
55160 


Buy America Waiver, 50537 
Buy America Waiver Notifications, 52379 
Buy America Waivers, 46354, 60582, 72026, 
72027, 72028 
Emergency Temporary Closures: 
I-64 Sherman-Minton Bridge over the Ohio 
River between Indiana and Kentucky, 
66775 
Environmental Assessments; Availability, etc.: 
1-395 Air Rights Project, 64991 
Metropolitan Branch Trail Project, 60115 
Environmental Impact Statements: 
Tappan Zee Hudson River Crossing Project in 
Rockland and Westchester Counties, NY, 
63342 
Environmental Impact Statements; Availability, 
Ada and Canyon Counties, ID; Recission, 14745 
Ada County, ID; Recission, 53705 
Clark County, IN; Jefferson County, KY, 8808 
Cook and DuPage Counties, IL, 33401, 78968 
Cook County, IL, 17185 
Cottonwood and Watonwan Counties, MN, 
49527 
El Paso County, TX, 61135 
Fresno County, CA, 15041 
Hancock and Pearl River Counties, MS; 
Rescission, 53531 
Hancock County, MS, 53531 
Highway 35, between Norfolk and South Sioux 
City, NE; Rescission, 41554 
Interstate 64 Corridor, Virginia, 3695 
Interstate 64 Hampton Roads Bridge Tunnel 
Corridor, Virginia, 29290 
Interstate 66 Corridor, Virginia, 21790 
Jackson County, MO, 78967 
Jackson County, NC, 78331 
King County, WA; Rescission, 10938 
Kings County, NY; Recission, 73761 
Klingle Valley Trail, 12212 
Los Angeles County, CA, 13017, 67020 
Mendocino County, CA, 48940 
Metropolitan Branch Trail Project, 41323 
Multiple South and East Texas Counties; State 
of Texas; Rescission, 4412 
National Summary of Rescinded Notices of 
Intent, 31676 
North Houston Highway Improvement Project, 
Harris County, TX, 65775 
Nueces County, TX, 36613 
Oakland and Genesee Counties, MI, 20071 
Riverside and Orange Counties, CA, 30754 
Saint Louis County, MN, 49526 
San Francisco County, CA; Rescinded, 54529 
Seattle Ferry Terminal (Colman Dock) in 
Seattle, WA; Rescinded, 7623 
South Lake Tahoe, CA and Stateline, NV, 
67533 
St. Louis County, MO, 56492 
State Route 374, Clarksville, Montgomery 
County, TN; Withdrawal, 3189 
Tappan Zee Bridge / I-287 Corridor Project 
(Rockland and Westchester Counties, NY); 
Rescinded Notice of Intent, 63346 
U.S. 41 Interstate Conversion Plan, Wisconsin, 
44648 
Walton and Bay Counties, FL, 61475 
Will and Kankakee Counties, IL and Lake 
County, IN, 33401 
Environmental Impact Statements; Rescissions: 
Northwest Loop in Sandoval and Bernalillo 
Counties, NM, 21422 
Final Actions on the Proposed Klingle Valley 
Trail In Washington, DC, 26336 
Final Federal Agency Actions: 
Proposed Highway in North Carolina, 1663 
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Sellwood Bridge Project, SE Tacoma Street and 
Oregon Highway 43, Multnomah County, 
Oregon, 20807 

State Highway 99 (Segment G), 1564 

Sunrise Project, I-205 to Rock Creek Junction, 
Clackamas County, OR, 10938 

Final Federal Agency Actions on Farm-to-Market 
1626 in Texas, 68810 

Final Federal Agency Actions on I-5, Fern Valley 
Interchange, 45649 

Final Federal Agency Actions on Interstate 95 
High Occupancy Toll Lanes Project in 
Virginia, 79755 

Final Federal Agency Actions on Local Arterial 
in California, 62495 

Final Federal Agency Actions on Proposed 
Highways in Montana, 410, 2947, 9632, 
16653, 21940, 23643, 31677, 36173, 37392, 
38266, 41554, 42161, 42162, 46355, 46356, 
46889, 46890, 47288, 51462, 53706, 53996, 
55459, 60583, 61476, 65776, 77587, 78332, 
78717, 80447 

California, 853 

Indiana, 43372 

Texas; FHWA, U. S. Army Corps of Engineers 
and Other Federal Agencies, 44649 

Wisconsin, 16470 

Final Federal Agency Actions on Proposed Light 
Rail Project in Washington, 81011 

Final Federal Agency Actions on Proposed Project 
in Washington, 2949 

Final Federal Agency Actions on State Loop 375, 
Texas, 56493 

Funding Availabilities: 

Applications for Credit Assistance under 
Transportation Infrastructure Finance and 
Innovation Act Program, 3190 

Limitations on Claims for Judicial Reviews: 

Wisconsin Highway Project, 77301 

Limitations on Claims for Judicial Reviews of 
Actions: 

Final Federal Agency Action on Proposed 
Highway in Illinois, 36614 

Final Federal Agency Actions on Proposed 
Highway in California, 54529 

Proposed Bridge and Approach Roadways in 
Nevada and Arizona; Final Federal Agency 
Actions, 54288 

Memorandum of Understanding Assigning 
Environmental Responsibilities to the State of 
Utah, 30995 

Multistate Corridor Operations and Management 
Program, 65561 

Correction, 72029 

Reclassification of Motorcycles in the Guide to 
Reporting Highway Statistics, 23854 

Surface Transportation Environment and Planning 
Cooperative Research Program, 50312 

Surface Transportation Project Delivery Pilot 
Program; Caltrans Audit Report, 5237 

Temporary Closure of 1-395 Just South of Conway 
Street in the City of Baltimore to Vehicular 
Traffic, etc., 52380 

Temporary Closures to Vehicular Traffic: 

1-395 Just South of Conway Street, City of 
Baltimore; Construction and Operation of 
Baltimore Grand Prix, 37875 

Value Pricing Pilot Program Participation, Fiscal 
Years 2010 and 2011, 2011, 3192 


Federal Housing Enterprise Oversight 
Office 


RULES 

Debt Collection, 17331 

Record Retention for Regulated Entities and 
Office of Finance, 33121 


Federal Housing 


Repeal of Regulations, 74648 
Rules of Practice and Procedure, 53596 
PROPOSED RULES 
Dodd-Frank Act: 
Alternatives to Use of Credit Ratings in 
Regulations Governing the Federal 
National Mortgage Association, et al., 5292 


Federal Housing Finance Agency 


RULES 

Conservatorship and Receivership, 35724 

Debt Collection, 17331 

Federal Home Loan Bank Housing; Mortgage 
Reporting Amendments, 79050 

Federal Home Loan Bank Investments, 29147 

Federal Home Loan Bank Liabilities, 18366 

Federal Housing Enterprises Financial Safety and 
Soundness Act: 

Freedom of Information Act; Implementation, 
29633 

Minimum Capital Level Standards; Temporary 
Increase, 11668 

Office of the Ombudsman; Establishment, 7479 

Privacy Act; Implementation, 51869 

Record Retention for Regulated Entities and 
Office of Finance, 33121 

Rules of Practice and Procedure, 53596 

Voluntary Mergers of Federal Home Loan Banks, 
72823 


PROPOSED RULES 
Credit Risk Retention, 24090, 34010 
Dodd-Frank Act: 

Alternatives to Use of Credit Ratings in 
Regulations Governing the Federal 
National Mortgage Association, et al., 5292 

Incentive-Based Compensation Arrangements, 
21170 

Margin and Capital Requirements for Covered 
Swap Entities, 37029 

Swap Entities Agencies; Margin and Capital 
Requirements, 27564 

Federal Home Loan Bank Community Support; 
Amendments, 70069 

Private Transfer Fees, 6702 

Prudential Management and Operations Standards, 
35791 

Regulatory Review Plan, 59066 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 5161, 
30344, 53458 

Annual Adjustment of Cap on Average Total 
Assets that Defines Community Financial 
Institutions, 3142 

Federal Home Loan Bank Members Selected for 
Community Support Review, 12109, 35434, 
70132 

Orders: 

Revisions to Enterprise Public Use Database 
Incorporating High-Cost Single-Family 
Securitized Loan Data Fields, etc., 60031 

Privacy Act; Systems of Records, 11465, 33286, 
33297 

Revisions to Enterprise Public Use Database, etc., 
77533 

Termination of Federal Home Loan Bank 
Resolution Funding Corporation Obligation, 
49477 


Federal Housing Finance Board 
RULES 


Federal Home Loan Bank Investments, 29147 
Federal Home Loan Bank Liabilities, 18366 


Office of the Ombudsman, 7479 

Record Retention for Regulated Entities and 
Office of Finance, 33121 

Repeal of Regulations, 74648 

Rules of Practice and Procedure, 53596 


PROPOSED RULES 
Dodd-Frank Act: 
Alternatives to Use of Credit Ratings in 
Regulations Governing the Federal 
National Mortgage Association, et al., 5292 


Federal Labor Relations Authority 


RULES 
Supplemental Standards of Ethical Conduct for 
Employees, 14777 


NOTICES 
Federal Labor Relations Authority FY 2010 
Service Contract Inventory; Availability, 
26296 
Federal Maritime Commission 
RULES 
Commission’s Rules of Practice and Procedure; 
Amendments, 10258 
Inflation Adjustment of Civil Monetary Penalties; 
Correction, 74720 
Information Security Program, 10262 
Non-Vessel-Operating Common Carrier Negotiated 
Rate Arrangements; Correction, 19706 
Non-Vessel Operations: 
Common Carrier Rate Arrangements, 11351 
Service Contract Arrangements; Approved Log- 
in ID and Passwords, 11680 


PROPOSED RULES 
Certainty of Terms of Service Contracts and 
NVOCC Service Arrangements, 63581 
Non-Vessel-Operating Common Carriers 
Negotiated Rate Arrangements; Tariff Filing 
Exemption, 80866 
Passenger Vessel Operator Financial 
Responsibility Requirements for 
Nonperformance of Transportation, 58227 
Practice and Procedures, 19022 
Request from People’s Republic of China for 
Adjustment of Optional Bond Rider, 34945 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
24881, 32974, 44327 
Agreement Filed, 56759 
Agreements; Corrections, 31962 
Agreements Filed, 553, 2114, 3634, 4695, 5178, 
5810, 6474, 7209, 10363, 11473, 12962, 
14395, 16420, 17653, 18219, 19096, 20668, 
22104, 23598, 25353, 28778, 30360, 31962, 
34992, 36537, 38177, 40911, 41794, 43686, 
44914, 49478, 51033, 52954, 54235, 56196, 
58514, 60047, 61704, 63618, 64944, 66304, 
68187, 69271, 72408, 74060, 76411, 79184, 
81933 
Applications for License as Ocean Transportation 
Intermediary; Orders to Show Cause: 
Falcon Shipping Inc., Abdiel Falcon, 38177 
Complaints: 
China Shipping Container Lines Co., Ltd., et 
al. v. Port Authority of New York and 
New Jersey, 51367 
Marine Repair Services of Maryland, Inc. v. 
Ports American Chesapeake, LLC, 44588 
Minto Explorations Ltd. v. Pacific and Arctic 
Railway and Navigation Co., 74784 
Valero Refining-Texas, LP v. Port of Corpus 
Christi Authority of Nueces County, TX, 
68188 


Filing of Complaints and Assignments: 
Ndahendekire Barbara v. African Shipping, et 
al., 28226 
Filings of Complaints and Assignments: 
Atlantic Shipping Co., Inc. v. DI Nos Shipping, 
Inc., 51980 
CITGO Refining and Chemicals Co. L.P. v. 
Port of Corpus Christi Authority of Nueces 
County, TX, 55909 
DNB Exports, LLC, and AFI 
Elektromekanikanik Ve Elektronik San. 
Tic., Ltd. Sti. v. Barsan Global Lojistiks, 
etc., 24883 
Petra Pet, Inc. v. Panda Logistics Limited, et 
al., 54468 
Inquiries: 
Solicitation of Views on Impact of Slow 
Steaming, 6616 
U.S. Inland Containerized Cargo Moving 
through Canadian and Mexican Seaports, 
69271 
Meetings; Sunshine Act, 3906, 7849, 19774, 
26296, 33297, 40365, 50216, 54770, 60835, 
67188, 75881 
Ocean Transportation Intermediary License; 
Applicants, 16420, 19097, 27643, 28778, 
47182 
Ocean Transportation Intermediary License; 
Revocations, 3635, 16421, 19098, 27643, 
27644, 28779, 50216 
Ocean Transportation Intermediary License 
Applicants, 2382, 33757, 56759, 67730 
Ocean Transportation Intermediary License 
Revocations, 67731 
Ocean Transportation Intermediary Licenses: 
Applicants, 70145, 71034, 72409 
Reissuance, 2383, 70145 
Reissuances, 71034, 72408 
Rescission of Revocation Order, 2383 
Rescissions of Revocation Orders, 71035 
Revocation, 70145 
Revocations, 71035, 72409 
Ocean Transportation Intermediary Licenses; 
Revocations, 554, 555, 3636, 4696, 6135, 
7209, 7210, 15, 10593, 10594, 12962, 14395, 
17862, 22104, 22105, 22106, 23598, 25690, 
25691, 25692, 28780, 30360, 30361, 31962, 
31963, 34992, 34993, 38651, 38652, 38653, 
41258, 41259, 44330, 44331, 50217, 55909, 
55911, 55912, 59128, 60836, 60837, 62407, 
62408, 65193, 65194, 67188, 67189, 74060, 
76411, 78007, 79682 
Order of Investigation and Hearing: 
Indigo Logistics, LLC, Liliya Ivanenko, and 
Leonid Ivanenko, 21743 
Requests for Additional Information, 58514 
Show Cause Orders: 
Publication of Inaccurate or Inactive Ocean 
Common Carrier Tariffs, 70448 


Federal Mediation and Conciliation 
Service 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
28034 
Labor-Management Cooperation Grant Program, 
4348, 18220 
Labor-Management Relations, 43331 


Federal Mine Safety and Health 
Review Commission 


NOTICES 

Meetings; Sunshine Act, 2688, 7568, 10594, 
16628, 22705, 40911, 45572, 45799, 47183, 
48862, 56759, 62408, 65727 
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Federal Motor Carrier Safety 
Administration 


RULES 

Commercial Drivers License; Medical Certification 
Requirements, 70661 

Commercial Drivers License Information System; 
State Procedures Manual; Release 5.2.0, 
68328 

Commercial Drivers License Testing and 
Commercial Learners Permit Standards; 
Corrections, 39018 

Commercial Drivers License Testing and Learners 
Permit Standards, 26854 

Commercial Motor Vehicle Drivers: 
Cellular Phones Use Restrictions, 75470 
Drivers of CMVs; Cell Phone Restrictions, 82179 
Hours of Service Exception for Railroad Signal 
Employees, 25588 

Hours of Service of Drivers, 81134 

Parts and Accessories for Safe Operation; 
Exemption for Flatbed Carrier Safety Group, 
20867 

Parts and Accessories Necessary for Safe 
Operation: 

Saddle-mount Braking Requirements, 56318 
Regulatory Guidance: 

Designation of Steerable Rear Axle Operators 

(Tillermen) as Drivers of Commercial 
Motor Vehicles, 32327 
Farm Vehicles Operators and Off-Road 
Agricultural Equipment, 50433, 
PROPOSED RULES 
Applicability of Regulations to Operators of 
Certain Farm Vehicles and Off-Road 
Agricultural Equipment, 31279 
Application for Exemption From the Natural Gas 
Vehicles for America, 37309 
Commercial Driver’s License; Medical 
Certification Requirements, 34635 
Commercial Drivers License Information System 
State Procedures Manual, 19023 
Electronic On-Board Recorders and Hours of 
Service Supporting Documents, 5537, 13121, 
20611 
Harmonizing Schedule I Drug Requirements, 
40306 
Highway-Rail Grade Crossing; Safe Clearance, 
5120, 17615 
Hours of Service of Drivers, 5324, 26681 
Hours of Service of Drivers; Correction, 8990, 
28207 
Hours of Service of Motorcoach Drivers, 81463 
Inspection, Repair, and Maintenance: 
Driver-Vehicle Inspection Report for Intermodal 
Equipment, 32906 
National Registry of Certified Medical Examiners, 
14366, 28403 
Parts and Accessories Necessary for Safe 
Operation; Adjustment Limits, 54721 

Saddle-Mount Braking Requirements, 717 
Regulatory Guidance: é 

Applicability of Regulations to Operators of 

Certain Farm Vehicles and Off-Road 
Agricultural Equipment, 38597 
Rules of Practice; Amendment, 77458 
Unified Registration System, 66506 
NOTICES 
2011-2016 Strategic Plan: 

Raising the Safety Bar, 38267 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
12212, 17474 

Application for Certificate of Registration for 

Foreign Motor Carriers and Foreign Motor 
Private Carriers, 44081, 66119 


Commercial Driver Individual Differences 
Study, 61136 

Designation of Agents, Motor Carriers, Brokers 
and Freight Forwarders, 73762 

Evaluating the Safety Benefits of an On-Board 
Monitoring System in Commercial Vehicle 
Operations, 37167 

Hours of Service of Drivers Regulations, 32388, 
50313 

Household Goods Consumer Information 
Program Assessment Study, 12213 

Motorcoach Passenger and Driver Survey; 
Motorcoach Safety and Pre-Trip Safety 
Awareness and Emergency Preparedness 
Information, 64423 

Applications for Exemptions: 
Western Pilot Service; Hours of Service of 
Drivers, 61137 
Applications for Exemptions: 14-Hour Rule, 
American Pyrotechnics Association, 30232 
Applications for Exemptions from Innovative 
Electronics: 
Parts and Accessories Necessary for Safe 
Operation; Brakes, 7623 
Assessments of Safety Impact of Exemptions from 
the 14-Hour Provision of the Hours of 
Service Rule: 
Certain Pyrotechnics Operations During 
Independence Day Celebrations, 16852 
Civil Penalty Calculation Methodology, 71431 
Commercial Driver’s License Standards; 
Exemption Renewals: 
Volvo Trucks North America, 4412 
Commercial Driver’s License Standards; Renewals 
of Exemptions: 
Volvo Trucks North America, 25761 
Environmental Assessments; Availability, etc.: 

Pilot Program on NAFTA Long-Haul Trucking 

Provisions, 40980, 61138 
Exemption Applications: 

Innovative Electronics; Parts and Accessories 
Necessary for Safe Operation; Brakes; 
Correction, 853 

Exemption Renewals: 

Greyhound Lines, Inc.; Parts and Accessories 

Necessary for Safe Operations, 16034 
Exemptions from Parts and Accessories Necessary 
for Safe Operation: 

Innovative Electronics, 

Fiscal Year 2012 Safety Grants and Solicitation 
for Applications: 

Change in Application Due Dates, 50315 

Grant of Temporary Exemptions from Parts and 
Accessories Necessary for Safe Operation: 

Con-way Freight, TK Holdings, Inc., and Iteris, 

Inc., 71619 
Hours of Service of Drivers; Exemption Renewals: 

American Pyrotechnics Association from 14- 
Hour Rule during Independence Day 
Celebrations, 37876 

Hours of Service of Drivers; Granting of 
Exemptions: 

American Pyrotechnics Association, 37880- 

37882 
Identification of Interstate Motor Vehicles; Denial 
of Petition: 

Port Authority of New York and New Jersey’s 
Drayage Truck Registry Sticker Display 
Requirements, 54830 

Meetings: 

FMCSA Advisory Committee and Joint Public 
Meeting with Medical Review Board, 
72030 

Joint Motor Carrier Safety Advisory Committee 
and Medical Review Board, 49527 

Joint Subcommittee of Motor Carrier Safety 
Advisory Committee and Medical Review 
Board, 78717 
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Medical Review Board, 27375 
Medical Review Board; Correction, 29290 
Motor Carrier Safety Advisory Committee, 
12214, 32390 
Motor Carrier Safety Advisory Committee; 
Amendment, 53707 
Motor Carrier Safety Advisory Committee 
Public Subcommittee, 44650, 62496 
Motor Carrier Safety Advisory Committee 
Subcommittees, 38268 
Motorcoach Safety Summit and Regional 
Roundtables, 45650 
Meetings; Sunshine Act, 7894, 16471, 37392, 
48940, 55161, 60584, 69793 
Motor Carrier Safety Advisory Committee; 
Request for Nominations, 5424 
Parts and Accessories Necessary for Safe 
Operation: 
Exemption Renewal for DriveCam, Inc., 21791 
Petitions for Determinations of Preemption: 
Alabama Metal Coil Securement Act, 72495 
Pilot Program on NAFTA Long-Haul Trucking 
Provisions, 20807 
Pilot Program on North American Free Trade 
Agreement (NAFTA) Long-Haul Trucking 
Provisions: 
Correction, 42163 
Pilot Program on the North American Free Trade 
Agreement Long-Haul Trucking Provisions, 
40420 
Pilot Project on NAFTA Trucking Provisions, 
56272, 56868, 73765 
Commercial Driver’s License Memorandum of 
Understanding with Government of 
Mexico, 63344 
Pilot Project on NAFTA Trucking Provisions; Pre- 
Authorization Safety Audits, 63988 
Procedural Changes to the Performance and 
Registration Information Systems 
Management Program, 54288 
Proposed Revision to Guidance for the Use of 
Binding Arbitration, 15359 
Qualification of Drivers: 

Exemption Applications; Vision, 12215, 12408 
Qualification of Drivers; Exemption Applications; 

Vision, 5243, 5425, 7625, 7894, 17475, 
17478, 17481, 17483, 21792, 21796, 22940, 
22941, 25762, 25763, 25764, 25766, 25769, 
26792, 27376, 29022, 29026, 34127, 34130, 
34133, 34135, 34136, 37882, 37883, 40439, 
40443, 40445, 44082, 47288, 47290, 42791, 
53707, 53708, 53710, 55460, 55463, 55465, 
55465, 55467, 55469, 61139, 61143, 62143, 
66120, 66123, 67246, 73769, 75940, 75942, 
75943, 79756, 79760, 79761 

Vision, 49528 

Qualifications of Drivers: 
Exemption Applications; Vision, 70210, 70212, 
70213, 70215 
Qualifications of Drivers; Exemption Applications; 
Vision, 4416, 8809, 25769, 78718, 78720, 
78722, 78725, 78728, 78729 

Diabetes Mellitus, 854, 9862, 9867, 20073, 
20076, 20078, 32012, 32015, 37171, 
44650, 64165, 69795, 71111, 71112, 72031 

Vision, 2190, 4413, 856, 9859, 9861, 9865, 
15360, 15361, 20076, 20078, 28125, 
32016, 32017, 37168, 44652, 44653, 
50318, 54530, 64164, 64169, 64171 

Vision; Denials, 69793 

Vision; Renewals, 37173 

Regulatory Guidance: 

Household Goods Carriers Requiring Shippers 
To Sign Blank or Incomplete Documents, 
50537 

Regulatory Guidance Concerning Electronic 
Signatures and Documents, 411 


Federal Motor 


Intermodal Equipment Providers, Motor 
Carriers, and Drivers; Requirements, 29169 


Federal Procurement Policy Office 


RULES 
Cost Accounting Standards: 
Applicability Threshold for the Inflation 
Adjustment to the Truth in Negotiations 
Act Threshold, 79545 
CAS Applicability Threshold for the Inflation 
Adjustment to the Truth in Negotiations 
Act Threshold, 40817 
Cost Accounting Standards 412 and 413 - Cost 
Accounting Standards Pension 
Harmonization, 81296 
Elimination of the Exemption from Cost 
Accounting Standards for Contracts and 
Subcontracts Executed and Performed 
Entirely Outside the United States, Its 
Territories, and Possessions, 49365 
PROPOSED RULES 
Cost Accounting Standards: 
Accounting for Insurance Costs, 53378 
Allocation of Home Office Expenses to 
Segments, 53377 
Firm-Fixed-Price Contracts and Subcontracts 
Awarded Without Submission of Certified 
Cost or Pricing Data; Exemptions, 61660 
NOTICES 


Performance of Inherently Governmental and 
Critical Functions, 56227 


Federal Railroad Administration 


RULES 
Accident/Incident Reporting Requirements, 30855 
Adjustment of Monetary Threshold for Reporting 
Rail Equipment Accidents/Incidents for 
Calendar Year 2012, 72850 
Alcohol and Drug Testing: 
Determination of Minimum Random Testing 
Rates for 2012, 80781 
Alternate Passenger Rail Service Pilot Program, 
77716 
Conductor Certification, 69802 
Hours of Service of Railroad Employees: 
Train Employees Providing Commuter and 
Intercity Rail Passenger Transportation, 
50360 
Operating Certain Railroad Tank Cars in Excess 
of 263, Pounds Gross Rail Load; Approval, 
4250 
Railroad Safety Appliance Standards, 23714 
Railroad Workplace Safety: 
Adjacent-Track On-Track Safety for Roadway 
Workers, 74586 
Safety and Health Requirements Related to Camp 
Cars, 67073 
Track Safety Standards: 
Concrete Crossties, 55819 
Track Safety Standards; Concrete Crossties, 
18073, 34890 
PROPOSED RULES. 
Alternate Passenger Rail Service Pilot Program, 
55335 
Hazardous Materials Program: 
Railroad Transportation Safety, 4276 
Hours of Service of Railroad Employees; 
Substantive Regulations for Train Employees 
Providing Commuter and Intercity Rail 
Passenger Transportation: 
Conforming Amendments to Recordkeeping 
Requirements, 16200 
Locomotive Safety Standards, 2200 


Docket Number Correction, 8699 

Positive Train Control Systems, 52918, 63899 

Risk Reduction Program, 40320 

Safety and Health Requirements Related to Camp 
Cars, 64 

Study on Protection of Certain Railroad Risk 
Reduction Data from Discovery or Use in 
Litigation, 26682 

Systems for Telephonic Notification of Unsafe 
Conditions at Highway-Rail and Pathway 
Grade Crossings, 11992, 55622 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2441, 
15362, 18294, 22165, 34138, 34287, 34289, 
38452, 50320, 52382, 55726, 63990, 64172, 
65777, 70532, 71116, 71432, 71433, 72496, 
82036, 82037 

Qualitative Feedback on Agency Service 

Delivery, 10939 

Applications for Approval of Discontinuance or 
Modification of a Railroad Signal System, 
10086, 17736, 27170, 34801 

Union Pacific Railroad Co., 4416 

Approval of Discontinuance or Modification of 
Railroad Signal System; Applications, 18623 

Discontinuances or Modifications of Railroad 
Signal Systems; Applications for Approval, 
21943 

Environmental Impact Statements; Availability, 
etc.: 

California High-Speed Rail Project Merced to 
Fresno Section, 50324, 55729 

California High-Speed Train Project Fresno to 
Bakersfield Section, 50323, 55728 

Chicago, IL to St. Louis, MO High Speed Rail 
Program Corridor, 8397 

DesertXpress High-Speed Passenger Train 
Project, 18298 

Implementation of Passenger Rail Service 
between Tucson and Phoenix, AZ, 62144 

Los Angeles to San Luis Obispo Rail Corridor 
Improvements Studies, 414 

Tupelo, MS, Railroad Relocation Project, 41555 

Establishment of an Emergency Relief Docket for 
Calendar Year, 1209, 2011, 1209 

Following Procedures When Going Between 
Rolling Equipment, 62894 

Funding Availabilities: 

Applications for Credit Assistance under 
Transportation Infrastructure Finance and 
Innovation Act Program, 3190 

High-Speed Intercity Passenger Rail Program, 
14443 
Meetings: 

Northeast Corridor Safety Committee, 32391 

Northeast Corridor Safety Committee; 
Postponement, 34139 

Railroad Safety Advisory Committee, 24561, 
67020 

Partial Relief from Emergency Order No. 21: 

Northwestern Pacific Railroad Co., 27171 

Petition for Modification of Single Car Air Brake 
Test Procedures, 34801 
Petitions for Approval: 
Product Safety Plan, 48941 
Petitions for Approval; Railroad Safety Program 
Plan, 18623 
Petitions for Waiver of Compliance, 81012 
Petitions for Waivers of Compliance, 21096, 
28127, 34802, 38453, 39977, 41556, 51463, 
53997, 53998, 54289, 56002, 57796, 59482, 
60584, 61476, 66125, 71117, 73770, 76217, 
76218, 78730, 78731, 78732 
American Association of Private Railroad Car 
Owners, Inc., 58560 


American Short Line and Regional Railroad 
Association, 15363 
Association of American Railroads, 7627 
CSX Transportation, Inc., 10087 
Dennison Railroad Depot Museum, 50812 
Denton County Transportation Authority, 7628, 
47638 
Heber Valley Railroad, 818 
Illinois Railway Museum, 21943 
Mr. David Kloke, 21944 
San Diego Trolley Inc., 8810 
West Texas and Lubbock Railway, 46891, 
46892 
Whitewater Valley Railroad, 10086 
Program for Capital Grants for Rail Line 
Relocation and Improvement Projects, 58334 
Public Hearing, 66126, 68260 
Public Hearings: 
CSX Transportation Railroad, Union Pacific 
Railroad Waiver Petitions, 41859 
Railroad Safety Advisory Committee; Working 
Group Activity Update, 72997 
Safety Advisories: 
2011-01, Equipment Fouling Adjacent Tracks, 
19518 
Bridge Walkway Hazards, 75945 
Waiver Petitions: 
Union Pacific Railroad Co., 401 


Federal Register, Administrative 
Committee 


See Federal Register Office 
RULES 


Regulations Affecting Publication of United States 
Government Manual, 6311 


Federal Register Office 


NOTICES 
Publication Procedures for Federal Register 
Documents During a Funding Hiatus, 12135 


Federal Reserve System 


RULES 
Capital Adequacy Guidelines: 
Treatment of Subordinated Securities Issued to 
the United States Treasury; Small Bank 
Holding Company Policy Statement, 35959 
Capital Plans, 74631 
Community Reinvestment Act, 79529 
Conformance Period for Prohibited Proprietary 
Trading, Private Equity, Hedge Fund 
Activities, 8265 
Consumer Leasing, 35721 
Debit Card Interchange Fees and Routing, 43394, 
43478 
Depository Institutions; Reserve Requirements, 
68064 
Dodd-Frank Act: 
Consumer Leasing, 18349 
Truth in Lending, 18354 
Equal Credit Opportunity, 41590, 59237 
Equal Opportunity Act; Regulation Z; Technical 
Amendment, 31451 
Fair Credit Reporting Risk-Based Pricing 
Regulations, 41602 
Prohibition Against Payment of Interest on 
Demand Deposits, 42015 
Resolution Plans, 67323 
Risk-Based Capital Standards: 
Advanced Capital Adequacy Framework—Basel 
Il; Establishment of Risk-Based Capital 
Floor, 37620 
Savings and Loan Holding Companies 
Availability of Information; Post-Employment 
Restrictions for Senior Examiners, 56508 
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Truth in Lending, 11319, 22948, 35722, 35723 
Truth in Lending, 43111 
Truth in Lending; Correction, 31221 


PROPOSED RULES 
Availability of Funds and Collection of Checks, 
16862 
Capital Plans, 35351 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
55288 
Continued Application of Regulations to Savings 
and Loan Holding Companies, 43953 
Credit Risk Retention, 24090, 34010 
Depository Institutions; Requirements, 64250 
Dodd-Frank Act: 
Financial Market Utilities, 18445 
Margin and Capital Requirements for Covered 
Swap Entities, 37029 
Swap Entities Agencies; Margin and Capital 
Requirements, 27564 
Electronic Fund Transfers, 29902 
Equal Credit Opportunity, 13896, 36885 
Fair Credit Reporting Risk-Based Pricing 
Regulations, 13902 
Federal Reserve Banks: 
Check Collection, etc., 64259 
Hedge and Private Equity Funds; Prohibitions, 
68846 
Incentive-Based Compensation Arrangements, 
21170 
Predominantly Engaged in Financial Activities and 
Significant Nonbank Financial Company; 
Definitions, 7731 
Prohibition Against Payment of Interest on 
Demand Deposits, 20892 
Regulation Z; Truth in Lending, 27390 
Resolution Plans and Credit Exposure Reports 
Required, 22648 
Retail Foreign Exchange Transactions, 46652 
Risk-Based Capital Guidelines: 
Market Risk, 1890 
Market Risk; Alternatives to Credit Ratings for 
Debt and Securitization Positions, 79380 
Semiannual Regulatory Agenda, 40200 
Supervised Securities Holding Companies 
Registration, 54717 
Supervisory Guidance to Savings and Loan 
Holding Companies, 22662 
Truth in Lending, 11598 
NOTICES 
Acquisitions of Shares of a Bank or Bank Holding 
Company, 8739 
Acquisitions of Shares of Bank or Bank Holding 
Company, 15311 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 1613, 
5251, 5590, 7082, 11246, 11474, 13188, 
14460, 14971, 27054, 29242, 31334, 39981, 
43686, 44987, 46807, 51123, 53129, 57037, 
58003, 63619, 70146, 71968, 71975, 72035, 
72410, 72497, 72705, 73634, 75547, 76730, 
77315, 79184 
Board Approval under Delegated Authority, 
62806 
List of Office of Thrift Supervision Information 
Collections Transferred to Other Agencies, 
56005 
Prohibition on Funding of Unlawful Internet 
Gambling, 59188 
Savings and Loan Holding Companies, 81933 
Change in Bank Control: 
Acquisitions of Shares of a Bank or Bank 
Holding Company, 16776 
Change in Bank Contrel; Acquisitions of Shares 
of a Bank or Bank Holding Company, 29751 


Change in Bank Control Notices: 
Acquisitions of Shares of a Bank or Bank 
Holding Company, 20351, 72205, 72705 
Change in Bank Control Notices; Acquisitions of 
Shares of a Bank or Bank Holding Company, 
12117, 32975, 78657 
Changes in Bank Control: 
Acquisitions of Shares of a Bank or Bank 
Holding Company, 2688, 5810, 6792, 
7210, 7568, 7849, 10595, 14396, 19774, 
20669, 21367, 23599, 24023, 24489, 
26296, 28435, 31612, 32361, 39105, 
40365, 40730, 41500, 45572, 53899, 
55388, 58005, 58811, 65727, 66719, 
68440, 68762, 70722, 75548, 75882, 
80371, 81939 
Acquisitions of Shares of a Savings and Loan 
Holding Company, 72922, 75882 
Acquisitions of Shares of Bank or Bank 
Holding Company, 144, 1165, 2383, 3637, 
4349, 4896, 6136, 8370, 350, 10363, 
10899, 11781, 14010, 14972, 15981, 
17863, 19099, 19359, 20986, 23322, 
26728, 35893, 38178, 42127, 42709, 
43331, 44914, 47589, 48862, 53474, 
54468, 55065, 59396, 63620, 67454, 
71344, 76412 
Acquisitions of Shares of Savings and Loan 
Holding Company, 61102 
Formations of, Acquisitions by, and Mergers 
of Bank Holding Companies; Correction, 
14010, 31612, 46296, 48163 
Changes in Bank Control; 
Acquisitions of Shares of a Bank or Bank 
Holding Company, 25692 
Changes in Bank Control; Acquisitions of Shares 
of Bank or Bank Holding Company, 38653, 
41259, 41794 
Domestic Policy Directives, 1616 
Federal Open Market Committee: 
Domestic Policy Directive of September 20 and, 
1, 2011, 67731 
Federal Open Market Committee; Domestic Policy 
Directive of August, 2011, 55677, 21894, 
37114, 43687 
Federal Open Market Committee Domestic Policy 
Directive, 10364, 76162 
Federal Reserve Bank Services, 68440 
Formations of, Acquisitions by, and Mergers of 
Bank Holding Companies, 1165, 1166, 1616, 
2688, 4111, 4896, 5178, 5811, 7211, 7849, 
16, 10595, 10899, 12739, 12963, 13191, 
15311, 15981, 16776, 17418, 17863, 20350, 
21367, 22705, 23599, 24023, 24489, 24884, 
25693, 26296, 27320, 27645, 28435, 28781, 
30361, 30941, 32204, 32362, 34231, 35217, 
35893, 36538, 36923, 37114, 38395, 40366, 
40730, 41794, 43331, 45254, 47589, 48163, 
48862, 49478, 50480, 51033, 51368, 51980, 
52328, 52954, 53900, 54468, 56196, 56455, 
56760, 58005, 58277, 58811, 59396, 59700, 
60837, 61102, 61359, 62408, 62409, 62807, 
63621, 63923, 64945, 65727, 66068, 66304, 
66719, 67190, 68188, 68458, 69739, 70450, 
70722, 71562, 72206, 72705, 72923, 75548, 
75882, 76412, 77229, 77534, 78658, 79190, 
80945 
Correction, 63621 
Formations of, Acquisitions by, and Mergers of 
Savings and Loan Holding Companies, 
58811, 60494, 61102, 63621 
Intent to Require Reporting Forms For Savings 
and Loan Holding Companies, 7091 
Loans in Areas Having Special Flood Hazards: 
Interagency Questions and Answers Regarding 
Flood Insurance, 64175 
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FTC 


Meetings: 

Capital One Financial Corporation, McLean, 
VA, to Acquire ING Bank, FSB, 
Wilmington, DE, etc., 54770 

Consumer Advisory Council, 780, 33297 

Meetings; Sunshine Act, 14972, 36923, 39876, 
40731, 51368 

Permissible Nonbanking Activities; Correction, 
77230 

Proposals to Engage in or to Acquire Companies 
Engaged in Permissible Nonbanking 
Activities, 46808, 56455, 58812, 60047, 
62409, 65510, 67454, 68188, 69739, 71344, 
75549, 76413, 78658, 78924, 81940, 82298 

Proposals to Engage in Permissible Nonbanking 
Activities or to Acquire Companies Engaged 
in Permissible Nonbanking Activities, 4112, 
6136, 781, 11247, 12357, 16628, 22705, 
22899, 25693, 26729, 28036, 30169, 30361, 
30941, 35218, 36538, 38178, 40366, 40731, 
44008, 48862, 50480, 53900, 54469, 54771, 
55388 

Registration of Mortgage Loan Originators, 6185 

Stress Testing for Banking Organizations with 
more than $10 Billion in Total Consolidated 
Assets, 35072 

Studies Regarding the Resolution of Financial 
Companies Under the Bankruptcy Code, 
24024 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
22450 

Formations of, Acquisitions by, and Mergers of 
Bank Holding Companies, 22396 


Federal Retirement Thrift Investment 
Board 


RULES 


Thrift Savings Plan Accounts; Legal Processes; 
Corrections, 30509, 78093 


NOTICES 

Meetings; Sunshine Act, 2383, 10031, 15981, 
20351, 27056, 36130, 41500, 48863, 55912, 
63301, 66304, 71344, 78007 

Senior Executive Service Performance Review 
Board, 78257 


Federal Trade Commission 


RULES 

Appliance Labeling, 20233 

Appliance Labeling Rule, 79057 

Correction, 79063 

Approval of Divestiture Agreements, 63833 

Automotive Fuel Ratings; Certification and 
Posting, 19684 

Business Opportunity Ruie, 76816 

Disclosures Regarding Energy Consumption and 
Water Use of Certain Home Appliances and 
Other Products, etc., 1038 

Fair Credit Reporting Risk-Based Pricing 
Regulations, 41602 

Fuel Economy Advertising Guide for New 
Automobiles; Amendment, 31467 

Mail or Telephone Order Merchandise; 
Amendments, 60715 

Mortgage Acts and Practices (MAP) - Advertising, 
43826 

Premerger Notification; Reporting And Waiting 
Period Requirements, 42471 

Rules of Practice, 52249 

Statements of General Policy or Interpretation: 

Commentary on Fair Credit Reporting Act; 
Rescission, 44462 

Statutory Delays of Notifications; Prohibitions of 

Disclosure, 54690, 


83 


FTC 


Telemarketing Sales Rule; Amendments, 58716 
Telemarketing Sales Rule Fees, 53636 


PROPOSED RULES 

Appliance Labeling, 45715 

Care Labeling of Textile Wearing Apparel and 
Certain Piece Goods as Amended, 41148 

Childrens Online Privacy Protection: 

Aristotle International, Inc.; Application for Safe 
Harbor Proposed Self-Regulatory 
Guidelines, 37290 

Children’s Online Privacy Protection Rule, 59804 

Disclosure of Written Consumer Product Warranty 
Terms and Conditions, etc., 52596 

Disclosures Regarding Energy Consumption and 
Water Use of Certain Home Appliances, etc., 
72872 

Fair Credit Reporting Risk-Based Pricing 
Regulations, 13902 

Fur Products Labeling Act; Review, 13550 

Labeling Requirements for Alternative Fueled 
Vehicles, 31513 

Mail or Telephone Order Merchandise, 60765 

Regulations Under Fur Products Labeling Act; 
Public Hearing, 72132 

Retail Food Store Advertising and Marketing 
Practices, 51308 

Ten-Year Regulatory Review Schedule, 41150 

Textile Fiber Products Identification Act, 68690 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 144, 
2906, 7211, 7850, 10596, 26297, 27645, 
31334, 40731, 45799, 47183, 47185, 47186, 
47187, 49479, 50218, 56196, 59397, 60047, 
67191, 69739, 70451, 71563, 72706, 73640, 
75549, 75883, 76162, 77230, 77234, 79190 
Generic Clearance for Collection of Qualitative 
Feedback on Agency Service Delivery, 
19359 
Analysis of Agreement Containing Consent 
Orders: 
DaVita, Inc., 56455 
Perrigo Co. and Paddock Laboratories, Inc., 
45801 
Southwest Health Alliances, Inc., d/b/a BSA 
Provider Network, 28226 
Analysis of Proposed Consent Orders: 
Andrew N. Finkel, 57043 
Beiersdorf, Inc., 39105 
Kobe Brown and Gregory W. Pearson, 57041 
Analysis of Proposed Consent Order To Aid 
Public Comment: 
Facebook, Inc., 75883 
Communications in Connection with Collection of 
Decedents Debts; Policy Statement, 44915 
Consent Agreements: 
Valeant Pharmaceuticals International, Inc., 
78258, 78259 
Early Termination of Waiting Period under 
Premerger Rules, 27320 
Early Terminations of Waiting Periods under 
Premerger Notification Rules, 14972, 41795 
Granting of Early Termination of Waiting Period 
Under Premerger Notification Rules, 2115, 
2117 
Granting of Request for Early Termination of the 
Waiting Period under the Premerger 
Notification Rules, 8739, 8740, 70452 
Granting of Request for Early Termination of 
Waiting Period under Premerger Notification 
Rules, 33758, 56760 
Granting of Requests for Early Termination of 
the Waiting Period Under the Premerger 
Notification Rules, 19993 
Grant of Requests for Early Termination of 
Waiting Period Under Premerger Notification 
Rules, 64348 


Meetings: 
Debt Collection 2.0, Protecting Consumers As 
Technologies Change; Public Workshop, 
14010 
Meetings; Sunshine Act, 65727 
Proposed Agreement Containing Consent Orders: 
Laboratory Corporation of America Holdings 
and Orchid Cellmark Inc., 78008 
Proposed Consent Agreements: 
ACRAnet, Inc., SettlementOne Credit Corp., et 
al.; Analysis of Proposed Consent Orders 
to Aid Public Comment, 7213 
Cardinal Health, Inc.; Analysis of Agreement 
Containing Consent Order to Aid Public 
Comment, 44924 
Grifols, S.A. and Talecris Biotherapeutics 
Holdings Corp., 33298 
Healthcare Technology Holdings, Inc., 68189, 
70722 
Hikma Pharmaceuticals PLC; Analysis of 
Agreement Containing Consent Orders To 
Aid Public Comment, 25353 
Keystone Holdings, LLC and Compagnie de 
Saint-Gobain, 555 
Nonprofit Management LLC and Jeremy Ryan 
Claeys; Analysis of Proposed Consent 
Order to Aid Public Comment, 2908 
Oreck Corp.; Analysis of Proposed Consent 
Order to Aid Public Comment, 20669 
Pool Corp., 72923 
ScanScout, Inc., 71564 
Teva Pharmaceutical Industries, Ltd. and 
Cephalon, Inc., 64945 
Proposed Consent Orders: 
Ceridian Corp., 26729 
Chitika, Inc.; Analysis, 15313 
Legacy Learning Systems, Inc.; Analysis, 15311 
Phusion Projects, LLC, et al., 62066 
Proposed Consent Orders; Analysis: 
Lookout Services, Inc., 27056 
Proposed Statements of Antitrust Enforcement 
Policy: 
Accountable Care Organizations Participating in 
Medicare Shared Savings Program, 21894 
Public Roundtables: 
Protecting Consumers in the Sale and Leasing 
of Motor Vehicles, 14014 
Requests for Early Termination of Waiting 
Periods, 49481, 77534 
Revised Jurisdictional Thresholds: 
Section 7a of Clayton Act, 4349 
Section 8 of Clayton Act, 4349 
SES Performance Review Board, 51368 
Statements of Antitrust Enforcement Policy: 
Accountable Care Organizations Participating in 
the Medicare Shared Savings Program, 
67026 
Workshops: 
Standard-Setting Issues, 28036 


Federal Transit Administration 


PROPOSED RULES 
Bus Testing: 
Calculation of Average Passenger Weight and 
Test Vehicle Weight, 13580 

Capital Project Management, 56363, 67400 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
10634, 12788, 13698, 23354, 26336, 27172, 
27173, 35507, 39151, 46892, 46893, 53712, 
53713, 53714, 68811, 71119, 71120 

Alternatives Analysis Program Discretionary 
Funding Allocations, 11310 

Alternative Transportation in Parks and Public 


Lands Program, 5244 
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Capital Investment Program: 

New Starts and Small Starts Program Funds, 

37174 
Early Scoping: 

Southwest Corridor Plan, Portland, OR, 60585 
Eligibility of Pedestrian and Bicycle Improvements 
under Federal Transit Law; Final Policy 

Statement, 52046 
Environmental Impact Statements; Availability, 
etc.: 

Ferry Terminal Expansion Project in City and 
County of San Francisco, CA, 19519 

Implementation of Passenger Rail Service 
between Tucson and Phoenix, AZ, 62144 

Metro Gold Line Foothill Extension, Azusa to 
Montclair, Los Angeles and San 
Bernardino Counties, CA, 64424 

North Corridor Transit Project; Seattle, WA, 
60587 

Potomac Yard Metrorail Station, Alexandria, 
VA, 4988 

Proposed Transit Improvements to the North 
Red and Purple Lines, Cook County, IL, 
207 

Proposed Urban Rail System in Austin, TX, 
12788 

Tappan Zee Bridge / 1-287 Corridor Project 
(Rockland and Westchester Counties, NY); 
Rescinded Notice of Intent, 63346 

Transit Improvements in Mid-Coast Corridor of 
San Diego County, CA, 42762 

Environmental Sustainability Program Funds 
Availability: 
Transit Investments for Greenhouse Gas and 
Energy Reduction Program, et al., 37175 

Establishment of Emergency Relief Docket for 
Calendar Year 2011, 4149, 25704 

Exempt Discretionary Program Grants for Urban 
Circulator Systems, 12217 

Fiscal Year 2010 Public Transportation on Indian 
Reservations Program Project Selections, 
11554 

Fiscal Year 2011 Apportionments, Allocations, 
and Program Information, 6958 

Fiscal Year 2011 Discretionary Funding 
Opportunities: 

Paul S. Sarbanes Transit in Parks Program, 

13268 

Fiscal Year 2012 Annual List of Certifications 
and Assurances for Grants and Cooperative 
Agreements, 67534 

FTA Fiscal Year 2011 Apportionments, 
Allocations and Program Information: 

Corrections, 8811 

Funding Availabilities: 

Applications for Credit Assistance under 
Transportation Infrastructure Finance and 
Innovation Act Program, 3190 

Funding Opportunities: 

Transit Investments for Greenhouse Gas and 
Energy Reduction and Clean Fuels Grant 
Program, etc., 77302 

FY 2011 Discretionary Funding Opportunities: 

Section 5309 Bus and Bus Facilities Veterans 
Transportation and Community Living 
Initiative, 78732 

FY 2011 Discretionary Livability Funding 
Opportunity, 37393 
Bus and Bus Facilities Livability Initiative 
Program Grants, etc., 68813 
Limitation on Claims Against Proposed Public 
Transportation Project, 19522, 25773, 55470, 
60963, 72746, 78332 
Limitations on Claims against Proposed Public 
Transportation Projects, 2950, 4150, 35939, 
46357 


Major Capital Investment Program: 
New Starts, 17736 
Major Capital Investment Projects; Guidance on 
News Starts/Small Starts Policies and 
Procedures, 50813 
Meetings: 

Transit Rail Advisory Committee for Safety, 

16854 
National Transit Database: 
Amendments to Urbanized Area Annual 
Reporting Manual, 30997 

Over-the-Road Bus Accessibility Program 
Announcement of Project Selections, 17738 

Over-the-Road Bus Accessibility Program Grants, 
41323 

Proposed Buy America Waivers, 71121 

Proposed Buy America Waiver to Allow Bidder 
to Certify Compliance, 40447 

Proposed Circulars: 

Environmental Justice, 60590 

Environmental Justice; Title IV; Corrections, 
62148 

Title VI, 60593 

Public Transportation on Indian Reservations 
Program; Tribal Transit Program, 44394 
Research, Technical Assistance and Training 
Programs: 
Final Circular, Availability, 18624 
Section 5309 Discretionary Bus and Bus Facilities 
Program Funds; Availability: 

Solicitation of Project Proposals for Veterans 
Transportation and Community Living 
Initiative Grants, 44979 

Solicitation for Proposals: 
National Technical Assistance Center for Senior 
Transportation, 78969 

Solicitation of Nominations for Members of the 
Transit Rail Advisory Committee for Safety, 
23644 

State of Good Repair Bus and Bus Facilities 
Discretionary Program Funds, 68819 

State of Good Repair Bus and Bus Facilities 
Initiative Funds Availability: 

Discretionary Bus and Bus Facilities Program, 

37184 

Supplemental Fiscal Year 2011 Apportionments, 
Allocations, and Corrections, 29291 

TIGGER and Clean Fuels Grant Program Funds, 
5427 

Transfer of Federally Assisted Land or Facility, 
15042, 44655 

Transit Asset Management Pilot Program Funds, 
47296 


PROPOSED RULE 
Bus Testing; Average Passenger and Test Vehicle 
Weight, 28947 


Financial Crimes Enforcement 
Network 


RULES 
Bank Secrecy Act Regulations: 
Definitions and Other Regulations Relating to 
Money Services Businesses, 43585 
Definitions and Prepaid Access, 45403 
Reports of Foreign Financial Accounts; 
Amendment, 10234 
Reports of Foreign Financial Accounts; 
Correction, 37000 
Bank Secrecy Act Regulations; Technical 
Amendment, 10516 
Comprehensive Iran Sanctions, Accountability, and 
Divestment Reporting Requirements, 62607 
Financial Crimes Enforcement Network: 
Repeal of Final Rule and Withdrawal of Finding 
of Primary Money Laundering Concern 
Against VEF Banka, 45689 


PROPOSED RULES 
Anti-Money Laundering Program and Suspicious 
Activity Reporting Requirements for Housing 
Government Sponsored Enterprises, 69204 
Financial Crimes Enforcement Network: 
Iran Sanctions, Accountability, and Divestment 
Act of 2010 Reporting Requirements, 
24410 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
26338 
Bank Secrecy Act Designation of Exempt 
Person Report Proposed Data Fields, 4745 
Bank Secrecy Act Unified Currency Transaction 
Report Proposed Data Fields, 4747 
Nine Bank Secrecy Act Recordkeeping 
Requirements, 33413 
Proposal to Require Electronic Filing of Bank 
Secrecy Act Reports, 57799 
Registration of Money Services Business 
(MSB), FinCEN Report 107, to Incorporate 
Changes to MSB Definitions and Add 
Provisions for Prepaid Access, 62149 
Renewal Without Change of Registration of 
Money Services Business, 20451 
Bank Secrecy Act Advisory Group; Solicitation 
of Application for Membership, 72764 
Findings That a Financial Institution of Primary 
Money Laundering Concern: 
Lebanese Canadian Bank SAL, 403 


Financial Stability Oversight Council 


RULES 

Authority to Designate Financial Market Utilities 
as Systemically Important, 44763 

PROPOSED RULES 

Dodd-Frank Act: 

Nonbank Financial Companies, 64264 
Nonbank Financial Companies Criteria, 4555 
Financial Market Utilities; Authority Designation, 

17047 
Freedom of Information Act; Implementation, 
17038 


NOTICES 

Recommendations Regarding Modifications to the 
Concentration Limit on Large Financial 
Companies, 6756 


Fine Arts Commission 


See Commission of Fine Arts 

Fiscal Service 

RULES 

Federal Government Participation in Automated 
Clearing House, 59024 

Garnishment of Accounts Containing Federal 
Benefit Payments, 39 

Offset of Tax Refund Payments to Collect 
Delinquent State Unemployment 
Compensation Debts, 5070 

Sale and Issue of Marketable Book-Entry Treasury 
Bills, Notes, and Bonds; Minimum Interest 
Rate, 11079 

Securities; Sale and Issue of Marketable Book- 
Entry Treasury Bills, Notes, and Bonds, etc., 
18062 

United States Savings Bonds; Series EE, HH and 
I, 66855 


PROPOSED RULES 
Surety Companies Doing Business with the United 
States, 14592 
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NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Annual Letters - Certificates of Authority and 
Admitted Reinsurer, 60602 
CMIA Annual Report and Direct Cost Claims, 
23859 
Financial Institution Agreement and Application 
for Designation as a Treasury Tax and 
Loan Depositary, etc., 23859 
List of Data (A) and List of Data (B), 25782 
Request for Payment of Federal Benefit by 
Check, EFT Waiver Form, 77590 
Schedule of Excess Risks, 23860 
Certification Pursuant to Energy Policy Act of 
2005, 37890, 37890 
Companies Holding Certificates of Authority as 
Acceptable Sureties on Federal Bonds and 
as Acceptable Reinsuring Companies, 38892 
Fee Schedules: 
Transfer of U.S. Treasury Book-Entry Securities 
Held on the National Book-Entry System, 
68523 
Increase in Application and Renewal Fees 
Imposed on Surety Companies, etc., 416 
Prompt Payment Interest Rate; Contract Disputes 
Act, 38742, 82350 
Rate for Use in Federal Debt Collection and 
Discount and Rebate Evaluation, 72498 
Surety Companies Acceptable on Federal Bonds: 
Aspen American Insurance Co., 77591 
Change in NAIC Number and State of 
Incorporation; Westchester Fire Insurance 
Co., 416 
Clearwater Insurance Co.; Termination, 37194 
St. Paul Fire and Marine Insurance Co., et al.; 
Change in State of Incorporation, Business 
Address and Phone, 37194 
Western National Mutual Insurance Co., 66361 
Surety Companies Acceptable on Federal Bonds; 
Changes in State of Incorporation: 
American Reliable Insurance Co., 38459 
Minnesota Surety and Trust Co., 60603 
National Farmers Union Property and Casualty 
Co., 38459 
Odyssey America Reinsurance Corp., 25783 
Western Bonding Co., Western Insurance Co., 
14746 
Western Insurance Co., 37891 
Surety Companies Acceptable on Federal Bonds; 
Change in Business Address: 
American Economy Insurance Co., American 
States Insurance Co., SAFECO Insurance 
Co. of Illinois, 22451 
Fish and Wildlife Service 
RULES 
2010-2011 Refuge-Specific Hunting and Sport 
Fishing Regulations, 3938 
2011-2012 Refuge-Specific Hunting and Sport 
Fishing Regulations: 
Correction, 59304 
2011-2012 Refuge-Specific Hunting and Sport 
Fishing Regulations, 56054 
Convention on International Trade in Endangered 
Species of Wild Fauna and Flora, 61978 
Endangered and Threatened Species: 
Altamaha Spinymussel; Status, 62928 
Bald Eagles Nesting in Sonoran Desert Area 
of Central Arizona Removed from List, 
54711 
Bull Trout in the Clackamas River Subbasin; 
Nonessential Experimental Population; 
Oregon; Establishment, 35979, 35995 
Casey’s June Beetle; Status, 58954 


Fish 


Cumberland Darter, Rush Darter, Yellowcheek 
Darter, Chucky Madtom, and Laurel Dace; 
Status, 48722 

Echinacea tennesseensis (Tennessee Purple 
Coneflower); List Removal, 46632 

Gopher Tortoise; Eastern Portion of its Range; 
12 Month Finding 45130 

Gray Wolf (Canis Lupus); Western Great Lakes; 
Revision, 81666 

Gray Wolf; Northern Rocky Mountain 
Population; Identification, 25590 

Ipomopsis Polyantha (Pagosa Skyrocket); 
Status, 45054 

Lake Erie Watersnake (Nerodia Sipedon 
Insularum); Removal, 50680 

Marbled Murrelet; Revision, 61599 

Nine Distinct Population Segments of 
Loggerhead Sea Turtles; Status 58868 

Northern Spotted Owl (Strix Occidentalis 
Caurina); Revised Recovery Plan, 38575 

Ozark Hellbender Salamander; Status, 61956 

Reinstatement of Listing Protections for Preble’s 
Meadow Jumping Mouse, 47490 

Rosweli Springsnail, Koster’s Springsnail, 
Noel’s Amphipod, and Pecos Assiminea; 
Designation of Critical Habitat, 33036 

Salmon-Crested Cockatoo; Special Rule, 30758 

Sonoma County Distinct Population Segment of 
California Tiger Salamander; Designation 
Revision, 54346 

Sonoran Pronghorn; Southwestern Arizona; 
Establishment, 25593 

Tulotoma Snail; Reclassification, 31866 

Tumbling Creek Cavesnail; Designation of 
Critical Habitat, 37663 

Virginia Northern Flying Squirrel; Court Order 
Compliance, 35349 

Endangered and Threatened Wildlife and Plants: 

Adding 10 Taxa, Delisting 1 Taxon, 
Reclassifying 1 Taxon, and Updating 32 
Taxa on the List of Endangered and 
Threatened Wildlife, 20558 

Arroyo Toad; Habitat Revision, 7246 

Astragalus Hamiltonii, Penstemon Flowersii, 
Eriogonum Soredium, Lepidium Ostleri, 
and Trifolium Friscanum; 12 Month 
Petition Finding, 10166 

Astragalus Jaegerianus (Lane Mountain Milk- 
Vetch); Designation of Critical Habitat, 
29108 

Brodiaea Filifolia (Thread-Leaved Brodiaea); 
Revised Critical Habitat, 6848 

Carex Lutea (Golden Sedge); Designation of 
Critical Habitat, 11086 

Emergency Listing of Miami Blue Butterfly, 
etc., 49542 

Erigeron Maguirei (Maguire Daisy); Removal 
from Federal List, 3029 

New Zealand-Australia Distinct Population 
Segment of the Southern Rockhopper 
Penguin; Status, 681 

Okaloosa Darter; Reclassification, 18087 

Removal of the Concho Water Snake From the 
Federal List and Removal of Designated 
Critical Habitat, 66780 

Whooping Cranes; Establishment of 
Nonessential Experimental Population, 


6066 
Final Frameworks for Late Season Migratory Bird 
Hunting Regulations, 58682 
Financial Assistance: 
Wildlife Restoration, Sport Fish Restoration, 
Hunter Education and Safety, 46150 
Hunting and Fishing; CFR Correction, 60379 
Injurious Wildlife Species: 
Bighead Carp (Hypophthalmichthys Nobilis), 
15857 


Marine Mammals: 
Incidental Take During Specified Activities, 
47010 
Migratory Bird Hunting: 
Early Season Hunting Regulations; Frameworks, 
54052 
Early Seasons and Bag and Possession Limits 
for Certain Game Birds in the Contiguous 
United States, etc., 54658 
Federal Indian Reservations and Ceded Lands; 
2011-12 Late Season, 59298 
Federal Indian Reservations and Ceded Lands 
for 2011-12 Early Season, 54676 
Late Seasons and Bag and Possession Limits, 
59271 
Migratory Bird Permits: 
States Delegated Falconry Permitting Authority; 
Technical Corrections, 71910 
Migratory Bird Permits; Raptor Propagation, 
29665 
Migratory Bird Subsistence Harvest; Alaska 
Regulations for 2011 Season, 17353 
Subsistence Management for Public Lands in 
Alaska: 
Federal Subsistence Board, 56109 
Subsistence Management Regulations: 
Public Lands in Alaska; Taking of Fish and 
Shellfish, 12564 
PROPOSED RULES 
2011-2012 Refuge-Specific Hunting and Sport 
Fishing Regulations, 39186 
Endangered and Threatened Species: 
404 Species in Southeastern United States; 90 
Day Finding, 59836 
404 Species in the Southeastern United States; 
90-Day Finding, 62260 
42 Great Basin and Mojave Desert Springsnails; 
90 Day Finding, 56608 
5-Year Status Reviews of Seven Listed Species, 
44564 
Abronia Ammophila, Agrostis Rossiae, 
Astragalus Proimanthus, Boechera (Arabis) 
Pusilla, and Penstemon Gibbensii; Listing 
Status, 33924 
Alabama Pearlshell; Status, 61482 
Altamaha Spinymussel; Designation of Critical 
Habitat, 27629 
American Burying Beetle; Southwestern 
Missouri; Establishment, 43973 
American Eel; 90 Day Finding, 60431 
Amoreuxia Gonzalezii, Astragalus Hypoxylus, 
and Erigeron Piscaticus; 12 Month Finding, 
62722 
Annual Findings on Resubmitted Petitions for 
Foreign Species; Annual Description of 
Progress on Listing Actions, 25150 
Annual Notice of Findings on Resubmitted 
Petitions, etc., 66370 
Arctostaphylos Franciscana; 12 Month Finding, 
55623 
Astragalus Lentiginosus Var. Coachellae; 
Designation, 53224 
Bay Skippe; 90 Day Finding, 40868 
Black-Footed Albatross; 12 Month Finding, 
62504 
Cactus Ferruginous Pygmy-Owl; 12 Month 
Finding, 61856 
California Golden Trout; 12 Month Finding, 
63094 
Calopogon Oklahomensis; 12 Month Finding, 
61307 
Castanea Pumila Var. Ozarkensis; 12 Month 
Finding, 37706 
Chimpanzees (Pan Troglodytes); 90 Day 
Finding, 67401 
Chimpanzees (Pan Troglodytes); 90 Day 
Petition Finding, 54423 


Chiricahua Leopard Frog; Designation, 58441 

Coastal California Gnatcatcher; Delisting, 66255 

Coqui Llanero; Designation, 63420 

Cumberland Darter, Rush Darter, Yellowcheek 
Darter, Chucky Madtom, and Laurel Dace; 
Designation, 63360 

Designation of Critical Habitat for Lepidium 
papilliferum (Slickspot Peppergrass), 66250 

Designation of Critical Habitat for Sonoma 
County Distinct Population Segment of 
California Tiger Salamander, 36068 

Dunes Sagebrush Lizard; Extension, 75858 

Eastern Small-Footed and Northern Long-Eared 
Bats; 90 Day Finding, 38095 

Eskimo Curlew; Initiation of 5 Year Status 
Review, 36491 

Forks and San Bernardino Springsnail; 
Designation, 71300 

Four Foreign Parrot Species, 49202 

Frankenia Johnstonii (Johnstons Frankenia); 
Delisting, 66018 

Franklin’s Bumble Bee; 90 Day Finding, 56381 

Frigid Ambersnail; 12 Month Finding, 44566 

Giant Palouse Earthworm (Drilolerius 
Americanus); 12 Month Finding, 44547 

Gila Monster; Utah; 90 Day Petition Finding, 
6049, 36053 

Golden-Winged Warbler; 90 Day Finding, 
31920 

Grand Canyon Cave Pseudoscorpion; Petition, 
42654 

Gray Wolf (Canis Lupus); Eastern United 
States; Revision, 57943 

Gray Wolf; Wyoming; Removal from Federal 
List, 61782 

Gray Wolf and Eastern Wolf; Status Reviews, 
26086 

Gray Wolf in Eastern U.S.; Revision, 53379 

Great Basin Butterflies; 10 Subspecies; 90 Day 
Finding 61532 

Hawaiian Yellow-faced Bees; 12 Month 
Petitions Findings, 55170 

Ipomopsis Polyantha (Pagosa Skyrocket), 
Penstemon Debilis (Parachute 
Beardtongue), and Phacelia Submutica 
(DeBeque Phacelia); Designation of 
Critical Habitat, 45078 

Leatherback Sea Turtle; Petition Revisions, 
47133 

Leona’s Little Blue Butterfly; 90 Day Finding, 
50971 

Lepidium papilliferum (Slickspot Peppergrass); 
Designation of Critical Habitat, 27184, 
39807 

Loggerhead Sea Turtles; Listing, 15932 

Lost River Sucker and Shortnose Sucker; 
Designation of Critical Habitat, 76337 

Manatee Refuge in Kings Bay, Citrus County, 
FL; Establishment, 36493 

Miami Blue Butterfly; Status, 49408 

Mississippi Gopher Frog; Designation, 59774 

Mohave Ground Squirrel; 12 Month Finding, 
62214 

Mojave Fringe-Toed Lizard; Margosa River 
Population; 12 Month Finding, 61321 

Mollusk Species; 90-Day Finding, 61826 

Monardella Linoides ssp. Viminea; Taxonomic 
Revision, 33880 

Mountain Plover; Listing Withdrawal, 27756 

Northern Leatherside Chub; 12 Month Finding 
63444 

Northern Leopard Frog in Western United 
States; 12 Month Finding, 61896 

Nueces River and Plateau Shiners; 12 Month 
Finding, 48777 

Oncorhynchus Nerka; Lake Sammamish 
Kokanee; 12 Month Finding, 61298 
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Pinus Albicaulis; 12 Month Findings, 42631 

Puerto Rican Harlequin Butterfly; 12 Month 
Finding, 31282 

Red-Crowned Parrot, 62016 

Red Tree Vole; 12 Month Finding, 63720 

Riverside Fairy Shrimp; Revised Critical 
Habitat, 31686 

Saltmarsh Topminnow; 90 Day Finding, 49412 

Sand Dune Beetles; 90 Day Finding, 47123 

Scimitar-Horned Oryx, Addax, and Dama 
Gazelle; Removal, 39804 

Sheepnose and Spectaclecase Mussels; Status, 
3392 

Snowy and Piping Plover; Petition Finding, 
55638 

South American Parrot Species; 12 Month 
Finding, 63480 

Southern Sea Otter Translocation Program; 
Termination, 53381, 68393 

Southwestern Willow Flycatcher; Designation 
Revision, 50542 

Spikedace and Loach Minnow; Status, 61330 

Spot-Tailed Earless Lizard; 90 Day Finding, 
30082 

Straight-Horned Markhor (Capra Falconeri 
Jerdoni) of Torghar Hills; Reclassification, 
31903 

Striped Newt, Listing, 32911 

Tamaulipan Agapema, Sphingicampa 
Blanchardi, and Ursia Furtiva; 12 Month 
Finding, 59623 

Tehachapi Slender Salamander; 12 Month 
Finding, 62900 

Texas Fatmucket, Golden Orb, Smooth 
Pimpleback, Texas Pimpleback, and Texas 
Fawnsfoot; 12 Month Finding, 62166 

Textual Descriptions of Boundaries of Critical 
Habitat; Requirements, 28405 

Tidewater Goby; Revision, 64996 

U.S. Captive-Bred Inter-Subspecific Crossed or 
Generic Tigers, 52297, 58455 

Utah Prairie Dog; Reclassification 36053 

Utah Prairie Dog; Special Rule Revision, 31906 

Valley Elderberry Longhorn Beetle; Delist, 
51929 

Van Rossems Gull-Billed Tern; 12 Month 
Finding, 58650 

Western Glacier Stonefly; 90 Day Finding, 
78601 

Woodland Caribou (Rangifer Tarandus 
Caribou); Southern Selkirk Mountains; 
Designation of Critical Habitat, 74018 

Yellow-Billed Parrot; 12 Month Finding, 62740 

Monardella Linoides ssp. Aiminea; Revision, 
59990 

Endangered and Threatened Wildlife and Plants: 

90-Day Finding on Petition to Delist or 
Reclassify from Endangered to Threatened 
Six California Species, 3069 

Arapahoe Snowfly; 90 Day Finding, 23256 

Berry Cave Salamander; 12 Month Petition 
Finding, 15919 

Buena Vista Lake Shrew; Designation of 
Critical Habitat, 23781 

Chiricahua Leopard Frog; Designation of 
Critical Habitat, 14126 

Chupadera Springsnail (Pyrgulopsis 
Chupaderae); Status, 46218 

Dunes Sagebrush Lizard; Status, 19304 

Flat-Tailed Horned Lizard; Listing Withdrawal, 
14210 

Four Distinct Population Segments of Wild 
Plains Bison; 90 Day Petition Finding, 
10299 

Hermes Copper Butterfly; 12 Month Finding, 
20918 


Listing 23 Species on Oahu as Endangered and 
Designating Critical Habitat for 124 
Species, 46362 

List Smooth-Billed Ani;90 Day Finding, 23265 

Longfin Smelt; Status Review, 13121 

Morelets Crocodile; Removal from Federal List, 
23650 

Mt. Charleston Blue Butterfly; 12 Month 
Petition Finding, 12667 

Nine Bexar County Invertebrates; Critical 
Habitat Designation, 46234 

Nine Bexar County, Texas, Invertebrates; 
Designation of Critical Habitat, 9872 

Pacific Walrus; 12-Month Petition Findings, 
7634 

Prairie Chub; 90 Day Finding, 20911 

Red Knot Subspecies Calidris Canutus 
Roselaari; Petition Findings, 304 

Redrock Stonefly; 12 Month Finding, 46251 

Roswell Springsnail, Kosters Springsnail, Noels 
Amphipod, and Pecos Assiminea; 
Designation of Critical Habitat, 297 

Sand Verbena Moth; 90-Day Petition Findings, 
9309 

Solanum Conocarpum (Marron Bacora); 12- 
Month Petition Finding, 722 

Sonoma County Population Segment of the 
California Tiger Salamander, 2863 

Spring Mountains Acastus Checkerspot 
Butterfly; 90 Day Finding, 20613 

Spring Pygray Sunfish; 90 Day Petition Finding, 
18138 

Straight Snowfly and Idaho Snowfly; 90 Day 
Finding, 46238 

Texas Kangaroo Rat, 12683 

Thorne’s Hairstreak Butterfly; 12 Month 
Finding, 1 

Three Forks and San Bernardino Springsnail; 
Status, 20464 

Tumbling Creek Cavesnail, 2076 

Unsilvered Fritillary Butterfly; 90 Day Petition 
Finding, 10310 

Vernal Pool Fairy and Tadpole Shrimp; 90-Day 
Petition Findings, 7528 

Western Snowy Plover; Pacific Coast 
Population; Revised Critical Habitat, 16046 

Wood Bison; Reclassification, 6734 

Endangered and Threatened Wildlife and Species: 
Fisher in Its Northern Rocky Mountain Range; 
12 Month Finding, 38504 
Federal Subsistence Management Program; Alaska 
Board Review, 7758 
Frameworks for Early Season Migratory Bird 
Hunting Regulations: 
Meetings, 44730 
Harvest Regulations: 
Migratory Bird Subsistence Harvest; Alaska; 
2012 Season, 68264 
Incidental Take During Specified Activities: 
Marine Mammals, 13454 
Late Season Migratory Bird Hunting; Frameworks, 
53536 
Migratory Bird Hunting Regulations: 

Certain Federal Indian Reservations and Ceded 

Lands for the 2011-12 Season, 48694 
Migratory Bird Permits: 

Abatement Regulations, 39368, 67650 

Definition of Hybrid Migratory Bird, 69223 

Double-Crested Cormorant Management; United 
States, 69225 

Raptor Propagation, 39367 

Migratory Birds: 
Draft Eagle Conservation Plan Guidance, 529 
Migratory Game Bird Hunting Regulations: 

Migratory Bird Hunting; Indian Tribal 

Proposals, etc., 19876 
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Revised List of Migratory Birds, 23428 
Subsistence Management Regulations: 
Public Lands in Alaska; Subsistence Taking of 
Wildlife, 6730 
Supplemental Proposals for Migratory Game Bird 
Hunting Regulations for the 2011-12 Hunting 
Season, 36508 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Alaska Guide Service Evaluation, 59420 
Application for Training, National Conservation 
Training Center, 59730 
Approval Procedures for Nontoxic Shot and 
Shot Coatings, 59421 
Conservation Order for Light Geese, 30188, 
66952 
Endangered and Threatened Wildlife; 
Experimental Populations, 17146 
Horseshoe Crab Tagging Program, 59422 
Hunting and Fishing Application Forms and 
Activity Reports for National Wildlife 
Refuges, 43337 
International Conservation Grant Programs, 
30187 
Marine Mammal Marking, Tagging, and 
Reporting Certificates, 15333 
Migratory Birds and Wetlands Conservation 
Grant Programs, 30186, 70749 
Migratory Bird Surveys, 6629 
Monitoring Recovered Species After Delisting— 
American Peregrine Falcon, 17147, 40389 
Mourning Dove Call Count Survey, 38202 
National Mourning Dove Hunter Attitude 
Survey on Nontoxic Shot, 59419 
National Wildlife Refuge Special Use Permit 
Applications and Reports, 23616 
North American Woodcock Singing Ground 
Survey, 38203 
Policy for Evaluation of Conservation Efforts 
When Making Listing Decisions, 70748 
Application for an Incidental Take Permit: 
Maine Department of Inland Fisheries and 
Wildlife Statewide Furbearer Trapping 
Program; Correction, 74805 
Application for Enhancement of Survival Permit; 
Endangered Wildlife, 16634 
Applications, 30189 
Proposed Safe Harbor Agreement for Shasta 
Crayfish in Cassel, Shasta County, CA, 
79209 
Applications for Endangered Species Permits, 
40926, 68500 
Applications for Enhancement of Survival Permits, 
11258 
Endangered Plants and Wildlife, 29005 
Applications for Incidental Take Permits: 
Madison Cave Isopod from Dominion Virginia 
Power, 52344 
Comprehensive Conservation Plan and Finding of 
No Significant Impact for Environmental 
Assessment: 
Selawik National Wildlife Refuge, Kotzebue, 
AK, 60522 
Comprehensive Conservation Plans: 
Ellicott Slough National Wildlife Refuge, Santa 
Cruz County, CA, 13427 
Comprehensive Conservation Plans and 
Environmental Assessments; Availability, 
etc.: 
Pearl Harbor National Wildlife Refuge, 
Honolulu County, HI, 71598 
Deepwater Horizon Oil Spill; Draft Phase I Early 
Restoration Plan and Environmental 
Assessment, 78016 
Draft Fish and Wildlife Service Friends Policy, 
12989 


Fish 


Draft Map of John H. Chafee Coastal Barrier 
Resources System, Baldwin and Mobile 
Counties, AL; Availability, 56215 

Draft Policy on Interpretation of Phrase Significant 
Portion of Its Range in Endangered Species 
Act’s Definitions, 76987 

Draft Recovery Plan, Mexican Spotted Owl; First 
Revision, 37141 

Endangered and Threatened Species: 

Draft Recovery Plan for Columbia Basin 
Distinct Population Segment of Pygmy 
Rabbit; Availability, 38203 

Draft Recovery Plan for Phyllostegia Hispida; 
Addendum to Molokai Plant Cluster 
Recovery Plan, 31973 

Five-Year Status Reviews of 12 Species in the 
Mountain-Prairie Region, 35906 

Incidental Take Permit Application, etc., 
Charlotte County, FL, 37142 

Incidental Take Permit Application, etc., Duke 
Energy Corp., Gibson County, IN, 63944 

Lost River Sucker and Shortnose Sucker; 
Revision, 64372 

Permit Applications, 33334 

Proposed Programmatic Safe Harbor Agreement 
for the Lahontan Cutthroat Trout in 
Southeastern Oregon, 38204 

Recovery Permit Application, 64374 

Endangered and Threatened Species; Permits, 
74070 

Endangered and Threatened Species; Recovery 
Permit Applications, 80960 

Endangered and Threatened Species Permit 
Applications, 7577, 15992, 26313, 35235, 
46837, 63322, 75897 

Endangered and Threatened Wildlife and Plants; 
Incidental Take Permit Applications, etc, 
10063, 18576, 21399 

5-Year Reviews of Species in California, 
Nevada, and the Klamath Basin of Oregon, 
30377 

5-Year Status Reviews of Three Species in 
Washington, Oregon, and California, 22139 

Application for Incidental Take Permit, 
Crosspoint Presbyterian Church, Lake 
County, FL, 5606 

Application for Incidental Take Permit, Deltona 
Retail Hoidings, LLC, Volusia County, FL, 
809 


Applications for Incidental Take Permits, etc.; 
Indian River County, FL, 12751 

City of Scotts Valley and Santa Cruz County, 
CA, 17664 

Construction and Operation of Kaheawa II 
Wind Energy Generation Facility; Maui, 
HI, 6811 

Draft Revised Recovery Plan for the Northern 
Spotted Owl; Appendix C, 22720 

Environmental Assessments; Construction and 
Operations at Kauai Lagoons Resort and 
Golf Course, Kauai, HI, 40927 

Gentian Pinkroot, Technical/Agency Draft 
Recovery Plan; Availability, 16439 

Joint Supplemental Environmental Impact 
Report/Environmental Impact Statement, 
Riverside County, CA, 17666 

Kaheawa Pastures Wind Energy Generation 
Facility, Maui County, HI, 74072 

Mount Graham Red Squirrel, Draft Recovery 
Plan, First Revision; Availability, 30957 

Permit Applications, 3153, 8374, 30958, 50246 

Purple Bean, Clubshell, Roanoke Logperch, 
Swamp Pink, Northern Riffleshell, Flat- 
spired Three-toothed Land Snail, etc., 
33334 

Revised Recovery Plan for Mojave Population 
of Desert Tortoise (Gopherus agassizii), 
53482 


Town of Apple Valley, San Bernardino County, 
CA, 16440 
Endangered Plants and Wildlife: 
Application for Enhancement of Survival 
Permit, 33336 
Endangered Species: 
Marine Mammals; Issuance of Permits, 57758 
Permit Applications, 57757 
Receipt of Applications for Permit, 54480 
Endangered Species; Applications for Permit, 
34095 
Endangered Species; Marine Mammals; 
Applications for Permit, Receipt, 44352 
Endangered Species; Marine Mammals; Issuance 
of Permits, 27660, 32222, 44353, 51051 
Endangered Species; Permit Applications, 32223, 
39432, 60862, 78308 
Endangered Species; Receipt of Applications for 
Permit, 27660, 51051, 52965, 61733 
Endangered Species Act Incidental Take Permit 
Applications, 17434 
Endangered Species Permit Applications, 14682, 
66954, 71069, 72434, 80384 
Endangered Species Permit Applications; 
Correction, 77006 
Endangered Species Receipt of Applications for 
Permit, 20705 
Endangered Species Recovery Permit 
Applications, 6490, 14424, 20004, 33337, 
39888, 50751, 70160 
Entrance Fees: 
Merritt Island National Wildlife Refuge, Volusia 
and Brevard Counties, FL, 18577 
Environmental Assessment; Availability 
Protection Island and San Juan Islands National 
Wildlife Refuges, 19781 
Environmental Assessments; Availability: 
Safe Harbor Agreement for the Houston Toad 
within Nine Texas Counties, 70479 
Environmental Assessments; Availability, etc.: 
Aransas National Wildlife Refuge Complex; 
Aransas, Calhoun, and Refugio Counties; 
TX, 5196 
Atchafalaya National Wildlife Refuge, LA, 
30190 
Attwater Prairie Chicken National Wildlife 
Refuge Conservation Plan; Austin and 
Colorado Counties, TX, 77245 
Back Bay National Wildlife Refuge, Virginia 
Beach, VA, 1190 
Bogue Chitto National Wildlife Refuge, LA and 
MS, 30959 
Bombay Hook National Wildlife Refuge, Kent 
County, DE, 36143 
Bowdoin National Wildlife Refuge Complex, 
Malta, MT; Comprehensive Conservation 
Plan, 36571 
Buck Island, Green Cay, and Sandy Point 
National Wildlife Refuges, U.S. VI, 37143 
Cabo Rojo National Wildlife Refuge, Cabo 
Rojo, Puerto Rico, 24511 
Canaan Valley National Wildlife Refuge, 
Tucker and Grant Counties, WV, 12365 
Cold Springs and McKay Creek National 
Wildlife Refuges, Umatilla County, OR, 
41284 
Columbia National Wildlife Refuge, Adams and 
Grant Counties, WA, 45600 
Conboy Lake and Toppenish National Wildlife 
Refuges, WA, 41286 
DeSoto National Wildlife Refuge, Harrison and 
Pottawattamie Counties, IA; and 
Washington County, NE, 76745 
Draft Conservation Plan, Dunes Sagebrush 
Lizard, Texas, 62087 
Draft Habitat Conservation Plan, Kawailoa 
Wind Energy Generation Facility, Oahu, 
HI; Receipt of Permit Application, 52966 


Draft Habitat Conservation Plan, Lower 
Colorado River Authority Transmission 
Services Corp., Central Texas, 65744 

Dungeness National Wildlife Refuge 
Comprehensive Conservation Plan, Clallam 
County, WA, 61378 

Elizabeth Hartwell Mason Neck National 
Wildlife Refuge and Featherstone National 
Wildlife Refuge, 582 

Felsenthal/Overflow National Wildlife Refuges, 
Ashley, Desha, Union, and Bradley 
Counties, AR, 5193 

Grays Harbor and Black River Unit of 
Nisqually National Wildlife Refuges, 
33339 

Hakalau Forest National Wildlife Refuge, 
Hawai’i County, HI, 29782 

Huron, Madison, and Sand Lake Wetland 
Management District Comprehensive 
Conservation Plan, 65525 

Incidental Take Permit; Auwahi Wind Energy 
Generation Facility, Maui, HI, 61735 

Incidental Take Permit; San Bernardino County, 
CA, 29260 

Incidental Take Permits; Four Single Family 
Residences in Escambia County, FL, 41287 

Iroquois National Wildlife Refuge, Genesee 
County and Orleans County, NY; Final 
Comprehensive Conservation Plan, 64375 

J.N. ‘‘Ding’’ Darling National Wildlife Refuge, 
Lee County, FL, 16637 

James Campbell National Wildlife Refuge, 
Honolulu County, HI, 38414, 78939 

Kealia Pond and Kakahai’a National Wildlife 
Refuges, Maui County, HI, 52008 

Kootenai National Wildlife Refuge, Boundary 
County, ID, 48877 

Laguna Cartagena National Wildlife Refuge, 
Lajas, Puerto Rico, 24512 

Lake Wales Ridge National Wildlife Refuge, 
Highlands and Polk Counties, FL, 4129 

Lewis and Clark National Wildlife Refuge and 
Julia Butler Hansen Refuge; Columbian 
White-Tailed Deer, 77247 

M/V Cosco Busan Oil Spill, 59731 

Maine Department of Inland Fisheries and 
Wildlife’s Statewide Furbearer Trapping 
Program, 69758 

Minidoka National Wildlife Refuge, Blaine, 
Cassia, Minidoka, and Power Counties, ID, 
78940 

Nantucket National Wildlife Refuge, Nantucket, 
MA, 46317 

National Grid Incidental Take Permit 
Application for Karner Blue Butterfly and 
Frosted Elfin, 64966 

Nonessential Experimental Populations of Gray 
Wolves; Lethal Take of Wolves in the 
West Fork Elk Management Unit of 
Montana, 7875, 17439 

Parker River and Thacher Island National 
Wildlife Refuges, Essex County, MA, 
22140 

Piedmont National Wildlife Refuge, Jones and 
Jasper Counties, GA, 13205 

Pine Island, Matlacha Pass, Island Bay and 
Caloosahatchee NWRs, Lee County, FL, 
16636 

Presquile National Wildlife Refuge; Chesterfield 
County, VA, 21001 

Proposed Establishment of Everglades 
Headwaters National Wildlife Refuge and 
Conservation Area, 55699, 66321 

Proposed Shiloh III Wind Plant Project, Solano 
County, CA, 6812 

Ridgefield National Wildlife Refuge, Clark 
County, WA, 47 
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Savannah National Wildlife Refuge Complex, 
GA and SC, 62439 

Seal Beach National Wildlife Refuge, Orange 
County, CA, 16634 

Selawik National Wildlife Refuge, Kotzebue, 
AK, 4719 

St. Johns National Wildlife Refuge, FL, 39890 

Stewart B. McKinney National Wildlife Refuge, 
Middlesex County, CT, 33777 

Sunkhaze Meadows National Wildlife Refuge, 
Penobscot, Kennebec, and Waldo Counties, 
ME, 14984 

Supawna Meadows National Wildlife Refuge, 
Salem County, NJ, 54247 

Swan Lake National Wildlife Refuge, Chariton 
County, MO, 29259 

Tennessee National Wildlife Refuge, Henry, 
Benton, Decatur, and Humphreys Counties, 
TN, 5194 

White River National Wildlife Refuge, AR; 
Draft Comprehensive Conservation Plan, 
63945 

Willamette Valley National Wildlife Refuge 
Complex, Benton, Linn, Marion, and Polk 
Counties, OR, 30382 

Willapa National Wildlife Refuge, Pacific 
County, WA, 50247 

Environmental Impact Statements; Availability, 
etc.: 

Application for Incidental Take Permit; 
NiSource, Inc, 63950 

Arctic National Wildlife Refuge, Fairbanks, AK, 
50490 

Commercial Wind Energy Developments within 
Nine States, 41510 

Desert Renewable Energy Conservation Plan, 
Habitat Conservation Plan, etc., Southern 
California, 45606 

Development in Bexar County and the City of 
San Antonio, TX, 23619 

Elizabeth Hartwell Mason Neck and 
Featherstone National Wildlife Refuges, 
Virginia, 59153 

Final Habitat Conservation Plan, 39072 

Hawaiian and Pacific Islands National Wildlife 
Refuge Complex, 78309 

Incidental Take of the Endangered Alabama 
Beach Mouse, 32223 

Incidental Takes of the Alabama Beach Mouse, 
Fort Morgan Peninsula, Baldwin County, 
AL, 48879 

Llano Seco Riparian Sanctuary Unit Restoration 
and Pumping Plant/Fish Screen Facility 
Protection Project, CA, 20368 

NiSource, Inc.; Application for Incidental Take 
Permit and Multi-Species Habitat 
Conservation Plan, 41288 

Nonnative Rat Eradication Project, Palmyra 
Atoll National Wildlife Refuge, U.S. 
Pacific Island Territory, 10621 

Oncor Electric Delivery Facilities in 100 Texas 
Counties; Correction, 41808, 59732 

Otay River Estuary Restoration Project, South 
San Diego Bay Unit of the San Diego Bay 
National Wildlife Refuge, 70480 

Palmyra Atoll National Wildlife Refuge, U.S. 
Pacific Island Territory; Nonnative Rat 
Eradication Project, 24047 

Prime Hook National Wildlife Refuge, Sussex 
County, DE; Comprehensive Conservation 
Plan, 26751 

Proposed Demolition of the Ballville Dam on 
the Sandusky River, Fremont, OH, 65526 

Proposed Habitat Conservation Plan and 
incidental Take Permit, 30384 

Proposed Maricopa Sun Solar Complex Multi- 
Species Habitat Conservation Plan, Kern 
County, CA, 80385 


Proposed Vernal Pool Habitat Conservation 
Plan, City of San Diego, CA, 78942 
Regional Habitat Conservation Plan, Hays 
County, TX, 28060 
San Diego County Water Authority Subregional 
Natural Community Conservation Program, 
6491 
San Luis Valley National Wildlife Refuge 
Complex, Alamos, CO, 14042 
Sheldon National Wildlife Refuge, Washoe and 
Humboldt Counties, NV, and Lake County, 
OR, 55937 
South Farallon Islands Nonnative Mouse 
Eradication Project; Farallon National 
Wildlife Refuge, 20706 
Suisun Marsh Habitat Management, 
Preservation and Restoration Plan, CA, 
76180 
Willapa National Wildlife Refuge, Pacific 
County, WA, 3922 
Yolo County, CA, Habitat Conservation Plan/ 
Natural Community Conservation Plan, 
65527 
Final Recovery Plans: 
Bexar County Karst Invertebrates, Texas, 61379 
Fisheries and Habitat Conservation and Migratory 
Birds Programs: 
Draft Land-Based Wind Energy Guidelines, 590 
Draft Land-Based Wind Energy Guidelines; 
Correction, 11506 
Habitat Conservation Plans: 
Morro Shoulderband Snail, Los Osos, San Luis 
Obispo County, CA; Francis, 41810 
Morro Shoulderband Snail, San Luis Obispo 
County, CA; Kellaway, 41811 
Hunt Fees: 
Caddo Lake National Wildlife Refuge, TX, 
43339 
Incidental Take Permit Applications: 
Habitat Conservation Plan and Associated 
Documents; Meteorological Towers, Lanai, 
HI, 76432 
Lake Champlain Sea Lamprey Control 
Alternatives Workgroup, 43698 
Land Protection Plans: 
Proposed Everglades Headwaters National 
Wildlife Refuge and Conservation Area, 
2132 
Letters of Authorization to Take Marine 
Mammals, 68777 
Long Range Transportation Plans: 
Hawaii, Idaho, Northern Nevada, Oregon, 
Washington, and Pacific Island Territories, 
64376 
Long Range Transportation Plans for Fish and 
Wildlife Service Lands: 
HI, IA, Northern NV, OR, WA, and Pacific 
Island Territories; Correction, 66321 
Marine Mammals; Incidental Takes During 
Specified Activities, 18232 
Meetings: 
Aquatic Nuisance Species Task Force, 15334, 
60863 
Conference of the Parties to the Convention 
on International Trade in Endangered 
Species of Wild Fauna and Flora, 68778 
Coral Reef Task Force, 7579 
Lake Champlain Sea Lamprey Control 
Alternatives Workgroup, 12129 
North American Wetlands Conservation 
Council, 5820, 31626, 69278 
Sport Fishing and Boating Partnership Council, 
1628, 7579, 47606, 75898, 81959 
Trinity Adaptive Management Working Group, 
14044, 23621, 34248, 52345, 70751 
Wildlife and Hunting Heritage Conservation 
Council, 3155, 17442, 30192, 39433, 
66955 
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Wind Turbine Guidelines Advisory Committee, 
18238, 38677, 48174, 54481 
Wind Turbine Guidelines Advisory Committee; 
Teleconference Line Available, 20006 
Multistate Conservation Grant Program; Priority 
List for Conservation Projects, 793 
National Fish, Wildlife, and Plants Climate 
Adaptation Strategy, 30193 
North American Waterfowl Management Plan, 
53149 
Permit Applications: 
Endangered Species, 65207 
Endangered Species; Marine Mammals, 2408, 
10623, 18239, 18240, 36934, 48880 
Endangered Species, Marine Mammals, 7580 
Permit Applications; Endangered Species, 12990, 
14985 
Permit Applications; Endangered Species; Marine 
Mammals, 35464 
Permits: 
Endangered Species, 68205 
Endangered Species; Marine Mammals, 16442, 
30386, 60863, 65208, 68206, 72968 
Permits; Endangered Species, Marine Mammals, 
12991 
Proposed Low-Effect Habitat Conservation Plan: 
California Tiger Salamander, AT and T Portable 
Generator Storage Facility, Yolo County, 
CA, 44036 
Proposed Safe Harbor Agreements: 
California Red-legged Frog, Swallow Creek 
Ranch, San Luis Obispo County, CA, 
45602 
Proposed Safe Harbor Agreements; Availability: 
California Red-legged Frog, et al., at Palo 
Corona Regional Park, Monterey County, 
CA, 55413 
Recovery Plan for the Endangered Pyne’s Ground- 
plum (Astragalus bibullatus), 48881 
Species Proposals for Consideration at Sixteenth 
Regular Meeting of Conference of Parties, 
etc., 34746 
Take of Migratory Birds by Armed Forces, 32224 
Teleconference: 
Wildlife and Hunting Heritage Conservation 
Council, 12130 
Teleconferences: 
Wildlife and Hunting Heritage Conservation 
Council; Cancellation, 16638 


Food and Drug Administration 


RULES 
Administrative Detention of Food for Human or 
Animal Consumption, 25538 
Advisory Committee; Technical Amendment, 
53816 
Animal Drugs, Feeds, and Related Products; 
Eprinomectin; N-Methyl-2-Pyrrolidone, 72617 
Animal Food Labeling: 
Certifiable Color Additives, 71248 
Bar Code Label Requirements; Exemption; 
Change of Address, 12847 
Bottled Water Quality Standard: 
Allowable Level for di(2-ethylhexyl)phthalate, 
64810 
Cardiovascular Devices: 
Classification of Electrocardiograph Electrodes, 
43582 
Change of Sponsor’s Name and Address; 
Corrections, 16532 
Color Additives; Exemptions: 
Reactive Blue, 9, 59503 
Color Additives Exemption; Reactive Blue, 9, 
25234 
Compliance Policy Guides: 
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Surgeons’ and Patient Examination Gloves; 
Defects, 28308 
Division of Freedom of Information: 
Office Information Changes, 31468 
Draft Guidance: 

Enforcement Policy for Over-the-Counter 
Sunscreen Drug Products Marketed 
Without an Approved Application, 35665 

Environmental Impact Considerations, Food 
Additives, and Generally Recognized as Safe 
Substances; Technical Amendments, 59247 

Food Additives: 

Hydroxypropy! Cellulose, 41687 

Food Additives for Human Consumption: 

Bacteriophage Preparation, 16285 

Food Additives Permitted in Feed and Drinking 
Water of Animals: 

Formic Acid, 7106 

Food and Drug Administration Regulations: 

Tabacco Products; Amendments, 12563 

Guidance for Industry and Investigators on 
Enforcement of Safety Reporting 
Requirements; New Drug Applications and 
Bioavailability/Bioequivalence Studies, 32863 

Immunology and Microbiology Devices: 

Reclassification of the Herpes Simplex Virus 
Serological Assay Device, 48715 

Implantation or Injectable Dosage Form New 
Animal Drugs: 

Oxytetracycline and Flunixin, 3488 

Information Required in Prior Notice of Imported 
Food, 25542 

Informed Consent Elements, 256 

Investigational New Drug Applications and 
Abbreviated New Drug Applications, 13880 

Irradiation in the Production, Processing, and 
Handling of Food, 15841, 20509 

Labeling: 

Bronchodilators to Treat Asthma, Cold, Allergy, 
and Antiasthmatic Drug Products, etc., 
44475 

Sunscreen Drug Products, 38975 

Labeling and Effectiveness Testing: 

Sunscreen Drug Products for Over-the-Counter 
Human Use, 35620 

Medical Devices: 

Ear, Nose, and Throat Devices; Classification 
of the Wireless Air-Conduction Hearing 
Aid, 34845 

Exception From General Requirements for 
Informed Consent, 36989 

General and Plastic Surgery Devices; 
Classification of the Low Level Laser 
System for Aesthetic Use, 6551, 20840 

Medical Device Data Systems, 8637 

Neurological Devices; Clarification of 
Classification for Human Dura Mater; 
Technical Amendment, 36993 

Neurological Devices; Classification of 
Repetitive Transcranial Magnetic 
Stimulation System, 44489 

Obstetrical and Gynecological Devices; 
Classification of the Hemorrhoid 
Prevention Pressure Wedge, 21237 

Ophthalmic Devices; Classification of the 
Eyelid Thermal Pulsation System, 51876 

Ovarian Adnexal Mass Assessment Score Test 
System; Labeling; Black Box Restrictions, 
82129 

Topical Oxygen Chamber for Extremities; 
Reclassification Correction, 22805, 29153 

Ultrasound Stimulator System for Aesthetic 
Use, 43119 

Medical Devices; Immunology and Microbiology 
Devices: 

Classification of Ovarian Adnexal Mass 
Assessment Score Test System, 16292 


Medical Imaging Drugs Advisory Committee; Re- 
establishment, 45402 
New Animal Drug Applications: 

Aklomide, Levamisole Hydrochloride, 
Nitromide, Sulfanitran, and Roxarsone; 
Correction, 16533 

New Animal Drugs: 

Amikacin Sulfate, Ampicillin Trihydrate, 
Ceftiofur Hydrochloride, Cephapirin 
Benzathine, etc.; Correcting Amendments, 
17336 

Ampicillin Trihydrate, Bacitracin Methylene 
Disalicylate, Flunixin, etc.; Amendments, 
53050 

Animal Drugs, Feeds, and Related Products; 
Application Withdrawals 

Animal Drugs, Feeds, and Related Products, 
etc.; Withdrawals, 7776 

Animal Feeds; Melengestrol; Monensin, 60721 

Arsanilate Sodium; Sulfaethoxypyridazine, 
17026 

Change of Sponsor, 2807 

Change of Sponsor; Moxidectin, 48714 

Change of Sponsor’s Address, 39278 

Change of Sponsor’s Name and Address, 40612 

Detomidine; Dosage Form; Correction, 16533 

Enrofloxacin; Implantation or Injectable Dosage 
Form, 22610 

Follicle Stimulating Hormone; Change of 
Sponsor, 2807 

Gamithromycin, 57906 

Gonadotropin Releasing Factor-Diphtheria 
Toxoid Conjugate; Implantation or 
Injectable Dosage, 27888 

Ivermectin Topical Solution, 81806 

Masitinib, 6326 

Minor Use and Minor Species; Confirmation 
of Effective Date, 11331 

Ophthalmic and Topical Dosage form 
Hydrocortisone Aceponate, Miconazole 
Nitrate, and Gentamicin Sulfate Otic 
Suspension, 78150 

Oxytetracycline, 17025 

Phenylbutazone; Pyrantel; Tylosin, 11330 

Spinosad and Milbemycin Oxime; Oral Dosage 
Form, 12563 

Zinc Gluconate; Change of Sponsor, 79064 

New Animal Drugs; Animal Feeds: 

Melengestrol; Monensin; Tylosin, 65109 

Monensin, 79064 

Tilmicosin, 76894 

New Animal Drugs; Food Tolerances: 

Progesterone, 57907 

New Animal Drugs; Implantation or Injectable 
Dosage Form: 
Ivermectin, 57905 
New Animal Drugs; Oral Dosage Form: 

Amprolium, 38554, 40808 

Change of Sponsor, 40229 

Cyclosporine, 78815 

Estriol, 78149 

Tylosin, 59023 

New Animal Drugs for Animal Feeds: 

Florfenicol; Correction, 16534 

Ophthalmic and Topical Dosage Form New 
Animal Drugs; Eprinomectin, 72619 

Postmarketing Reporting Requirements; 
Discontinuance, 78530 

Preemption Review, 61565 

Premarket Approval for Three Class III 
Preamendments Devices, 50663 

Required Warnings for Cigarette Packages and 
Advertisements, 36628 

Requirements for Constituent Materials; Revision, 
20513 

Secondary Direct Food Additives Permitted in 
Food for Human Consumption, 11328 


Small Entity Compliance Guide: 
Topical Acne Drug Products; Labeling 
Revision, etc., 36307 
Temperature-Indicating Devices: 
Thermally Processed Low-Acid Foods Packaged 
in Hermetically Sealed Containers, 11892 
Temperature-Indicating Devices; Correction, 
81363 
Tobacco Products: 
Substantial Equivalence Requirements; 
Exemptions, 38961 
Tolerances for Residues of New Animal Drugs 
in Food: 
2-Acetylamino-5-Nitrothiazole; Buquinolate; 
Chlorobutanol; Estradiol and Related 
Esters, etc.; Correcting Amendments, 
16290 
Unapproved Drugs: 
Marketed New Drugs Without Approved NDAs 
or ANDAs; Guidance Revision, 58398 
Immunology and Microbiology Devices: 
Classification of Ovarian Adnexal Mass 
Assessment Score Test System; Correction, 
22322 


PROPOSED RULES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
SPF Labeling and Testing Requirements and 
Drug Facts Labeling for Over-the-Counter 
Sunscreen Drug Products, 35678 
Bar Code Technologies for Drugs and Biological 
Products: 
Retrospective Review Under Executive Order, 
3563, 66235 
Cardiovascular Devices: 
Reclassification of External Pacemaker Pulse 
Generator Devices, 64224 
Cigarettes and Smokeless Tobacco; Children and 
Adolescents; Restrictions, 71281 
Color Additive Petitions: 

CooperVision, Inc.; Filing, 37690 
Disqualification of a Clinical Investigator, 20575 
Draft Guidance: 

In Vitro Diagnostic Devices for Bacillus Species 

Detection, 28688 
Drug Labeling: 
Laxatives for Over-the-Counter Use; 
Amendment to Tentative Final Monograph, 
7743 
Effective Date of Requirement for Premarket 
Approval for a Pacemaker Programmer, 
47085 
Filing of Color Additive Petitions: 

CooperVision, Inc., 55321 
Food Additive Petitions; Animal Usages: 

Lanxess Corp.; Calcium Formate, 48751 
Food Additives: 

Nexira; Petition, 78866 
Food Additives; Animal Use: 

BASF Corp.; Methyl Esters of Conjugated 

Linoleic Acid, Silicon Dioxide, 32332 
Food Labeling: 
Calorie Labeling on Vending Machine Foods, 
19238 
Gluten-Free Foods; Reopening of Comment 
Period, 46671 
Nutrition Labeling of Menu Items in Food 
Establishments; Correction, 30050, 30051 
Nutrition Labeling of Standard Menu Items in 
Restaurants and Food Establishments, 
19192 
Vending Machine Foods; Calorie Labeling; 
Correction, 37291 
Health Claim; Phytosterols and Risk of Coronary 
Heart Disease, 525 
Human Subjects Research Protections: 
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Enhancing Protections for Research Subjects 
and Reducing Burden, Delay, and 
Ambiguity for Investigators, 44512 

Human Subjects Research Protections; Extension 
of Comment Period, 54408 
Medical Devices: 

Ovarian Adnexal Mass Assessment Score Test 

System, 16350 
Meetings: 

Food Safety Modernization Act, Focus on 

Preventive Controls for Facilities, 20588 
Microbiology Devices: 

Classification of In Vitro Diagnostic Device for 
Yersinia Species Detection, 69034 

In Vitro Diagnostic Device for Bacillus Species 
Detection; Classification, 28689 

Non-Face-to-Face Sale and Distribution of 
Tobacco Products and Advertising, 
Promotion, and Marketing of Tobacco 
Products, 55835, 76096 

Orphan Drug Regulations, 64868 

Premarket Approval for an Implantable Pacemaker 
Pulse Generator, 44872 

Premarket Approval for Cardiovascular Permanent 
Pacemaker Electrode; Correction, 53851 

Prescription Drug Marketing Act: 

Removal of Certain Requirements; Public 
Comment, 41434 

Prevention of Salmonella Enteritidis in Shell Eggs 
During Production, Storage, and 
Transportation, 41157 

Requirement for Premarket Approval for 
Cardiovascular Permanent Pacemaker 
Electrode, 48058 

Requirement for Premarket Approval for Cranial 
Electrotherapy Stimulator, 48062 

Retrospective Review Under E.O. 3563, 23520 

Sterility Test Requirements for Biological 
Products, 36019 

Sunscreen Drug Products for Human Use; Dosage 
Forms; Comment Period Extension, 56682 

Sunscreen Drug Products for Over-the-Counter 
Human Use; Revised Effectiveness 
Determinations, 35669, 35672 

Tobacco Products: 

Exemptions From Substantial Equivalence 
Requirements, 737 

Tobacco Products; Amendments, 20901 

Weight Control Drug Products for Over-the- 
Counter Human Use: 

Benzocaine; Status Change, 12916 

NOTICES 

Advisory Committees; Filing of Closed Meeting 
Reports, 5380 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 4116, 
21378, 24888, 55918, 72710 

Additional Criteria and Procedures for 
Classifying Over-the-Counter Drugs as 
Safe, etc., 6801, 40734 

Additional Listing Information for Medical 
Device Registration and Listing, 17656 

Adverse Experience Reporting for Licensed 
Biological Products; and General Records, 
41504 

Animal Drug User Fee Cover Sheet, Form, 546, 
7866 

Animal Drug User Fees and Fee Waivers and 
Reductions, 6475 

Animal Generic Drug User Fee Act Cover 
Sheet, 61709 

Antiparasitic Resistance and Combination New 
Animal Drugs Survey, 29762 

Appeals of Science-Based Decisions above 
Division Level at Center for Veterinary 
Medicine, 62812 


Appeals of Science-Based Decisions Above the 
Division Level at the Center for Veterinary 
Medicine, 41264 

Application for Food and Drug Administration 
Approval to Market a New Drug, 20680 

Application Form for Orphan Medicinal Product 
Designation, 70461 

Application for Participation in the Medical 
Device Fellowship Program, 4913, 19778 

Applications for Approval to Market a New 
Drug; Postmarketing Reports; etc., 40374 

Applications for Food and Drug Administration 
Approval to Market New Drug, 
Postmarketing Reports, etc.; Correction, 
20677, 42713 

Blood Establishment Registration and Product 
Listing, 48167, 79691 

Certification to Accompany Drug, Biological 
Product, and Device Applications or 
Submissions, 26305, 59401 

Channels of Trade Policy for Commodities With 
Residues of Pesticide Chemicals, 12967, 
35448, 66072 

Charging for Investigational Drugs, 10609 

Citizen Petitions; Petition for Reconsideration 
or Stay of Action; Advisory Opinions, 
55396 

Class II Special Controls Guidance Document; 
Labeling for Natural Rubber Latex 
Condoms, 71575 

Class II Special Controls Guidance Document, 
Labeling for Natural Rubber Latex 
Condoms, 40377 

Color Additive Certification Requests and 
Recordkeeping, 10371, 30369 

Comparing Nutrition Knowledge, Attitude, and 
Behavior Among English-Dominant 
Hispanics, Spanish-Dominant Hispanics, 
and Other Consumers, 13626, 52665 

Cooperative Manufacturing Arrangements for 
Licensed Biologics, 48166 

Cosmetic Labeling Regulations, 41264 

Current Good Manufacturing Practice in 
Manufacturing, Packaging, Labeling , or 
Holding Operations for Dietary 
Supplements, 28045 

Current Good Manufacturing Practice Quality 
System Regulation, 2123 

Current Good Manufacturing Practice 
Regulations for Finished Pharmaceuticals, 
6142, 6620, 31342 

Current Good Manufacturing Practices and 
Related Regulations for Blood and Blood 
Components, etc., 45262, 79692 

Customer/Partner Service Surveys, 2395, 40920 

Data to Support Communications to Educate 
Consumers on How to Safely Purchase 
Drugs Online, 40920, 64949 

Data to Support Communications Usability 
Testing, 34083, 52332 

Data to Support Drug Product Communications, 
6800, 32217 

Data to Support Food and Nutrition Product 
Communications, 29760 

Dissolvable Tobacco Products, 11485 

Draft Guidance for Industry; Submission of 
Warning Plans for Cigarettes and 
Smokeless Tobacco Products, 55923 

Draft Guidance for Industry on Postmarketing 
Adverse Event Reporting for Medical 
Products, etc., 37124 

Draft Guidance for Industry on User Fee 
Waivers, Reductions, and Refunds for Drug 
and Biological Products, 40375 

Draft Guidance for Tobacco Retailers on 
Tobacco Retailer Training Programs, 72710 
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Draft Guidance on Voluntary Audit Report 
Submission, 39880 

Electronic Records; Electronic Signature, 24 

Electronic Records; Electronic Signatures, 
40378 

Establishment and Operation of Clinical Trial 
Data Monitoring Committees, 79689 

Examination of Online Direct-to-Consumer 
Prescription Drug Promotion, 23821, 78663 

Expanded Access to Investigational Drugs for 
Treatment Use, 11789 

Experimental Study; Disease Information in 
Branded Promotional Material, 50737 

Experimental Study; Effect of Promotional 
Offers in Direct-to-Consumer Prescription 
Drug Print Advertisements on Consumer 
Product Perceptions, 58011 

Experimental Study of Comparative Direct-to- 
Consumer Advertising, 38663, 76978 

Experimental Study of Format Variations in the 
Brief Summary of Direct-to-Consumer 
Print Advertisements, 38658 

Experimental Study of Nutrition Facts Label 
Formats, 30369 

Experimental Study on Comparing Data 
Obtained From Landline Telephone and 
Cell Phone Surveys, 76422 

Experimental Study on Consumer Responses to 
Labeling Statements on Food Packages, 
20675 

Experimental Study on Consumer Responses to 
Nutrition Facts Labels, etc., 29758, 81948 

Experimental Study on Consumer Responses to 
Whole Grain Labeling Statements on Food 
Packages, 30725 

Experimental Study on Public Display of Lists 
of Harmful and Potentially Harmful 
Tobacco Constituents, 77837 

Experiment to Evaluate Risk Perceptions of 
Produce Growers, Food Retailers, and 
Consumers after Food Recall, etc., 21379, 
62810 

Resulting From a Foodborne Iliness Outbreak, 

Exports; Notification and Recordkeeping 
Requirements, 40376 

Extralabel Drug Use in Animals, 50736, 71039 

FDA Recall Regulations, 38184 

Filing Objections and Requests for a Hearing 
on a Regulation or Order, 55922 

Focus Groups About Drug Products as Used 
by the Food and Drug Administration, 
14405 

Focus Groups as Used by the Food and Drug 
Administration, 6802 

Followup Study for Infant Feeding Practices 
Study II, 11251, 41501, 71577 

Food Additive, Color Additive (Including 
Labeling), and Generally Recognized as 
Safe Affirmation, etc., 46819 

Food Canning Establishment Registration, 
Process Filing, and Recordkeeping for 
Acidified Foods, etc., 11783 

Food Labeling Regulations, 368 

Food Safety Modernization Act; Economic 
Hardship Fee Reduction Guidance, 72712 

Format and Content Requirements for Over-the- 
Counter Drug Product Labeling, 9022 

Form for Orphan Medicinal Product Designation 
(Form FDA 3671), 3910 

Generic Clearance for Collection of Qualitative 
Feedback on FDA Service Delivery, 74790 

Generic Clearance for the Collection of 
Qualitative Feedback on Agency Service 
Delivery, 29763 

Good Laboratory Practice Regulations for 
Nonclinical Studies, 25, 41503 
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Guidance for Industry; Fast Track Drug 
Development Programs; Designation, 
Development, and Application Review, 
20679, 45261 

Guidance for Industry; Health Claim or Nutrient 
Content Claim Based on Authoritative 
Statement of Scientific Body, 46819 

Guidance for Industry, Cooperative 

Manufacturing Arrangements for Licensed 
Biologics, 14405 

Guidance for Industry on Citizen Petitions and 
Petitions for Stay of Action, 34083 

Guidance for Industry on Pharmacogenomic 
Data Submissions, 6621, 37123 

Guidance for Industry on Postmarketing 
Adverse Event Reporting for 
Nonprescription Human Drug Products, 
etc., 80946 

Guidance for Industry on Special Protocol 
Assessment, 14404 

Guidance for Industry on Updating Labeling for 
Susceptibility Test Information, etc., 27061 

Guidance on Consultation Procedures; Foods 
Derived From New Plant Varieties, 9020 

Guide to Minimize Microbial Food Safety 
Hazards of Fresh-Cut Fruits and 
Vegetables, 5180 

Hazard Analysis and Critical Control Point 
Procedures for Safe and Sanitary 
Processing and Importing of Juice, 4918 

Health and Diet Survey, 1168, 29757, 65732 

Human Tissue Intended for Transplantation, 
7866 

Implementation of the Food and Drug 
Administration Amendments Act of 2007, 
68195 

Importer’s Entry Notice, 23 

Index of Legally Marketed Unapproved New 
Animal Drugs for Minor Species, 10605 

Infant Formula Label Statements Experimental 
Study, 11788 

Infant Formula Recall Regulations, 32976, 
51371, 71041 

Information from United States Firms and 
Processors that Export to European 
Community, 27061 

Institutional Review Boards, 34085 

Investigational New Drug Regulations, 4914, 
27328 

Labeling of Nonprescription Human Drug 
Products Marketed Without an Approved 
Application, etc., 6798 

Labeling Requirements for Blood and Blood 
Components, Including Source Plasma; 
Revisions, 82300 

Labeling Requirements for Products Held by 
the Strategic National Stockpile, 23819 

Manufacturer’s Notification of the Intent to Use 
an Accredited Person, etc., 29764 

Medical Device Labeling Regulations, 13623, 
48866 

Medical Device Recall Authority, 71041 

Medical Devices; Device Tracking, 26304 

Medical Devices; Humanitarian Use Devices, 
55394, 82301 

Medical Devices; Recommended Glossary and 
Educational Outreach to Support Use of 
Symbols on Labels, 1169, 17656 

Medical Devices; Reports of Corrections and 
Removals, 14022 

Medical Devices; Third Party Review Program 
under Food and Drug Administration 
Modernization Act, 13623 

MedWatch; Medical Products Reporting 
Program, 76417 

MedWatch - Medical Products Reporting 

Program, 55919 
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National Consumer Surveys on Understanding 
Risks and Benefits of FDA-Regulated 
Medical Products, 38186 

New Animal Drugs for Investigational Uses, 
37814-37815, 59139 

Notification of Health Claim Based on 
Authoritative Statement of Scientific Body, 
77838 

Orphan Drugs; Common EMA/FDA Application 
form for Orphan Medicinal Product 
Designation, 28043 

Patent Term Restoration, Due Diligence 
Petitions, Filing, Format, and Content of 
Petitions, 2127, 14405 

Petition to Request Exemption from 100 Percent 
Identity Testing of Dietary Ingredients, 
etc., 368 

Premarket Approval of Medical Devices, 4917 

Premarket Notification for a New Dietary 
Ingredient, 71576 

Premarket Notification for New Dietary 
Ingredient, 32214, 51986 

Preparing Claim of Categorical Exclusion or 
Environmental Assessment for Submission, 
etc., 368 

Prescription Drug Advertisements, 4117, 36541 

Prescription Drug Marketing Act of 1987; 
Administrative Procedures, Policies, and 
Requirements, 60501 

Prescription Drug Product Labeling; Medication 
Guide Requirements, 79194 

Presubmission Conferences, New Animal Drug 
Applications and Supporting Regulations, 
6798, 20684 

Pretesting of Tobacco Communications, 4917 

Procedures for Requests for Information Under 
the Federal Food, Drug, and Cosmetic Act, 
30724 

Prominent and Conspicuous Mark of 
Manufacturers on Single-Use Devices, 
59704 

Radioactive Drug Research Committees, 11786, 
35448 

Recall Regulations, 72420 

Reclassification Petitions for Medical Devices, 
70460 

Recordkeeping and Records Access 
Requirements for Food Facilities, 2396, 
17131 

Record Retention Requirements for Soy Protein 
and Risk of Coronary Heart Disease Health 
Claim, 71040 

Registration of Producers of Drugs and Listing 
of Drugs in Commercial Distribution, 
65730 

Regulations for In Vivo Radiopharmaceuticals 
Used for Diagnosis and Monitoring, 34079, 
61711 

Reports and Records Under Prescription Drug 
Marketing Act of 1987, 32362 

Request for Designation as Country Not Subject 
to the Restrictions Applicable to Human 
Food, etc., Manufactured From Cattle, 
35897, 65729 

Requests for Inspection Under the Inspection 
by Accredited Persons Program, 59400 

Requirements for Submission of Bioequivalence 
Data, 34081, 61710 

Requirements on Content and Format of 
Labeling for Human Prescription Drug and 
Biological Products, 78668 

Restaurant Menu and Vending Machine 
Labeling; Recordkeeping and Mandatory 
Third Party Disclosure, etc., 5380 

Restaurant Menu and Vending Machine 

Labeling, etc., 41265 
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Restaurant Menu and Vending Machine 
Labeling, Registration for Small Chains, 
etc., 5384, 32215 

Scientific and Technical Issues Related to 
Pharmaceutical Current Good 
Manufacturing Practice, 35896, 55067 

State Enforcement Notifications, 69742 

State Petitions for Exemption for Preemption, 
71041 

State Petitions for Exemption From Preemption, 
34082, 51373 

Substances Prohibited from Use in Animal Food 
or Feed, 45259, 64950 

Substantiation for Dietary Supplement Claims 
Made under Federal Food, Drug, and 
Cosmetic Act, 32215, 51988 

Survey of Health Care Providers’ Responses to 
Medical Device Labeling, 67459 

Survey on Consumers Emotional and Cognitive 
Reactions to Food Recalls, 20990 

Temporary Marketing Permit Applications, 
34080, 51370, 65729 

Testing Communications on Biological 
Products, 5179 

Testing Communications on Medical Devices 
and Radiation-Emitting Products, 11789 

Tobacco Product Reporting Violation Form, 
52333 

Tobacco Products, Exemptions From Substantial 
Equivalence Requirements; Correction, 
56200, 62418 

Veterinary Feed Directive, 46818, 67460 

Voluntary Cosmetic Registration Program, 
10607, 40734 

Voluntary National Retail Food Regulatory 
Program Standards, 2124, 17132, 33307 

Waiver of In Vivo Demonstration of 
Bioequivalence of Animal Drugs in Soluble 
Powder Oral Dosage Form Products, etc., 
65733 

Current Good Manufacturing Practice 
Regulations for Finished Pharmaceuticals, 
60052 

Animal Drug User Fee Act; Reopening of 
Comment Period, 79195 

Animal Drug User Fee Rates and Payment 
Procedures for Fiscal Year 2012, 45811 

Animal Generic Drug User Fee Act; Reopening 
of Comment Peiiod, 79195 

Animal Generic Drug User Fee Rates and 
Payment Procedures for Fiscal Year 2012, 
45814 

Approaches to Reducing Sodium Consumption; 
Correction, 67196 

Approaches to Reducing Sodium Consumption; 
Establishment; Extension of Comment Period, 
74039 

Request for Comments, Data, and Information, 
57050 

Authorization of Emergency Use; Availability: 

Doxycycline Hyclate Tablet Emergency Kits for 
Eligible United States Postal Service 
Participants and Their Household 
Members, 72935 

Authorization of Emergency Use of Oral 
Formulations of Doxycycline; Availability, 
47197 

Biologics Price Competition and Innovation Act 
of 2009: 

Options for User Fee Program for Biosimilar 
and Interchangeable Biological Product 
Applications, etc., 27062 

Burden of FDA Food Safety Modernization Act 
Fee Amounts on Small Business, 64354 

Burden of Food and Drug Administration Food 

Safety Modernization Act Fee Amounts on 

Small Business, 45818 


Campaign to Improve Poor Medication Adherence, 
12969 
Center for Devices and Radiological Health: 
Standard Operating Procedures for Network of 
Experts; Request for Comments, 62072 
Certification Requirements for Caseins, Caseinates, 
and Mixtures Thereof Exported from Ireland 
to the U.S., 14407 
Clarifying Edits to Existing Special Controls 
Guidance Documents; Availability, 17135 
Clinical Investigator Training Course, 45577 
Collaboration in Regulatory Science and Capacity 
To Advance Global Access to Safe Vaccines 
and Biologicals, 32364 
Communications and Activities: 

Off-Label Uses of Marketed Products and Use 
of Products Not Yet Legally Marketed, 
81508 

Cooperative Agreements to Develop and 
Disseminate Botanical Natural Product 
Research, etc.: 
University of Mississippi National Center for 
Natural Products Research, 19996 
Cooperative Agreements with World Health 
Organization Department of Food Safety and 
Zoonoses: 

Support of Strategies that Address Food Safety 
Problems that Align Domestically and 
Globally; Correction, 44592 

Cooperative Agreement to Support Shellfish 
Safety Assistance Project, 37815-37817 

Cooperative Agreement With the World Health 
Organization Department of Food Safety and 
Zoonoses: 

Strategies That Address Food Safety Problems 
That Align Domestically and Globally, 
37817 

Cooperative Arrangement with Inter-American 
Institute for Cooperation in Agriculture, 
31345 

Critical Path Manufacturing Sector Research 
Initiative, 41266 

Debarment Order: 

Albert Poet, 11789 

Debarment Orders: 

Adrien E. Aiache, 30946 

Albert Ronald Cioffi, 66072 

Anastasios Pappas, 12971 

Andrew K. Choi, 48168 

David E. Berman, 12971 

Deborah Martinez Seldon, 61712 

Gayle Rothenberg, 69272 

Hung Ta Fan, 50739 

Ivyl W. Wells, 21910 

Maja S. Ruetschi, 18556 

Maria Carmen Palazzo, 19100 

Marilyn A. Mehlmauer, 18557 

Mark E. Van Wormer, 13192 

Scott S. Reuben, 71042 

Stephen Lee Seldon, 30947 

Timothy J. Rosio, 37126 

Denial of Hearing; Final Debarment Orders: 

Ray Nathan, 48869 : 

Denials Without Prejudice of Food Additiv 
Petitions: 

Alpha Omega Technology, Inc., 15986 

Hartech Corp., 15985 

Determination a Product Was Not Withdrawn 
From Sale for Reasons of Safety or 
Effectiveness: 

FENTORA (Fentanyl Citrate) Buccal Tablet, 
300 Micrograms, 19997 

Determination of Regulatory Review Period for 
Purposes of Patent Extensions: 

ATRYN; Correction, 21381 

Brovana, 36928 


CONVENIA, 24034 
Dexilant, 36929 
Fusilev (Levoleucovorin), 36927 
INVEGA SUSTENNA, 37128 
ISTODAX, 14671 
PRISTIQ; Correction, 28235 
XYZAL, 37127 
Determination of System Attributes for the 
Tracking and Tracing of Prescription Drugs, 
29765 
Determinations: 
BRETYLIUM TOSYLATE Injection, 50 
Milligrams/Milliliter Not Withdrawn From 
Sale for Reasons of Safety or 
Effectiveness, 78669 
Determinations; Not Withdrawn from Sale for 
Reasons of Safety or Effectiveness: 
KEFLEX (Cephalexin) Capsule, Equivalent to 
333 Milligrams Base, 20357 
Determinations of Regulatory Review Period for 
s of Patent Extension: 
MYFORTIC, 35899 
Determinations of Regulatory Review Periods for 
Purpose of Patent Extensions: 
VOTRIENT, 25357 
Determinations That Drug Products Were Not 
Withdrawn From Sale for Reasons of Safety 
or Effectiveness: 
DEMULEN 1/50-28 (Ethinyl Estradiol; 
Ethynodiol Diacetate) Tablet and Four 
Other Drug Products, 75886 
LOXITANE Capsules, et al., 59141 
Determinations that Drugs Were Not Withdrawn 
from Sale for Reasons of Safety or 
Effectiveness: 
HYCODAN, 82302 
OPANA ER Extended-Release Tablets, 7.5 
Milligrams and 15 Milligrams, 53908 
TALWIN COMPOUND Tablets (Aspirin; 
Pentazocine Hydrochloride), 325 
Milligrams; Equivalent to 12.5 Milligram 
Base, 53907 
Determinations that Products Not Withdrawn from 
Sale for Reasons of Safety or Effectiveness: 
ROCEPHIN (Ceftriaxone Sodium) Injection, 
250 Milligrams, 500 Milligrams, 1 Gram, 
2 Grams, and 10 Grams Base/Vial, 14023 
Determinations that Products Were Not Withdrawn 
from Sale for Reasons of Safety or 
Effectiveness: 
MEGACE (Megestrol Acetate) Tablets and Nine 
Other Drug Products, 11488 
NILSTAT (Nystatin Powder (Oral, 100 
Percent)), 11487 
NOVANTRONE (Mitoxantrone Hydrochloride) 
Injection, Equivalent to 25 Milligrams 
Base/12.5 Milliliters, etc., 20685 
NUVIGIL (Armodafinil) Tablets, 100 
Milligrams and 200 Milligrams, 44012 
Pentetate Calcium Trisosium Solution, 
Intravenous or Inhalation Administration, 
51991 
Pentetate Zinc Trisodium Solution, Intravenous 
or Inhalation Administration, 51992 
Determinations that Product was Not Withdrawn 
from Sale for Reasons of Safety or 
Effectiveness: 
TRAVATAN (Travoprost Ophthalmic Solution), 
0.004 percent, 71044 
Determination That a Product Was Not Withdrawn 
From Sale for Reasons of Safety or 
Effectiveness: 
Theophylline Oral Solution, 80 milligrams/15 
milliliters, 789 
Determination that Drug Products Were Not 
Withdrawn From Sale for Reasons of Safety 
or Effectiveness: 
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INVERSINE (Mecamylamine Hydrochloride) 
Tablet, etc., 45267 
Determination That Products Were Not Withdrawn 
From Sale for Reasons of Safety or 
Effectiveness: 

TAXOTERE (Docetaxel) Injection, 40 
Milligrams/Milliliter, 72950 

XIBROM (Bromfenac Ophthalmic Solution) 
0.09 Percent, 28045 

Determination That Product Was Not Withdrawn 
From Sale for Reasons of Safety or 
Effectiveness: 

ORLAAM (Levomethadyl Acetate 
Hydrochloride) Oral Solution, 10 
Milligrams/Milliliter, 32366 

Determination that Product Was Withdrawn From 
Sale for Reasons of Safety or Effectiveness: 
Albamycin (Novobiocin Sodium) Capsule, 250 
Milligrams, 3143 
Determination The Products Were Not Withdrawn 
From Sale for Reasons of Safety or 
Effectiveness: 

DECASPRAY (Dexamethasone) Topical 
Aerosol, and AEROSEB-DEX 
(Dexamethasone) Topical Aerosol, 7219 

Halflytely and Bisacodyl Tablets Bowel Prep 
Kit, 51037 

Draft Blueprint for Prescriber Education; 
Availability: 

Long-Acting/Extended-Release Opioid Class- 
Wide Risk Evaluation and Mitigation 
Strategy, 68766 

Draft Documents to Support Submission of an 
Electronic Common Technical Document; 
Availability, 66311 

Draft Guidance; Availability, etc.: 

Positron Emission Tomography Drug 
Applications - Content and Format for New 
Drug Applications, etc., 6143 

Draft Guidance for Clinical Investigators, Industry, 
and FDA Staff; Availability 

Financial Disclosure by Clinical Investigators, 
30175 

Draft Guidance for Industry: 

Cell Selection Devices for Point of Care 
Production of Minimally Manipulated 
Autologous Peripheral Blood Stem Cells; 
Withdrawal, 51038 

Use of Nucleic Acid Tests on Pooled and 
Individual Samples from Donors of Whole 
Blood and Blood Components, etc., 72950 

Draft Guidance for Industry; Availability: 

Applying Human Factors and Usability 
Engineering to Optimize Medical Device 
Design, 36543 

Clinical Trial Endpoints for the Approval of 
Non-Small Cell Lung Cancer Drugs and 
Biologics, 35450 

Compliance With Regulations Restricting the 
Sale and Distribution of Cigarettes and 
Smokeless Tobacco to Protect Children and 
Adolescents, 16424 

Dietary Supplements; New Dietary Ingredient 
Notifications and Related Issues, 55927 

Electronic Source Documentation in Clinical 
Investigations, 1173 

Evaluating Effectiveness of Anticoccidial Drugs 
in Food-Producing Animals, 72422 

Financial Disclosure by Clinical Investigators; 
Correction, 32367 

Implementation of Donor History 
Questionnaires for Use in Screening 
Donors of Source Plasma, 44013 

Neglected Tropical Diseases of Developing 
World; Developing Drugs for Treatment or 
Prevention, 52958 
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Non-Penicillin Beta-Lactam Risk Assessment, A 
CGMP Framework, 14024 

Oversight of Clinical Investigations; A Risk- 
Based Approach to Monitoring, 53683 

Postmarketing Adverse Event Reporting for 
Medical Products and Dietary Supplements 
During an Influenza Pandemic, 1170 

Pre-Storage Leukocyte Reduction of Whole 
Blood and Blood Components Intended for 
Transfusion, 5386 

Regulatory Classification of Pharmaceutical Co- 
Crystals, 75551 

Responding to Unsolicited Requests for Off- 
Label Information About Prescription 
Drugs and Medical Devices, 82303 

Standards for Clinical Trial Imaging Endpoints, 
51993 

Tablet Scoring; Nomenclature, Labeling, and 
Data for Evaluation, 53909 

Testing for Salmonella Species in Human Foods 
and Direct-Human-Contact Animal Foods, 
16425 

Use of Histology in Biomarker Qualification 
Studies, 82306 

User Fee Waivers, Reductions, and Refunds for 
Drug and Biological Products, 13629 

Applications for Premarket Review of New 
Tobacco Products; Agency Information 
Collection Activities, etc., 60055 

Draft Guidance for Industry; Availability, etc.: 

Size of Beads in Drug Products Labeled for 
Sprinkle, 3144 

Target Animal Safety and Effectiveness 
Protocol Development and Submission, 
6143 

Draft Guidance for Industry; Dietary Supplements; 
Availability: 
_ New Dietary Ingredient Notifications and 
Related Issues, 39111 
Draft Guidance for Industry; Withdrawals: 

Questions and Answers on Implementation of 
Menu Labeling Provisions, Section 4205, 
Patient Protection and Affordable Care Act, 
2010, 4360 

Draft Guidance for Industry and FDA Staff; 
Availability, etc.: 

510(k) Device Modifications: Deciding When 
to Submit a 510(k) for a Change to an 
Existing Device, 69274 

In Vitro Companion Diagnostic Devices, 41506 

Processing/Reprocessing Medical Devices in 
Health Care Settings; Validation Methods 
and Labeling, 24494 

Draft Guidance for Industry and FDA Staff; Class 
II Special Controls Guidance Documents; 
Availability: 

In Vitro Diagnostic Devices for Yersinia 

Species Detection, 69040 
Draft Guidance for Industry and Food and Drug 
Administration Staff, Availability: 

510(k) Device Modifications; Deciding When 
to Submit 510(k) for Change to Existing 
Device, 44935 

Best Practices for Conducting and Reporting 
Pharmacoepidemiologic Safety Studies 
Using Electronic Healthcare Data Sets, 27 

De Novo Classification Process (Evaluation of 
Automatic Class III Designation); 
Availability, 68767 

Enforcement Policy for Premarket Notification 
Requirements for Certain In Vitro 
Diagnostic and Radiology Devices, 40921 

Establishing a Tobacco Product Was 
Commercially Marketed as of February, 5, 
2007, 22903 

Establishing Performance Characteristics of In 
Vitro Diagnostic Devices for Chlamydia 
Trachomatis, etc., 569, 27331 


Evaluation of Sex Differences in Medical 
Device Clinical Studies, 78670 

Mobile Medical Applications, 43689 

Performance Characteristics of in Vitro 
Diagnostic Devices for Detection of 
Antibodies to Borrelia Burgdorferi, 570 

Draft Guidance for Industry and Staff: 

Content of Investigational Device Exemption 
and Premarket Approval Applications for 
Low Glucose Suspend Device Systems, 
36542 

Draft Guidance for Industry and Staff; 
Availability: 

Class II Special Controls; External Pacemaker 
Pulse Generator, 64228 

Commercially Distributed In Vitro Diagnostic 
Products Labeled for Research or 
Investigational Use Only, 31615 

Content of Investigational Device Exemption 
and Premarket Approval Applications for 
Artificial Pancreas Device Systems, 76166 

De Novo Classification Process (Evaluation of 
Automatic Class III Designation), 61103 

Factors To Consider When Making Benefit-Risk 
Determinations in Medical Device 
Premarket Review, 50483 

Humanitarian Use Device Designations, 77542 

Investigational Device Exemptions for Early 
Feasibility Medical Device Clinical 
Studies, Including Certain First in Human 
Studies, 70150, 80947 

In Vitro Companion Diagnostic Devices, 51993 

Procedures for Handling Section 522 Postmarket 
Surveillance Studies, 50740 

Recommended Warning for Surgeon’s Gloves 
and Patient Examination Gloves that Use 
Powder, 6684, 6685 

Draft Guidance for Industry, Clinical Investigators, 
Institutional Review Boards, and Staff; 
Availability: 

Decisions for Investigational Device Exemption 
Clinical Investigations, 70151, 80948 

Design Considerations for Pivotal Clinical 
Investigations for Medical Devices, 50484 

Draft Guidance for Industry on Chemistry, 
Manufacturing, and Controls Information; 
Availability: 

Fermentation-Derived Intermediates, Drug 
Substances, and Related Drug Products for 
Veterinary Medicinal Use, 13629 

Draft Guidance for Industry on Clinical 
Pharmacogenomics; Availability: 

Premarketing Evaluation in Early Phase Clinical 

Studies, 583 
Draft Guidance for Industry on Medication 
Guides; Availability: 

Distribution Requirements and Inclusion of 
Medication Guides in Risk Evaluation and 
Mitigation Strategies, 10908 

Draft Guidance for Industry on Safety Labeling 
Changes; Availability: 
Implementation of the Federal Food, Drug, and 
Cosmetic Act, 20686 
Draft Guidance for Industry on Self-Selection 
Studies for Nonprescription Drug Products; 
Availability, 58018 
Draft Guidance for Staff; Availability: 

Demonstrating Substantial Equivalence of New 
Tobacco Product; Responses to Frequently 
Asked Questions, 55927 

Draft Guidance on Implementation; Availability: 
E2B(R3) Electronic Transmission of Individual 
Case Safety Reports, etc., 65199 
Draft Guidance on Media Fills for Validation of 
Aseptic Preparations for Positron Emission 
Tomography Drugs; Availability, 60847 


Draft Guidance on Q11 Development and 
Manufacture of Drug Substances; 
Availability: 

International Conference on Harmonisation, 
38187 

Draft Guidances for Industry; Availability: 

Considering Whether an FDA-Regulated 
Product Involves the Application of 
Nanotechnology, 34715 

Draft Guidances for Industry and Staff; 
Availability: 

510(k) Program, Evaluating Substantial 
Equivalence in Premarket Notifications; 
Availability, 81510 

Center for Devices and Radiological Health 
Appeals Processes, 81511 

Classification of Products as Drugs and Devices 
and Additional Product Classification 
Issues, etc., 36133 

Performance Characteristics of In Vitro 
Diagnostic Devices for Detection of 
Methicillin-Resistant Staphylococcus 
Aureus, etc., 34999 

Draft Reports; Availability: 

Identifying Center for Drug Evaluation and 
Research’s Science and Research Needs, 
44593 

Drug Products Not Withdrawn From Sale for 
Reasons of Safety or Effectiveness; 
Determinations: 

Sodium Fluoride F-18 Injection, 37129 

Drugs for Human Use: 

Drug Efficacy Study Implementation; Oral 
Prescription Drugs, etc.; Withdrawal of 
Hearing Requests; Final Resolution of 
Dockets, 11790 

Unapproved and Misbranded Oral Drugs 
Labeled for Prescription Use, etc.; 
Enforcement Action Dates, 11794 

Drugs for Human Use; Drug Efficacy Study 
Implementation: 

Oral Prescription Drugs Offered for Relief of 
Symptoms of Cough, Cold, or Allergy, 
etc., 1174 

Establishing Timeframes for Implementation of 
Product Safety Labeling Changes, 78929 

Establishments of Public Dockets: 

Trials to Verify and Describe Clinical Benefit 
of Midodrine Hydrochloride, 1620 

Expedited Review for New Animal Drug 
Applications for Human Pathogen Reduction 
Claims; Withdrawal, 30176 

FDA Advisory Committees: 

Industry Participation in Selection of Members, 
39403 

FDA Food Safety Modernization Act, Focus on 
Inspections and Compliance, 30727 

FDA Transparency Initiative: 

Improving Transparency to Regulated Industry, 
1180 

Fee for Using a Priority Review Voucher in Fiscal 
Year 2012, 53910 

Filing of Petitions for Food Additives and Color 
Additives; Relocation in the Federal Register, 
47210 

Filings of Color Additive Petitions: 

Sun Chemical Corp., 20992 

Food Additive Petitions (Animal Use): 

Ferm Solutions, Inc.; Erythromycin 
Thiocyanate, 22904 

Food and Drug Administration Modernization Act 
of 1997: 

Modifications to List of Recognized Standards, 
46300 

Modifications to the List of Recognized 
Standards, Recognition List Number, 26, 
13631 
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Food and Drug Administration Transparency 
Initiative; Availability: 

Draft Proposals To Increase Transparency by 
Promoting Greater Access to the Agency’s 
Compliance and Enforcement Data, 61366 

Food Safety Modernization Act: 

Domestic and Foreign Facility Reinspections, 
Recall, and Importer Reinspection User Fee 
Rates for Fiscal Year 2012, 45820, 53478 

Correction, 

Funding Availabilities: 
Dauphin Island Sea Lab Collaboration, 38666 
Generic Drug User Fee; Extension of Comment 
Period, 33307 
Generic Drug User Fee; Meeting, 76738 
Gluten in Drug Products, 79196 
Grant Funds; Availability: 

Cooperative Agreement; Strengthen and 
Promote Role of Local Health Departments 
in Retail Food Safety Regulation, 33307 

Grant Programs: 

Direct Discovery of HLA Associated Influenza 
Epitopes Isolated From Human Cells for 
Vaccine Development, etc., 51374 

Guidance for Food and Drug Administration Staff 
and Tobacco Retailers; Availability: 

Civil Money Penalties and No-Tobacco-Sale 
Orders for Tobacco Retailers, 22905 

Guidance for Industry: 

Prevention of Salmonella Enteritidis in Shell 
Eggs During Production, Storage, and 
Transportation; Availability, 81513 

Guidance for Industry; Availability: 

Citizen Petitions and Petitions for Stay of 
Action, 33309 

Clinical Considerations for Therapeutic Cancer 
Vaccines, 68768 

Computer Crossmatch (Computerized Analysis 
of the Compatibility Between the Donor’s 
Cell Type and the Recipient’s Serum or 
Plasma Type, 23824 

Current Good Tissue Practice and Additional 
Requirements for Manufacturers of Human 
Cells, Tissues, and Cellular and Tissue- 
Based Products, 82308 

Dosage Delivery Devices for Orally Ingested 
OTC Liquid Drug Products, 25696 

Evaluating the Safety of Flood-affected Food 
Crops for Human Consumption, 65734 

Hypertension Indication, Drug Labeling for 
Cardiovascular Outcome Claims, 14024 

Implementation of Acceptable Abbreviated 
Donor History Questionnaire, etc., 65735 

Implementation of the Fee Provisions of the 
FDA Food Safety Modernization Act, 
62073 

Incorporation of Physical-Chemical Identifiers 
Into Solid Oral Dosage Form Drug 
Products for Anticounterfeiting, 63304 

Measures to Address the Risk for 
Contamination by Salmonella Species in 
Food Containing Pistachio, etc., 58813 

Medication Guide Distribution Requirements 
and Inclusion of Medication Guides in Risk 
Evaluation and Mitigation Strategies, 
71577 

Nonclinical Evaluation of Late Radiation 
Toxicity of Therapeutic 
Radiopharmaceuticals, 72952 

Planning for Effects of High Absenteeism to 
Ensure Availability of Medically Necessary 
Drug Products, 14025 

Potency Tests for Cellular and Gene Therapy 
Products, 28 

Reproductive and Developmental Toxicities - 
Integrating Study Results to Assess 
Concerns, 59142 


Residual Drug in Transdermal and Related Drug 
Delivery Systems, 51038 

Studies to Evaluate the Safety of Residues of 
Veterinary Drugs in Human Food, etc., 
32218 

Submission of Summary Bioequivalence Data 
for Abbreviated New Drug Applications, 
26307 

Target Animal Safety and Effectiveness 
Protocol Development and Submission, 
60503 

Time and Extent Applications for 
Nonprescription Drug Products, 60504 

User Fee Waivers, Reductions, and Refunds for 
Drug and Biological Products, 59705 

Warnings and Precautions, Contraindications, 
and Boxed Warning Sections of Labeling 
for Human Prescription Drugs, etc., 63303 

What You Need to Know About Administrative 
Detention of Foods, 66073 

Guidance for Industry and Food and Drug 
Administration Staff; Availability: 

30 Day Notice for Industry on Influenza; 
Availability: 

Class II Special Controls; Topical Oxygen 
Chamber for Extremities; Correction, 
29251 

Class II Special Controls Guidance Document: 
Low Level Laser System for Aesthetic Use, 
20992 

Class II Special Controls Guidance Document: 
Ovarian Adnexal Mass Assessment Score 
Test System, 16425 

Class II Special Controls Guidance Document: 
Topical Oxygen Chamber for Extremities, 
22906 

Clinical Investigations of Devices Indicated for 
the Treatment of Urinary Incontinence, 
12742 

Demonstrating Substantial Equivalence for 
Tobacco Products, 789 

Developing Drugs for Treatment and/or 
Prophylaxis, 20689 

Establishing Performance Characteristics of In 
Vitro Diagnostic Devices for Detection or 
Detection and Differentiation of Influenza 
Viruses, 41803 

Focused Ultrasound Stimulator System for 
Aesthetic Use, 43332 

Harmful and Potentially Harmful Constituents 
in Tobacco Products, etc., 5387 

Investigational New Drug Applications for 
Minimally Manipulated, Unrelated 
Allogeneic Placental-Umbilical Cord 
Blood, etc., 46303 

Guidance for Industry and Staff; Availability: 

Class Il Special Controls; Repetitive 
Transcranial Magnetic Stimulation 
Systems, 44594 

Class II Special Controls Guidance Document; 
Contact Cooling System for Aesthetic Use, 
6622 

Class II Special Controls Guidance Document: 
Electrocardiograph Electrodes, 43690 

Class II Special Controls Guidance Document, 
Herpes Simplex Virus Types 1 and 2 
Serological Assays, 48870 

Enforcement Policy for Premarket Notification 
Requirements for Certain In Vitro 
Diagnostic and Radiology Devices, 78930 

Establishing Performance Characteristics of In 
Vitro Diagnostic Devices for the Detection, 
etc., of Human Papillomaviruses, 72951 

Guidance for Industry on Fish and Fishery 
Products Hazards and Controls, Fourth 
Edition; Availability, 23823 
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Guidance for Industry on How to Write a Request 
for Designation; Availability, 21752 

Guidance for Industry on Postmarketing Studies 
and Clinical Trials; Availability: 

Implementation of Section 505(0)(3) of the 
Federal Food, Drug, and Cosmetic Act, 
18226 

Guidance for Industry on Process Validation; 
Availability: 
General Principles and Practices, 4360 
Guidance for Industry on Studies to Evaluate the 
Metabolism and Residue Kinetics of 
Veterinary Drugs in Food-Producing Animals: 

Comparative Metabolism Studies in Laboratory 
Animals, 57057 

Marker Residue Depletion Studies to Establish 
Product Withdrawal Periods, 57056 

Metabolism Study to Determine the Quantity 
and Identify the Nature of Residues, 57054 

Validation of Analytical Methods Used in 
Residue Depletion Studies, 57058 

Guidance for Institutional Review Boards, Clinical 
Investigators, and Sponsors; Availability: 

Exception from Informed Consent for 

Emergency Research, 18558 
Guidance for Small Business Entities; Availability: 

Current Good Manufacturing Practice for 
Positron Emission Tomography Drugs, 
47593 

Guidance on Positron Emission Tomography Drug 
Applications; Availability: 

Content and Format for New Drug Applications 
and Abbreviated New Drug Applications, 
54473 

Harmful and Potentially Harmful Constituents in 
Tobacco Products and Tobacco Smoke, 
50226 

Industry Nominations for Allergenic Products 
Advisory Committee, 19101 

Information Related to Risks and Benefits of 
Powdered Gloves, 6684 

Institute of Medicine Report; Availability: 

Medical Devices and the Public’s Health, The 
FDA 510(k) Clearance Process at 35 Years, 
45825 

International Conference on Harmonization: 

Electronic Transmission of Individual Case 
Safety Reports, etc., Correction, 71044 

Guidance on E2F Development Safety Update 
Report; Availability, 52667 

Guidance on Q4B Evaluation and 
Recommendation of Pharmacopoeial Texts, 
etc., 37129 

International Conference on Harmonization Q10 
Pharmaceutical Quality System; Meetings: 

A Practical Approach to Effective Life-Cycle 
Implementation of Systems and Processes 
for Pharmaceutical Manufacturing, 57746 

International Cooperation on Harmonization of 
Technical Requirements for Registration of 
Veterinary Medicinal Products: 

Draft Guidance for Industry on 
Pharmacovigilance of Veterinary Medicinal 
Products; Electronic Standards for Transfer 
of Data, 57060 

Medical Device Innovation Initiative, 7220 

Medical Device Reporting: 

Malfunction Frequency, 12743 

Medical Devices: 

Safety and Effectiveness Summaries for 
Premarket Approval Applications; 
Availability, 17136, 31965, 47210 

Medical Device User Fee and Modernization Act: 

Web Site Location of Fiscal Year 2012 
Proposed Guidance Development, 61367 

Medical Device User Fee Rates for Fiscal Year 
2012, 45826 
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Medical Imaging Drugs Advisory Committee; 
Reestablishment, 25357 
Meetings: 

2011 Parenteral Drug Association/FDA Joint 
Public Conference; Quality and 
Compliance in Today’s Regulatory 
Enforcement Environment, 50741 

2011 Parenteral Drug Association/Food and 
Drug Administration Glass Quality 
Conference, 25358 

Advancing Regulatory Science for Highly 
Multiplexed Microbiology/Medical 
Countermeasure Devices, 71982 

Advisory Committee for Pharmaceutical Science 
and Clinical Pharmacology, 3912, 38188, 
38668 

Advisory Committee for Reproductive Health 
Drugs, 40735, 59142, 59143, 70462 

Advisory Committees, 78931 

Allergenic Products Advisory Committee, 
14414, 59406 

Anesthetic and Analgesic Drug Products 
Advisory Committee, 78283 

Animal Drug User Fee Act, 58279 

Animal Generic Drug User Fee Act, 58277 

Anti-Infective Drugs Advisory Committee, 
6624, 59405, 59406 

Antiviral Drugs Advisory Committee, 14026, 
14027, 62418 

Approaches to Reducing Sodium Consumption, 
63305 

Arthritis Advisory Committee, 29767, 42715 

Arthritis Advisory Committee; Postponement, 
52334 

Blood Products Advisory Committee, 14416, 
39405 

Bridging Idea Development Evaluation 
Assessment and Long-Term Initiative and 
Total Product Life Cycle, etc.; Correction, 
72423 

Bridging the Idea Development Evaluation 
Assessment and Long-Term Initiative and 
Total Product Life Cycle Approaches for 
Evidence Development for Surgical 
Medical Devices and Procedures, 68769 

Cardiovascular and Renal Drugs Advisory 
Committee, 39404, 82310 

Cellular, Tissue, and Gene Therapies Advisory 
Committee, 64951, 81513 

Center for Devices and Radiological Health 
510(k) Implementation; Online Repository 
of Medical Device Labeling, Including 
Photographs, 14028 

Center for Drug Evaluation and Research, 
Approach to Addressing Drug Shortage; 
Public Workshop, 45268, 60505 

Circulatory System Devices Panel of Medical 
Devices Advisory Committee, 36548 

Circulatory System Devices Panel of the 
Medical Devices Advisory Committee, 
56200, 58019, 63928 

Clinical Development Programs for Sedation 

; Products; Public Workshop, 68197 

Cosmetic Microbiological Safety Issues, 67461 

Dermatologic and Ophthalmic Drugs Advisory 
Committee, 30176, 71349 

Design of Clinical Trials for Systemic 
Antibacterial Drugs for Treatment of Acute 
Otitis Media; Public Workshop, 39883 

Determination of System Attributes for Tracking 
and Tracing of Prescription Drugs; Public 
Workshop, 1182 

Development and Evaluation of Human 
Cytomegalovirus Vaccines; Workshop, 
69743 

Dialogues in Diversifying Clinical Trials; 
Successful Strategies for Engaging Women 
and Minorities, 51375 


Drug-Induced Liver Injury; Are We Ready to 
Look?, 4918 

Drug Safety and Risk Management Advisory 
Committee; Dermatologic and Ophthalmic 
Drugs Advisory Committee, 63929 

Endocrinologic and Metabolic Drugs Advisory 
Committee, 23324, 34085, 55689, 80948 

Ensuring the Safety of Imported Foods and 
Animal Feed; Comparability of Food 
Safety Systems and Import Practices of 
Foreign Countries, 13638 

FDA/Xavier University Global Outsourcing 
Conference, 56770 

FDA Food Safety Modernization Act; Title III 
- A New Paradigm for Importers, 13643 

Food and Drug Administration/Xavier 
University Global Medical Device 
Conference; Public Conference, 15986 

Food Defense Workshop, 60505 

Gastroenterology and Urology Devices Panel of 
Medical Devices Advisory Committee, 
71983 

Gastrointestinal Drugs Advisory Committee, 
32220, 59404 

Gastrointestinal Drugs and Drug Safety and 
Risk Management Advisory Committees, 
37131 

General and Plastic Surgery Devices Panel of 
Medical Devices Advisory Committee; 
Postponement, 39882, 65200 

General and Plastic Surgery Devices Panel of 
the Medical Devices Advisory Committee, 
14415, 42713, 62419 

Generic Drug User Fee, 4119, 24035, 44014 

Generic Drug User Fee; Correction, 79198 

Generic Drug User Fee; Reopening of Comment 
Period, 14028 

Health Professional Organizations; Conference, 
55928 

Immunology Devices Panel of the Medical 
Devices Advisory Committee; 
Postponement, 48871, 55398 

Industry Exchange Workshop on Drug and 
Device Requirements, 6477 

International Conference on Harmonization 
Steering Committee and Expert Working 
Group Meetings, 61368 

Medical Device Epidemiology Network 2011, 
Second Annual Public Workshop, 17657 

Medical Device Innovation Initiative, 7222 

Medical Devices Advisory Committee 
Molecular and Clinical Genetics Panel, 
18227 

Medical Devices and the Public’s Health, The 
FDA 510(k) Clearance Process at 35 
Years; Correction, 54777 

Menthol Report Subcommittee of Tobacco 
Products Scientific Advisory Committee, 
2397 

Microbiology Devices Panel of the Medical 
Devices Advisory Committee, 14414 

Mobile Medical Applications Draft Guidance; 
Public Workshop; Correction, 50231, 
55068 

Molecular and Clinical Genetics Panel of 
Medical Devices Advisory Committee, 
6623 

National Antimicrobial Resistance Monitoring 
System, 37356 

National Mammography Quality Assurance 
Advisory Committee, 60848 

Neurological Devices Panel of Medical Devices 
Advisory Committee, 6625 

Neurological Devices Panel of the Medical 
Devices Advisory Committee, 12973, 
71045 


Nonprescription Drugs Advisory Committee and 
Pediatric Advisory Committee, 12972 

Obstetrics and Gynecology Devices Panel of 
Medical Devices Advisory Committee, 
41507 

Obstetrics and Gynecology Devices Panel of the 
Medical Devices Advisory Committee, 
50485 

Oncologic Drugs Advisory Committee, 1181, 
11489, 35451, 44595, 65736, 82309 

Orthopaedic and Rehabilitation Devices Panel 
of the Medical Devices Advisory 
Committee, 17422 

Pediatric Advisory Committee, 21381, 46304, 
78284 

Pediatric Ethics Subcommittee, 21382 

Pediatric Medical Devices; Public Workshop, 
67463 

Pediatric Oncology Subcommittee of Oncologic 
Drugs Advisory Committee, 58520, 61713 

Peripheral and Central Nervous System Drugs 
Advisory Committee, 3912, 44595 

Positron Emission Tomography, 6144 

Pregnancy and Prescription Medication Use 
Symposium, 17137 

Preparation for International Conference on 
Harmonization Steering Committee and 
Expert Working Group, 20690 

Prescription Drug User Fee Act, 56201 

Psychopharmacologic Drugs Advisory 
Committee, 65736 

Pulmonary-Allergy Drugs Advisory Committee, 
29766 

Rare Disease Patient Advocacy Day, 78931 

Report on Medical Devices and the Public’s 
Health, The FDA 510(k) Clearance Process 
at 35 Years, 50230 

Reprocessing of Reusable Medical Devices, 
24495 

Review and Qualification of Clinical Outcome 
Assessments; Public Workshop, 45271 

Risk Communication Advisory Committee, 
16427, 44017, 58519 

Risk Mitigation Strategies to Address Potential 
Procoagulant Activity in Immune Globulin 
Intravenous Products, 14413 

Role of Naloxone in Opioid Overdose Fatality 
Prevention; Workshop, 71348 

Science Advisory Board to the National Center 
for Toxicological Research, 64355 

Science Board Advisory Committee, 25359, 
42714 

Science Board to the Food and Drug 
Administration, 72953 

Scientific Evaluation of Modified Risk Tobacco 
Product Applications; Public Workshop, 
36544 

SEDASYS Computer-Assisted Personalized 
Sedation System; Ethicon Endo-Surgery, 
Inc.’s Petition for Review, etc., 71980 

Thirteenth International Paul-Ehrlich-Seminar; 
Allergen Products for Diagnosis and 
Therapy; Regulation and Science, 44015 

Tobacco Products Scientific Advisory 
Committee, 2398, 4705, 6626, 10609, 
32219, 58019, 72422 

Town Hall Discussion with Director of Center 
for Devices and Radiological Health and 
Other Senior Center Management, 6476, 
13642, 41804 

Transmissible Spongiform Encephalopathies 
Advisory Committee, 38667 

Ultra High Throughput Sequencing for Clinical 
Diagnostic Applications - Approaches to 
Assess Analytical Validity, 28990 

Unique Device Identification for Postmarket 
Surveillance and Enforcement; Public 
Workshop, 43691 


FEDERAL REGISTER INDEX,-January--December 2011 


Vaccines and Related Biological Products 
Advisory Committee, 3639, 13646, 44016, 
52668, 55397 

Memoranda of Understanding: 

Food and Drug Administration and 
MEDSCAPE, LLC and WEBMD, LLC, 
41267 

Memorandum of Understanding, 74791 
Memorandums Of Understanding: 

International Anesthesia Research Society for 
Strategies for Mitigating Anesthesia 
Related Neuro-Toxicity, etc., 28046 

Memorandums of Understandings; Extensions: 
Entry of Mexican Cantaloupes into United 
States of America, 14030 

National Antimicrobial Resistance Monitoring 
System Strategic Plan, 011-2015, 16795, 
4120 

Nominations for Voting Members on Public 
Advisory Committee, Science Board, 72954 

Pediatric Anesthesia Safety Initiative, 16796 

Pediatric Device Consortia Grant Program, 3145 

Penicillin and Tetracycline Used in Animal Feed, 
79697 

Performance of Drug and Biologics Firms in 
Conducting Postmarketing Requirements and 
Commitments; Correction, 47211, 52669 

Petitions for Review of Denial of Premarket 
Approval: 

Ethicon Endo-Surgery, Inc. SEDASYS 
Computer-Assisted Personalized Sedation 
System, 15321 

Pilot Program for Early Feasibility Study 
Investigational Device Exemption 
Applications, 70152 

Pilot Program for Parallel Review of Medical 
Products, 62808 

Correction, 66309 

Pilot Program to Evaluate Proposed Proprietary 
Name Submissions; No Public Meeting, 
62813 

Prescription Drug Products Containing 
Acetaminophen: 

Actions to Reduce Liver Injury from 

Unintentional Overdose, 2691 
Prescription Drug User Fee Act IV Information 
Technology Plan; Availability, 58020 
Prescription Drug User Fee Rates for Fiscal Year 

2012, 45831 

Preventive Controls for Registered Human Food 
and Animal Food/Feed Facilities, 29767, 
67465 

Product Shortage Report; Availability, 68770 

Proposals to Refuse to Approve Supplemental 
New Drug Applications: 

Bromday (Bromfenac Ophthalmic Solution), 
0.09; Opportunity for Hearing, 46820 

Proposal to Withdraw Approval for Breast Cancer 
Indication for Bevacizumab; Hearing, 27332 

Proyecto Informar; Hispanic Outreach Initiative, 
37820 

Public Database of Products With Orphan-Drug 
Designations: 

Replacing Non-Informative Code Names With 
Descriptive Identifiers, 53912 

Public Workshops: 

Clinical Trial Requirements, Regulations, 
Compliance, and Good Clinical Practice, 
17138, 78933 

Data Needs to Advance Risk Assessment for 
Infectious Diseases Relevant to Blood and 
Blood Products, 63308 

Effects of Ischemia Reperfusion Injury on 
Outcomes in Kidney Transplantation, 
42716 

International Consortium of Orthopedic 
Registries, 20690 


Magnetic Resonance Imaging Safety, 58281 

Quarantine Release Errors in Blood 
Establishments, 42715 

Science of Abuse Liability Assessment, 62419 

Study Methodologies for Diagnostics in the 
Postmarket Setting, 23825 

Quantitative Summary of the Benefits and Risks 
of Prescription Drugs — A Literature 
Review; Availability, 77543 

Recommendations for User Fee Programs: 

Biosimilar and Interchangeable Biological 
Product Applications for Fiscal Years 2013 
Through 2017; Meeting, 76424 

Regulatory Review Period for Purposes of Patent 
Extension: 

ACTEMRA, 31349 

Ampyra, 12974 

Cervarix, 12975 

METVIXIA, 36548 

Regulatory Review Periods for Purpose of Patent 
Extensions; Determinations: 

ATRYN, 15323 

VPRIV, 15322 

Regulatory Site Visit Training Program, 4919, 
76168 

Report and Information on Non-Standardized 
Allergenic Extracts in Diagnosis and 
Treatment of Allergic Disease; Availability, 
59407 

Report of Scientific and Medical Literature and 
Information on Non-Standardized Allergenic 
Extracts, etc.: 

Center for Biologics Evaluation ar.d Research; 
Extension of Comment Period, 71045 

Report on Good Guidance Practices; Availability: 

Improving Efficiency and Transparency, 82311 

Reprocessing of Reusable Medical Devices, 45268 

Request for Nominations for Members: 

Medical Imaging Drugs Advisory Committee, 
45578 

Request for Nominations for Nonvoting Industry 
Representatives on the Tobacco Products 
Scientific Advisory Committee, 56205 

Request for Notification From Consumer 
Organizations Interested in Participating in 
the Selection Process for Nominations for 
Voting and/or Nonvoting Consumer 
Representatives: 

Request for Nominations for Voting and/or 
Nonvoting Consumer Representatives on 
Public Advisory Committees or Panels, 
45579 

Request for Notification From Industry 
Organizations Interested in Participating in 
the Selection Process for Nonvoting Industry 
Representatives: 

Request for Nominations for Nonvoting Industry 
Representatives on Public Advisory 
Committee, 45582 

Request for Scientific Data and Information: 

Risk Assessment on Norovirus in Bivalve 
Molluscan Shellfish, 65200 

Requests for Nominations: 

Food Advisory Committee Voting Members, 
80952 

Voting Members on Public Advisory Panels or 
Committees, 80949 

Requests for Nominations, etc.: 

Nonvoting Industry Representatives, National 
Mammography Quality Assurance 
Advisory Committees, 67466 

Nonvoting Industry Representatives, Public 
Advisory Panels, 67465 

Revised Guidance for Industry; Availability: 

Impurities; Residual Solvents in New Veterinary 
Medicinal Products, Active Substances and 
Excipients, 67746 
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SEDASYS Computer-Assisted Personalized 
Sedation System: 

Ethicon Endo-Surgery, Inc. Petition for Review 
of Denial of Premarket Approval; Meeting 
Cancellation, 75887 

Senior Executive Service Performance Review 
Board Members, 76980 

Site Tours Program, 21753 

Small Entity Compliance Guide; Availability: 

Required Warnings for Cigarette Packages and 
Advertisements, 66074 

Small Entity Compliance Guides; Availability: 
Required Warnings for Cigarette Packages and 
Advertisements; Correction, 67197 

Standard Operating Procedure for Notice to 
Industry Letters, 43693 

Statement of Organization, Functions, and 
Delegations of Authority, 45270 

Statement of Organizations, Functions, and 
Delegations of Authority, 59408 

Statements of Organizations, Functions, and 
Delegations of Authority, 37131, 51039 

Supplemental Funding Under the Pediatric Device 
Consortia Grant Program, 19998 

Tobacco Products Scientific Advisory Committee; 
Request for Nominations, 54777 

Training Program for Regulatory Project 
Managers; Industry Availability, 28 

Unapproved Animal Drugs; Extension of 
Comment Period, 584 

Vaccines and Biological Products Advisory 
Committee; Selection Process and 
Nominations, 60506 

Withdrawal of Approval of 103 New Drug 
Applications and 35 Abbreviated New Drug 
Applications: 

Apothecon, et al.; Correction, 64951 

Withdrawal of Approval of 27 New Drug 
Applications and 58 Abbreviated New Drug 
Applications: 

Novartis Pharmaceuticals Corp. et al.; 

Correction, 59144 
Withdrawal of Approval of 70 New Drug 
Applications and 97 Abbreviated New Drug 
Applications: 

Bristol-Myers Squibb Co., et al., 33310 

Bristol-Myers Squibb Co., et al.; Correction, 
79701 

Withdrawal of Approval of New Animal Drug 
Applications: 

Phenylbutazone; Pyrantel; Tylosin; 

Sulfamethazine; Correction, 22713 
Withdrawals of Approval of New Drug 
Applications: 

MYLOTARG, Wyeth Pharmaceuticals, Inc., 

72955 
Withdrawals of Approvals; New Animal Drug 
Applications: 

Chorionic Gonadotropin; Cuprimyxin; 
Diethylcarbamazine; Levamisole; 
Nitrofurazone; Phenylbutazone, etc., 17927 

Withdrawals of Approvals of New Animal Drug 
Applications: 

Phenylbutazone; Pyrantel; Tylosin; 

Sulfamethazine, 11490 
Workshops: 

Clinical Trial Requirements, Regulations, 
Compliance, and Good Clinical Practice, 
51040 

Hemoglobin Standards and Maintaining 
Adequate Iron Stores in Blood Donors, 
51041 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Adverse Experience Reporting for Licensed 
Biological Products and General Records, 
22401 
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Analgesic Clinical Trials Innovation, 
Opportunities, and Networks Initiative, 22404 
Meetings: 

Cellular, Tissue and Gene Therapies Advisory 

Committee, 22405 
Debarment Orders, 19373 

Cathryn Lyn Chatman (Also Known as Cathryn 

Lyn Garcia), 19373 
Meetings: 

Cardiovascular and Renal Drugs, and Drug 
Safety and Risk Management Advisory 
Committees, 19374 

Safety and Efficacy of Hypnotic Drugs, 19375 

New Regulatory Challenges, 19373 
Request for Scientific Data and Information: 

Relative Risk to Public Health From Foodborne 

Listeria Monocytogenes, 19311 
Statements of Organizations, Functions, and 
Delegations of Authority, 19376 


Food and Nutrition Service 


RULES 

Applying for Free and Reduced Price Meals in 
National School Lunch and Breakfast 
Programs, etc.; Correction, 78095 

Child and Adult Care Food Program: 

Improving Management and Program Integrity, 
34542 

Child Nutrition Programs: 

Geographic Preference Option for the 
Procurement of Unprocessed Agricultural 
Products, 22603 

Direct Certification and Certification of Homeless, 
Migrant and Runaway Children for Free 
School Meals, 22785 

Food Distribution Program: 

Indian Reservations; Amendments, 18861 

National School Lunch Program: 

Applying for Free and Reduced Price Meals, 
66849 

School Food Service Account Revenue 
Amendments Related to the Healthy, 
Hunger-Free Kids Act of 2010, 35301, 
35301 

Nutrition Assistance Programs: 

Healthy, Hunger-Free Kids Act; Studies, 
Evaluations, and Federal Funds Usage, 
37979 

Special Supplemental Nutrition Program for 
Women, Infants and Children: 

Nondiscretionary, Non-Electronic Benefits 
Transfer-Related Provisions; 
Implementation, 59885 

Supplemental Nutrition Assistance Program: 

Privacy Protections of Information from 
Applicant Households, 28165 

Quality Control Error Tolerance Threshold, 
67315 

Supplemental Nutrition Assistance Program; Civil 
Rights Protections for SNAP Households, 
27603 


PROPOSED RULES 
Automated Data Processing and Information 
Retrieval System Requirements, 52581 
Clarification of Eligibility of Fleeing Felons, 
51907 
Nutrition Standards in National School Lunch and 
School Breakfast Programs: 
2010 Dietary Guidelines for Americans into 
Proposed School Meal Patterns, 15225 
Nutrition Standards in the National School Lunch 
and Breakfast Programs, 2494 
Supplemental Nutrition Assistance Program: 
Certification, Employment, and Training 
Provisions, 25414 


Major System Failures, 51274 
Program Design and Management Evaluations, 
24820 
Trafficking Definition and Supplemental Nutrition 
Assistance Program Dual Participation; 
Update, 35787 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Assessment of the Contributions of an Interview 
to Supplemental Nutrition Assistance 
Program Eligibility and Benefit 
Determinations, 73584 
Characteristics and Circumstances of Zero- 
Income SNAP Households, 48799 
Child and Adult Care Food Program Improper 
Payments Meal Claims Assessment, 13339 
Community Eligibility Option Evaluation, 
73582 
Evaluation of Quantity and Quality of 
Nutritional Information Available to School 
Food Authorities about Food Service 
Products and Commodities, 15281 
Federal-State Supplemental Nutrition Program(s) 
Agreement, 37059 
Food Distribution Forms, 40873 
Food Programs Reporting System, 3080 
Formative Research for Pilot of Garden-Related 
Nutrition Curriculum, 31927 
Generic Clearance to Conduct Methodological 
Testing, Surveys, Focus Groups, and 
Related Tools, etc., 50993 
Healthy Incentives Pilot Evaluation, 6597 
National School Lunch Program Direct 
Certification Improvement Study, 13342 
National Universal Product Code Database, 
59379 
Nutrition Assistance in Farmers’ Markets; 
Understanding Current Operations, 16376 
Nutrition Assistance in Farmers’ Markets - 
Understanding the Shopping Patterns of 
SNAP Participants, 79646 Special 
Supplemental Nutrition Program for 
Women, Infants and Children; Exclusion 
of Combat Pay from WIC Income 
Eligibility Determinations, 35095 
People’s Garden Initiative Evaluation of Healthy 
Gardens Healthy Youth Project, 62756 
Report of Supplemental Nutrition Assistance 
Program Benefit Issuance, etc., 7146 
School Foodservice Indirect Cost Study, 62341 
Special Supplemental Nutrition Program for 
Women, Infants and Children, 81471 
State Administrative Expense Funds 
Regulations, 62757 
Study of the Effectiveness of Efforts to Increase 
Supplemental Nutrition Assistance Program 
Participation, etc., 48798 
Summer Food Service Programs Enhancement 
Demonstrations on Food Insecurity, 1129 
Supplemental Nutrition Assistance Program 
Employment and Training Program 
Activity Report, 43253 
Supplemental Nutrition Assistance Program 
Prisoner and Death Match Requirements, 
58237, 59109 
Supplemental Nutrition Assistance Program 
Repayment Demand and Program 
Disqualification, 16598 
Understanding the Rates, Causes, and Costs of 
Churning in the Supplemental Nutrition 
Assistance Program, 79648 
User Access Request, 37773 
Waivers under Section 6(0) of the Food and 
Nutrition Act, 58238 
WIC Breastfeeding Peer Counseling Study, 
13340 


WIC Breastfeeding Policy Inventory, 78233 

WIC Farmers Market Nutrition Program Forms 
and Regulations, 14371 

WIC Financial Management and Participation 
Report with Addendum, 3599 

Child and Adult Care Food Program: 

National Average Payment Rates, Day Care 
Home Food Service Payment Rates, and 
Administrative Reimbursement Rates for 
Sponsoring Organizations of Day Care 
Homes for the Period July 1, 2011 through 
June 30, 2012, 4457 

Child Nutrition Programs: 
Income Eligibility Guidelines, 16724 
Food Distribution Program: 
Value of Donated Foods from July 1, 2011 
through June 30, 2012, 43256 
Local Agency Recognition of Exemplary 
Breastfeeding Support Practices, 38108 
Meetings: 

National Advisory Council on Maternal, Infant 

and Fetal Nutrition, 38109 
National School Lunch, Special Milk, and School 
Breakfast Programs: 
National Average Payments/Maximum 
Reimbursement Rates, 43256 
Nutrition Information and Ingredient Lists for 
Foods Used in School Food Service; 
Availability; Request for Information, 51935, 
51936, 51938 
Special Supplemental Nutrition Program for 
Women, Infants and Children: 
Income Eligibility Guidelines, 16599 
Summer Food Service Program: 
2011 Reimbursement Rates, 5328 


Food Safety and Inspection Service 


RULES 
Cooperative Inspection Programs: 
Interstate Meat Shipments; Poultry Products, 
24714 
Interstate Shipment of Meat and Poultry 
Products; Correction, 81360 
Laboratory Services Rates: 
Rate Changes and Increased Fees for Accredited 
Laboratory Program, 20220 
Meat and Poultry Products; Approvals; Technical 
Amendment, 82077 
Nutrition Labeling of Ground or Chopped Meat 
and Poultry Products; Correction, 76890 
Poultry Classes, 68058 
Schedule of Operations Regulations; Amendments, 
33974 


PROPOSED RULES 

Catfish and Catfish Products; Mandatory 
Inspection, 26655 

Common or Usual Name for Raw Meat and 
Poultry Products Containing Added Solutions, 
44855, 69146 

Mandatory Inspection of Catfish and Catfish 
Products, 10434 

Non-Ambulatory Disabled Livestock at Slaughter, 
6572 

Prior Label Approval System; Generic Label 
Approval, 75809 

Shiga Toxin-Producing Escherichia Coli in Certain 
Raw Beef, 58157 

Shiga Toxin-Producing Escherichia Coli in Raw 
Beef Products; Comment Period Extension, 
72331 

NOTICES 

2012 Rate Changes for the Basetime, Overtime, 
Holiday, and Laboratory Services Rates, 
80326 

Affirmation of Equivalence Decision: 
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Australia’s Meat Safety Enhancement Program, 

11752 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Accreditation of Laboratories, and Exemptions, 
24850 

Food Safety Education Campaign Tracking 
Survey, 28727 

Marking, Labeling, and Packaging, 31930 

Voluntary Recalls of Meat and Poultry 
Products, 80327 

Approaches to Reducing Sodium Consumption; 
Correction, 67196 

Approaches to Reducing Sodium Consumption; 
Establishment of Dockets: 

Request for Comments, Data, and Information, 
57050 

Request for Comments, Data, and Information; 
Extension of Comment Period, 74039 

Exemption for Retail Store Operations, 19741 
Final Compliance Guides; Availability: 

Use of Video or Other Electronic Monitoring 
or Recording Equipment in Federally 
Inspected Establishments, 54194 

International Standard-Setting Activities, 32933 
Meetings: 

Ad Hoc Intergovernmental Codex Task Force 
on Animal Feeding Codex Alimentarius 
Commission, 71308 

Approaches to Reducing Sodium Consumption, 
63305 

Codex Alimentarius Commission, 19742 

Codex Alimentarius Commission; Committee on 
Fish and Fishery Products, 10556 

Codex Alimentarius Commission: Codex 
Committee on Food Hygiene, 3600, 3601, 
3603, 5130, 59381 

Codex Alimentarius Commission Committee on 
Contaminants in Food, 8710 

Codex Alimentarius Commission, Committee on 
Food Import and Export Inspection and 
Certification Systems, 59656 

Codex Alimentarius Commission Committee on 
Nutrition and Foods for Special Dietary 
Uses, 63280 

Codex Committee on Food Labeling, 18149 

Codex Committee on Fresh Fruits and 
Vegetables, 18150 

Food Source Attribution, 80873 

National Advisory Committee on Meat and 
Poultry Inspection, 55867 

National Advisory Committee on 
Microbiological Criteria for Foods, 56143 

Pre-Harvest Food Safety for Cattle, 63901 

Not Applying the Mark of Inspection Pending 
Certain Test Results, 19952 
Performance Standards: 

Salmonella and Campylobacter in Young 
Chicken and Turkey Slaughter 
Establishments, 15282 

Request for Scientific Data and Information: 
Relative Risk to Public Health From Foodborne 
Listeria Monocytogenes, 19311 
Salmonella Compliance Guide for Small and Very 
Small Meat and Poultry Establishments; 
Availability, 22667 
Salmonella Verification Sampling Program, 41186 


Foreign Agricultural Service 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
41450, 41451, 80329 

Agricultural Policy Advisory Committee for 
Trade; Renewal, 33700 


Agricultural Technical Advisory Committees for 
Trade; Renewal, 33701 
Applications for Available Funding: 

McGovern-Dole International Food for 
Education and Child Nutrition Programs 
Micronutrient-Fortified Food Aid Products 
Pilot; Correction, 20305 

Assessment of Fees for Dairy Import Licenses 
for 2012 Tariff-Rate Import Quota Year, 
60801 

Ellimination of Use of Child Labor and Forced 
Labor in Imported Agricultural Products, 
20305 

Funding Availabilities: 

Applications for Food for Progress Program; 
Correction, 55868 

Food for Progress Program, 45221 

Inviting Applications for McGovern-Dole 
International Food for Education and Child 
Nutrition Program; Correction, 55869 

McGovern-Dole International Food for 
Education and Child Nutrition Program, 
45223 

Funding Availability: 

McGovern-Dole International Food for 
Education and Child Nutrition Programs 
Micronutrient-Fortified Food Aid Products 
Pilot, 13598 

Local and Regional Food Aid Procurement 
Projects, 12016 

Requests For Nominations: 

Agricultural Policy Advisory Committee and 
Agricultural Technical Advisory 
Committees for Trade, 64892 

WTO Agricultural Safeguard Trigger Levels, 
31295 


Foreign Assets Control Office 


RULES 

Belarus Sanctions Regulations, 5482 
Cuban Assets Control Regulations, 5072 
Foreign Assets Control Regulations: 

Transaction Control Regulations (Regulations 
Prohibiting Transactions Involving 
Shipment of Certain Merchandise Between 
Foreign Countries), 35739 

Iranian Human Rights Abuses Sanctions 
Regulations, 7695 

Libyan Sanctions Regulations, 38562 

North Korea Sanctions Regulations, 35740 

Sanctions Regulations: 

Former Federal Republic of Yugoslavia; 

Removal, 38000 

Specially Designated Nationals and Blocked 
Persons; Blocked Vessels; Persons 
Determined to be Government of Iran: 

Alphabetical Listings, 38534 

Sudanese Sanctions, 76617 

Sudanese Sanctions; Iranian Transactions, 63191, 
63197 

Taliban Sanctions Regulations, 31470 

Western Balkans Stabilization Regulations, 38002 

PROPOSED RULES 

Licensing Procedures: 

Exportation of Agricultural Commodities, 
Medicine, and Medical Devices to Sudan 
and Iran, 22339 


NOTICES 

Actions Taken Pursuant to Executive Order 13382 
Related to the Islamic Republic of Iran 
Shipping Lines, 55163, 55164, 55166, 55167, 
72499, 72500, 72501 

Additional Designation of Entities Pursuant to 
Executive Order, 3382, 7241 

Additional Designation of Entity Pursuant to 
Executive Order (13382), 12414 
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Additional Designations, Foreign Narcotics 
Kingpin Designation Act, 10668, 11561, 
59483 

Additional Designations of Entities Pursuant to 
Executive Order 13382, etc., 40773 

Additions to Identifying Information for 
Individuals Previously Designated Pursuant to 
Executive Order, 2978, 59488 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Cuban Remittance Affidavit, 31011 

Rough Diamonds Reporting Requirements, 
38459 

Travel Service Provider and Carrier Service 
Provider Submission, 66132 

Blocked Persons and Property: 

Additional Designations Under the Conflict in 
Somalia Executive Order, 47646 

Designation of One Entity Pursuant to 
Executive Order, 3224, 64427 

Blocking Property and Prohibiting Certain 
Transactions Related to Libya; Identifying 
Information, 17188 

Blocking Property, etc. With Persons Who 
Commit, Threaten To Commit, or Support 
Terrorism: 

Designation of Five Individuals, 64183 

Blocking Property of Certain Persons Contributing 
to the Conflict in C[ocirc]te d’Ivoir, 2193 

Blocking Property of Certain Persons with Respect 
to Human Rights Abuses in Syria: 

Additional Identifying Information, 27377 

Designation of Additional Entities Pursuant to 
Executive Order, 3405, 52384 

Designation of Additional Individual Pursuant to 
Executive Order, 3413, 63351 

Designation of Five Individuals and Two Entities 
Pursuant to Executive Order, 3566, 21801 

Designation of Four Individuals Pursuant to 
Executive Order, 3224, 37891 

Designation of One Entity Pursuant to Executive 
Order, 3572, 54534 

Designation of One Individual and One Entity 
Pursuant to Executive Order, 3224, 38279 

Designation of Six Individuals Pursuant to 
Executive Order, 3224, 46896 

Designation of Three Individuals Pursuant to 
Executive Order, 3224, 54535 

Blocking Property of Senior Officials of the 
Government of Syria, 55167 

Designation of Two Entities Pursuant to Executive 
Order, 3382, 50813 

Designation of Two Individuals Pursuant to 
Executive Order, 3224, 73, 3553, 11313 

Designations of Entities Pursuant to E.O. 3382, 
15366 

Designations of Individuals Pursuant to Executive 
Order, 3224, 61776, 61777 

Executive Order 12978; Blocking or Unblocking 
of Specially Designated Nationals, 78082 

Foreign Narcotics Kingpin Designation Act: 

Additional Designations, 25405 
Unblocking of Specially Designated Nationals 
and Blocked Persons, 25406 

Foreign Narcotics Kingpin Designation Act; 
Additional Designations, 5857, 5858, 6843, 
23644, 56875, 58562 

Foreign Narcotics Kingpin Designation Act; 
Designations, 67792 

Identification of Additional Entities Pursuant to 
Executive Order, 3469, 78335 

Identification of Nine Entities Pursuant to 
Executive Order 13566 and Amendment of 
General License No. 1A, 37404 

Identification of Thirty Entities as Government of 
Libya Entities Pursuant to Executive Order, 
3566, 25783 
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Identification of Three Entities as Government of 
Libya Entities Pursuant to Executive Order, 
3566, 28503 

Iran Sanctions Act: 

Certain Sanctions Imposed on Seven Persons, 
70544 

Persons Whose Property and Interests in Property 
are Blocked Pursuant to Executive Order 
13581: 

Additional Identifying Information, 51125 

Privacy Act; Systems of Records, 4995 

Specially Designated Nationals and Blocked 
Persons of Certain Entities Pursuant to 
Executive Order 13566: 

Removal from List, 72502 

Supplemental Identification Information for Two 
Individuals Designated Pursuant to Executive 
Order, 3224, 79765 

Supplemental Identification Information of One 
Individual Designated Pursuant to Executive 
Order, 3224, 17987 

Unblocking of One Specially Designated Global 
Terrorist Pursuant to Executive Order, 3224, 
16855 

Unblocking of One Specially Designated National 
or Blocked Person Pursuant to Executive 
Order, 3315, 65562, 32266, 60129 

Unblocking of One Specially Designated Terrorist 
Pursuant to Executive Order, 2947, 73781 

Unblocking of Specially Designated National and 
Blocked Person Pursuant to Executive Order, 
3566, 37892 

Unblocking of Specially Designated Nationals and 
Blocked Persons Pursuant to Executive Order, 
2978, 11566, 3391, 37892, 20452, 25408, 
55739, 60130 

Unblocking of Three Specially Designated 
Nationals Pursuant to Executive Order, 3224, 
63352 


Foreign Claims Settlement 
Commission 

NOTICES 

Meetings; Sunshine Act, 17152, 22147, 30391, 


37831, 40935, 42733, 53697, 60530, 62850, 
65211, 69764, 76438 


Foreign-Trade Zones Board 


PROPOSED RULES 
Foreign-Trade Zones in the United States, 12887 
NOTICES 
Application for Expansion of Manufacturing 
Authority: 
Foreign-Trade Subzone 38A, BMW 
Manufacturing Co., LLC, 36079 
Foreign-Trade Zone 158, Nissan North America, 
Inc., Vicksburg/Jackson, MS, 11196 
Foreign-Trade Zone 29, Louisville, KY; 
Subzone 29 F, Hitachi Automotive Systems 
Americas, Inc., 
Application for Manufacturing Authority: 
Foreign-Trade Zone 72, Brevini Wind USA, 
Inc, Indianapolis, IN, 51349 
Application for Proposed Foreign-Trade Zone 
under Alternative Site Framework: 
Ada and Canyon Counties, ID, 66034 
Application for Reorganization/Expansion Under 
Alternative Site Framework: 
Foreign-Trade Zone 53; Tulsa, Oklahoma, 6600 
Application for Reorganization; Expansion: 
Foreign-Trade Zone 33 - Pittsburgh, 
Pennsylvania, 72673 
Application for Reorganization and Expansion 
under Alternative Site Framework: 


Foreign-Trade Zone 99, Wilmington, DE, 80331 
Application for Reorganization under Alternative 
Site Framework: 
Foreign-Trade Zone 119 - Minneapolis-St. Paul, 
Minnesota, 34649 
Foreign-Trade Zone 182, Fort Wayne, IN, 
10327 
Application for Reorganization under the 
Alternative Site Framework: 
Foreign-Trade Zone 37, Orange County, NY, 
36080 
Application for Subzone: 
Cabelas Inc.; Foreign-Trade Zone 59, Lincoln, 
NB, 13602 
Application for Temporary/Interim Manufacturing 
Authority: 
Flextronics Logistics USA, Inc., Foreign-Trade 
Zone 77, Memphis, TN, 53115 
Foreign-Trade Zone 26, Makita Corporation of 
America, Atlanta, GA, 37781 
Applications: 
Proposed Foreign-Trade Zone; Eloy, AZ, 30907 
Applications for Expansion: 
Foreign-Trade Subzone 124B, North American 
Shipbuilding, LLC, Houma, LA, 21702 
Foreign-Trade Zone 163, Ponce, PR, 50455 
Foreign-Trade Zone 276, Kern County, CA, 
25300 
Foreign-Trade Zone 29, Louisville, KY, 39069 
Foreign-Trade Zone 44, Morris County, NJ, 
80885 
Foreign-Trade Zone 49, Newark/Elizabeth, NJ, 
77769 
Foreign-Trade Zone 61, San Juan, PR, 70703 
Foreign-Trade Zone 71, Windsor Locks, CT, 
40688 
Mercury Marine, Foreign-Trade Subzone 41H, 
Fond du Lac and Oshkosh, WI, 80331 
Applications for Expansion of Manufacturing 
Authority: 
Foreign-Trade Subzone 78A, Nissan North 
America, Inc., Smyrna and Decherd, TN, 
34203 
Applications for Manufacturing Authority: 
Abbott Cardiovascular Systems, Inc.; Foreign- 
Trade Zone 153 - San Diego, CA, 4283 
Best Chair, Inc. d/b/a Best Home Furnishings, 
Foreign-Trade Zone 177, Evansville, IN, 
16379 
Blount, Inc., Foreign-Trade Zone 15, Kansas 
City, MO, 76122 
Firth Rixson, Inc. d/b/a Firth Rixson Monroe, 
Foreign-Trade Zone 141, Rochester, NY, 
25300 
Foreign-Trade Zone 177, Evansville, IN, 
Hoosier Stamping and Mfg. Corp., 67132 
Foreign-Trade Zone 274, Butte-Silver Bow, 
MT; REC Silicon, 320 
Makita Corp. of America, Foreign-Trade Zone 
26, Atlanta, GA, 45771 
North American Tapes, LLC (Textile Athletic 
Tape); Foreign-Trade Zone 109 - 
Watertown, NY, 43259 
SGL Automotive Carbon Fibers, LLC, Moses 
Lake, WA, 1599 
Sub-Zero, Inc., Foreign-Trade Zone 277, 
Western Maricopa County, AZ, 70957 
Applications for Proposed Foreign-Trade Zones 
under Alternative Site Framework: 
West Tennessee Area, 61667 
Applications for Reissuance of Grant of Authority: 
Foreign-Trade Zone 41; Milwaukee, WI, 34964 
Applications for Reorganization/Expansion under 
Alternative Site Framework: 
Foreign-Trade Zone 106, Oklahoma City, OK, 


15290 


Foreign-Trade Zone 118, Ogdensburg, NY, 
60801 

Foreign-Trade Zone 127, Columbia, SC, 61075 

Foreign-Trade Zone 161, Sedgwick County, 
KN, 30099 

Foreign-Trade Zone 225, Springfield, MO, 
28212 

Foreign-Trade Zone 272, Counties of Lehigh 
and Northampton, PA, 65171 

Applications for Reorganization and Expansion 
Under Alternative Site Framework: 

Foreign-Trade Zone 109, County of Jefferson, 
NY, 70110 

Foreign-Trade Zone 74, Baltimore, MD, 50717 

Foreign-Trade Zone 77, Memphis, TN, 48121 

Foreign-Trade Zone 87, Lake Charles, LA, 
70704 

Foreign-Trade Zone 89, Las Vegas, NV, 76934 

Applications for Reorganizations under Alternative 
Site Framework: 
Foreign-Trade Zone 124, Gramercy, LA, 38356 
Applications for Reorganization under Alternative 
Site Framework: 

Foreign-Trade Zone 137, Washington Dulles 
International Airport; VA Area, 14900 

Foreign-Trade Zone 141, County of Monroe, 
NY, 25301 

Foreign-Trade Zone 152, Burns Harbor, IN, 
1133 

Foreign-Trade Zone 153, San Diego, CA, 1132 

Foreign-Trade Zone 170, Clark County, IN, 
30906 

Foreign-Trade Zone 205, Port Hueneme, CA, 
19314 

Foreign-Trade Zone 215, Sebring, FL, 39378 

Foreign-Trade Zone 216, Olympia, WA, 27987 

Foreign-Trade Zone 226, Merced, Madera, 
Fresno and Tulare Counties, CA, 81912 

Foreign-Trade Zone 275, Lansing, MI, 61075 

Foreign-Trade Zone 277, Western Maricopa 
County, AZ, 30906 

Foreign-Trade Zone 41, Milwaukee, WI, 16726 

Foreign-Trade Zone 47, Boone County; 
Kentucky, 14901 

Foreign-Trade Zone 59, Lincoln, NE, 28952 

Applications for Reorganization under the 
Alternative Site Framework: 
Foreign-Trade Zone 177, Evansville, IN, 1133 
Applications for Subzone: 

Foreign-Trade Zone 49; LVMH Watch and 
Jewelry U.S.A., Inc., Newark, NJ, 4284 

Halliburton Energy Services, Inc. (Barite 
Milling) Larose, LA, Foreign-Trade Zone 
124, Gramercy, LA, 4284 

Applications for Subzone Authority: 

Foreign Trade Zones 140 and 78 -- Dow 
Corning Corp., Hemlock Semiconductor 
Corp., and Hemlock Semiconductor, LLC, 
76934, 81475 

Applications for Subzones: 

Dow Corning Corp., Foreign-Trade Zone 140, 
Flint, MI, 63282 

Foreign-Trade Zone 229, Charleston, WV, 
13354 

Foreign-Trade Zone 266, Dane County, WI, 
13354 

Foreign-Trade Zone 29, Louisville, KY, North 
American Stainless, 66684 

Foreign-Trade Zone 37, Orange County, NY, 
ITT Water Technology, Inc., 66685 

Foreign-Trade Zone 78, Nashville, TN for 
Hemlock Semiconductor, LLC, 63281 

Hemlock Semiconductor Corp. (Polysilicon), 
Flint, MI and Hemlock, MI, 63282 

VF Jeanswear, Foreign-Trade Zone 230, 
Greensboro, NC, 12022 
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Applications for Subzones; Terminations of 
Reviews: 

Foreign-Trade Zone 57, Mecklenburg County, 
NC; FMS Enterprises USA, Inc., 
Lincolnton, NC, 61076 

Applications for Subzone Status: 

Foreign-Trade Zone 14, Little Rock, AR; 
Mitsubishi Power Systems Americas, Inc., 
Fort Smith, AR, 53403 

Applications for Temporary/Interim Manufacturing 
Authority: 

Baxter Healthcare of Puerto Rico, Foreign-Trade 
Zone 7, Mayaguez, PR, 77479 

Foreign-Trade Zone 277 - Western Maricopa 
County, AZ; Sub-Zero, Inc.; Goodyear, 
AZ, 62760 

Applications for Temporary-Interim Manufacturing 
Authority: 

Brevini Wind USA, Inc. (Wind Turbine Gear 
Boxes); Foreign-Trade Zone 72 - 
Indianapolis/Y orktown, IN, 43260 

Approval: 

Foreign-Trade Zone 277; Temporary-Interim 

Manufacturing Authority, 72675 
Approval for Expanded Manufacturing Authority: 

Motiva Enterprises, LLC, Foreign-Trade 

Subzone 116A, Port Arthur, TX, 743 
Approval for Expansion of Manufacturing 
Authority: 

Hitachi Automotive Systems Americas, Inc., 

72674 
Approval for Extensions of Subzone Status and 
Manufacturing Authority: 

Foreign-Trade Subzone 169A, Aso LLC, 

Sarasota County, FL; Correction, 21703 
Approval for Subzone Expansion and Expansion 
of Manufacturing Authority: 

Hitachi Automotive Systems Americas, Inc., 
Foreign-Trade Subzone 29F, Harrodsburg, 
KY, 19746 

Approval of Temporary/Interim Manufacturing 
Authority: 

Baxter Healthcare Corp., Foreign-Trade Zone 

Subzone 22, Chicago, IL, 743 
Approvals for Expanded Manufacturing Authority: 

Foreign-Trade Subzone 158D, Nissan North 

America, Inc., Canton, MS, 67406 
Approvals for Extension of Subzone Status and 
Manufacturing Authority: 

Aso, LLC, Foreign-Trade Subzone 169A, 

Sarasota County, FL, 19746 
Approvals for Manufacturing Authority: 

Foreign-Trade Zone 104, Mitsubishi Power 
Systems Americas, Inc., Pooler, GA, 28418 

Foreign-Trade Zone 153; Abbott Cardiovascular 
Systems, Inc., Riverside County, CA, 
47143 

Makita Corp. of America, Foreign-Trade Zone 
26, Buford, GA, 80886 

Approvals for Subzone Expansion and Expansion 
of Manufacturing Authority: 

North American Shipbuilding, LLC, Foreign- 
Trade Subzone 124B, Larose, Houma, and 
Port Fourchon, LA, 75870 

Approvals of Manufacturing Authorities: 

Foreign-Trade Zone 274, REC Silicon 
(Polysilicon and Silane Gas), Butte, MT, 
38116 

Approvals of Manufacturing Authority: 

Foreign-Trade Zone 134; Volkswagen Group of 
America Chattanooga Operations, LLC, 
Chattanooga, TN, 10328 

Designations of New Grantees: 

Foreign-Trade Zone 41, Milwaukee, WI, 50172 
Establishment of Foreign-Trade Zones: 

Western Maricopa County, AZ, 1134 


Establishments of Foreign-Trade Zones: 
Greenup and Boyd Counties, KY, Grant of 
Authority, 28212 

Expansion of Foreign-Trade Zone 133; Quad- 
Cities, Illinois/lowa, 19746 

Expansion of Foreign-Trade Zone 202, Los 
Angeles, CA, 53115 

Expansion of Foreign-Trade Zone 276, Kern 
County, CA, 65683 

Expansion of Manufacturing Authority: 

Amgen Manufacturing Limited, Foreign-Trade 
Zone 7, Mayaguez, Puerto Rico, 80332 

Epson Portland Inc., Hillsboro, OR, Foreign- 
Trade Zone 45, Portland, OR, 81475 

Expansions: 
Foreign-Trade Zone 78, Nashville, TN, 39379 
Expansions/Reorganizations of Foreign-Trade 
Zones: 
Foreign-Trade Zone 202, Los Angeles, CA, 86 
Grant of Authority for Subzone Status: 

Allegro Mfg. Inc., Commerce, CA, 2267 

Cummings, Inc.; Memphis, TN, 87 

Grundfos Pumps Manufacturing Corp., 
Allentown, PA, 19747 

Klaussner Home Furnishings, Asheboro and 
Candor, NC, 11426 

Max Home, LLC, Fulton and Iuka, MS, 11425 

REC Silicon (Polysilicon and Silane Gas); 
Moses Lake, WA, 88 

Skechers USA, LLC; Moreno Valley, CA, 87 

ThyssenKrupp Steel and Stainless USA, LLC 
(Stainless and Carbon Steel Products), 
Calvert, AL, 87 

Valero Refining Co. - California, 72675 

Vestas Nacelles America, Inc., Brighton, 
Denver, Pueblo, and Windsor, CO, 10328 

Grants of Authority: 

Terrebonne Parish, LA; Establishment of 
Foreign-Trade Zone under Alternative Site 
Framework, 43653 

Grants of Authority for Subzone Status: 

Cabela’s Inc., Prairie Du Chien, WI, 65495 

Cabela’s Inc., Sidney, NE, 65495 

Cabela’s Inc., Triadelphia, WV, 65495 

Dow Corning Corp.; Carrollton, Elizabethtown, 
and Shepherdsville, KY, 771 

GEA Bloomington Production Operations, LLC 
(Refrigerators); Bloomington, IN, 46270 

Halliburton Energy Services, Inc. (Barite 
Milling), Larose, LA, 47144 

LVMH Watch and Jewelry U.S.A., Inc.; 
Springfield, NJ, 62760 

Tulkoff Food Products, Inc. (Dehydrated 
Garlic), Baltimore, MD, 4284 

VF Jeanswear (Apparel Distribution), 
Mocksville, NC, 67671 

Proposed Foreign-Trade Zones: 
Brunswick, ME, 45772 
Proposed Foreign-Trade Zones under Alternative 
Site Framework: 
Genesee County, NY, 67672 
Proposed Foreign-Trade Zone Under Alternative 
Site Framework: 
Miami, FL, 80333 
Reorganization/Expansion under Alternative Site 
Framework: 
Foreign-Trade Zone 14; Little Rock, AR, 771 
Reorganization and Expansions Under Alternative 
Site Framework: 
Foreign-Trade Zone 141, Monroe County, NY, 
76122 
Reorganization of Foreign-Trade Zone 22 under 
Alternative Site Framework: 
Chicago, IL, 4285 
Reorganizations/Expansions under Alternative Site 


Framework: 
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Foreign-Trade Zone 161, Sedgwick County, KS, 
63285 
Foreign-Trade Zone 225, Springfield, MO, 
63285 
Foreign-Trade Zone 53, Tulsa, OK, 63284 
Reorganizations and Expansions Under Alternative 
Site Framework: 
Foreign-Trade Zone 144, Brunswick, GA, 
10329 
Foreign-Trade Zone 153, San Diego, CA, 34204 
Foreign-Trade Zone 203; Moses Lake, WA, 
31583 
Foreign-Trade Zone 50, Long Beach, CA, 
29724 
Reorganizations under Alternative Site 
Framework: 
Foreign-Trade Zone 102, St. Louis, MO, 38357 
Foreign-Trade Zone 104, Savannah, GA, 4865 
Foreign-Trade Zone 119, Minneapolis/St. Paul, 
MN, 65496 
Foreign-Trade Zone 137 - Washington Dulles 
International Airport, VA Area, 63283 
Foreign-Trade Zone 152, Burns Harbor, IN, 
31583 
Foreign-Trade Zone 170, Clark County, IN, 
63284 
Foreign-Trade Zone 176, Rockford, IL, 22673 
Foreign-Trade Zone 181, Akron-Canton, OH, 
744 
Foreign-Trade Zone 182, Fort Wayne, IN, 
39070 
Foreign-Trade Zone 205, Port Hueneme, CA, 
65683 
Foreign-Trade Zone 215, Sebring, FL, 81476 
Foreign-Trade Zone 216, Olympia, WA, 50172 
Foreign-Trade Zone 244, Riverside County, CA, 
29725 
Foreign-Trade Zone 277, Western Maricopa 
County, AZ, 80886 
Foreign-Trade Zone 37, Orange County, NY, 
67407 
Foreign-Trade Zone 41, Milwaukee, WI, 58243 
Foreign-Trade Zone 46, Cincinnati, OH, 12937 
Foreign-Trade Zone 47, Boone County, KY, 
47144 
Foreign-Trade Zone 51, Duluth, MN, 28213 
Foreign-Trade Zone 59, Lincoln, NE, 63283 
Foreign-Trade Zone 64, Jacksonville, FL, 28418 
Foreign-Trade Zone 86, Tacoma, WA, 31584 
Reorganization Under Alternative Site Framework: 
Foreign-Trade Zone 177, Evansville, IN, 34040 
Foreign-Trade Zone 72, Indianapolis, IN, 12936 
Request for Temporary/Interim Manufacturing 
Authority; Withdrawals: 
Foreign-Trade Zone 77, Flextronics Logistics 
USA, Inc., Memphis, TN, 60802 
Site Renumbering: 
Foreign-Trade Zone 147, Berks County, PA, 
1134 
Foreign-Trade Zone 183, Austin, TX, 73587 
Site Renumberings: 
Foreign-Trade Zone 147, Berks County, PA; 
Correction, 12022 
Subzone Applications: 
Foreign-Trade Zone 3, Valero Refining Co., 
Benicia, CA, 10329 
Temporary/Interim Manufacturing Authority; 
Approvals: 
Foreign-Trade Zone 72, Brevini Wind USA, 
Inc., 61342 
Makita Corp. of America; Foreign-Trade Zone, 
6, 50172 
Temporary Approvals: 
Export-Only Manufacturing Authority Foreign- 
Trade Zone 203, Moses Lake, WA, 30908 
Termination of Foreign-Trade Subzones: 
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Subzone 18B, New United Motor 
Manufacturing, Inc., Fremont, CA, 23787 
Subzone 75D, STMicroelectronics, Inc., 
Phoenix, AZ, 23787 
Voluntary Termination of Foreign-Trade Subzone 
90A: 
Smith Corona Corp., Cortland County, NY, 
72675 
Voluntary Terminations: 
Academy Sports and Outdoors, Foreign-Trade 
Subzone 84S, Katy and Brookshire, TX, 
80886 
Foreign-Trade Subzone 102A; Ford Motor 
Corp., Hazelwood, MO, 88 
Voluntary Terminations of Foreign-Trade 
Subzones 
Subzone 33C, Sony Corp., Mt. Pleasant, PA, 
28418 
Voluntary Terminations of Subzone Status: 
Chrysler Group, LLC, Newark, DE, 47540 


Forest Service 


RULES 

Community Forest and Open Space Conservation 
Program, 65121 

Idaho Roadless Rule: 

Payette National Forest Areas; Administrative 
Correction, 17341 

Prohibited Areas: 
National Forest System Lands; Privacy of Tribal 
Activities, 3015 
Prohibitions: 
Developed Recreation Sites, 58403 
Subsistence Management for Public Lands in 
Alaska: 
Federal Subsistence Board, 56109 
Subsistence Management Regulations: 
Public Lands in Alaska; Taking of Fish and 
Shellfish Regulations, 12564 

PROPOSED RULES 

Appeal of Decisions Relating to Occupancy or 
Use of National Forest System Lands and 
Resources, 62694 

Community Forest and Open Space Conservation 
Program, 744 

National Forest System Land Management 
Planning, 8480 

Special Areas: 

Applicability to the National Forests in 
Colorado, 21272 

Subsistence Management Regulations: 

Public Lands in Alaska - 2012-13 and 2013- 
14; Subsistence Taking of Wildlife 
Regulations, 6730 

Subsistence Management Regulations for Public 
Lands in Alaska—Subpart B, Federal 
Subsistence Board, 7758 

NOTICES 

2010 Resources Planning Act Assessment Draft, 
54195 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Airplane Pilot Qualifications and Approval 
Record, etc., 45225 

Equal Opportunity Compliance Review Record, 
40874 

Federal Excess Personal Property Inventory, 

42676 

Flathead and McKenzie Rivers and McKenzie 
National Recreational Trail Visitor 
Surveys, 77768 

Foreign Travel Proposal, 38602 

Forest Products Removal Permits and Contracts, 
50715 

Grazing Permit Administration Forms, 80329 
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Homeowner Risk Reduction Behaviors 
Concerning Wildfire Risks and Climate 
Change Impacts, 44301 

Locatable Minerals, 44892 

National Recreation Program Administration, 
27002 

Perceptions of Risk, Trust, Responsibility, and 
Management Preferences among Fire-Prone 
Communities in Western Unived States, 
33701 

Qualified Products List for Class A Foams for 
Wildland Firefighting, 58461 

Qualified Products List for Engine Driven 
Pumps, 3604 

Qualified Products List for Long-Term 
Retardant for Wildland Firefighting, 58460 

Qualified Products List for Water Enhancers 
(Gels) for Wildland Firefighting, 58462 

Small Business Timber Sale Set-Aside Program; 
Appeal Procedures on Recomputation of 
Shares, 13974 

Understanding Value Trade-offs Regarding Fire 

Hazard Reduction Programs in the 

Wildland-Urban Interface, 70408 


Availability Of Decisions, 52930 
Boundary Establishment for the Yellow Dog 


National Wild and Scenic River, Ottawa 
National Forest, 14897 


Boundary Establishments: 


North Fork Crooked National Wild and Scenic 
River, Crook County, OR, 62038 


Call for Nominations: 


Primary and Alternate Representatives, Santa 
Rosa and San Jacinto Mountains National 
Monument Advisory Committee, 38679 


Calls For Nominations: 


National Urban and Community Forestry 
Advisory Council, 740, 44893 


Environmental Impact Statements; Availability, 


etc.: 

Beaver Creek Landscape Management Project, 
Custer National Forest, Powder River 
County, MT, 13344 

BEH Rangeland Allotments, Stanislaus National 
Forest, CA, 47140 

Big Thorne Project, Thorne Bay Ranger 
District, AK, 7807, 10004 

Black Hills National Forest, South Dakota; 
Thunder Basin National Grassland, 
Wyoming; Teckla-Osage-Rapid City 
Transmission 230 kV Project, 53400 

Black Mesa Vegetation Management Project, 
Divide Ranger District, Rio Grande 
National Forest, CO, 22075 

Bordertown to California 120kV Transmission 
Line, Humboldt-Toiyabe National Forest, 
71935 

Bussel 484, Idaho Panhandle National Forests, 
Shoshone County, 22076 

Calumet Project Area, Black Hills National 
Forest, Mystic Ranger District, South 
Dakota, 65681 

Cattle, Horse Allotment Grazing Authorization 
and Management Project, Bridger-Teton 
National Forest; WY, 67130 

Cedar Gulch Mine, Rogue River-Siskiyou 
National Forest, Josephine County, OR, 
40875 

Cobbler II Timber Sale and Fuels Reduction 
Project; Umatilla National Forest, Walla 
Walla Ranger District, OR, 26239 

Coconino and Kaibab National Forests, Arizona, 
Four-Forest Restoration Initiative; 
Correction, 50168 

Coconino and Kaibab National Forests, AZ; 
Four Forest Restoration Initiative, 4279 


Divide Travel Plan; Helena National Forest, 
MT, 55643 

Final Tropic to Hatch 138 kV Transmission 
Line Project, etc., 19744 

Fishlake National Forest, UT; Oil and Gas 
Leasing, 2881 

Flint Foothills Vegetation Management Project, 
Beaverhead-Deerlodge National Forest, 
MT, 31932 

Forestwide Invasive Plant Treatment, Salmon- 
Challis National Forest, ID, 36896 

Four-Forest Restoration Initiative, Coconino and 
Kaibab National Forests, Arizona; 
Correction, 51936 

Gateway West 230/500 kV Transmission Line 
Project in Idaho, Nevada, and Wyoming, 
45609 

Geothermal Leasing on Humboldt-Toiyabe 
National Forest, NV, 21329 

Golden Hand, and , 4 Lode Mining Claims, 
Payette National Forest, ID; Withdrawal, 
13600 

Granite Creek Watershed Mining Plans, 
Wallowa-Whitman and Umatilla National 
Forests, Oregon, 62758 

Green-Horse Habitat Restoration and 
Maintenance Project, Shasta-Trinity 
National Forest, CA, 30902 

Grey’s Mountain Ecosystem Restoration Project, 
Sierra National Forest, Bass Lake Ranger 
District, CA, 41753 

Helena Nation Forest; Dalton Mountain Forest 
Restoration and Fuels Reduction Project, 
70955 

I-S Corridor Fuels Reduction Project, Shasta- 
Trinity National Forest, CA, 22668 

Idaho Panhandle National Forest Noxious Weed 
Treatment Project, 70954 

Incorporated Troy Mine Revised Reclamation 
Plan Kootenai National Forest, Lincoln 
County, MT, 20940 

Lakewood Southeast Project, Chequamegon- 
Nicolet National Forest, WI, 19313 

Lincoln National Forest, New Mexico, North 
Fork Eagle Creek Wells Special Use 
Authorization, 6114 

Lost River and Challis-Yankee Fork Ranger 
Districts, Salmon-Challis National Forest, 
ID; Withdrawal, 29721 

Mackey Road Relocation, Campbell County, 
WY, 78234 

Marks Creek Allotment Management Plans, 
Ochoco National Forest, Oregon, 4860 

Miller West Fisher Project, Kootenai National 
Forest, Lincoln County, MT, 18151 

Mines Management Inc. Montanore Project, 
Kootenai National Forest, Lincoln County, 
MT, 41192 

Motorized Travel Management, Modoc National 
Forest, Alturas, CA, 58240 

Mountain Pine Beetle Response Project, Black 
Hills National Forest, Custer, SD, 48120 

Mount Taylor Combined Exploratory Drilling; 
Cibola National Forest, NM, 76689 

Mt. Bachelor Ski Area Improvements Project, 
Deschutes National Forest, OR, 23273 

Mt. Hood Meadows Ski Resort Parking 
Improvements, 40322 

Northeast Washington Zone Forest Plan 
Revision; Colville and Okanogan- 
Wenatchee National Forests, WA, 38349 

North Finger Grazing Authorization Project, 
Malheur National Forest, Grant County, 
OR, 77769 

Piute Mountains Travel Management Plan, 
Sequoia National Forest, CA, 537 
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Pumice Vegetation Management Project, 

Klamath National Forest, CA, 69700 

Rangeland Allotment Management Planning on 
Fall River and Oglala Geographic Areas, 
NE and SD, 36515 : 

Rasmussen Valley Mine and Reclamation Plan, 
Caribou County, ID, 11259 

Removal of Noxious Weed Tamarisk on the 
Los Padres National Forest, 80875 

Rock Creek Project; Kootenai National Forest, 
Sanders County, MT, 56394 

Rosemont Copper Project on Coronado National 
Forest, Nogales Ranger District, Pima 
County, AZ, 64893 

Rosemont Copper Project on the Coronado 
National Forest, Nogales Ranger District, 
Pima County, AZ, 76121 

Rubicon Trail Easement, Eldorado National 
Forest, Pacific Ranger District, 54730 

Salt River Allotments Vegetative Management, 
Tonto National Forest, AZ, 31933 

San Juan Land Management Plan, Colorado, 
53485 

Scoria Mining Addition, Medicine Bow-Routt 
National Forests and Thunder Basin 
National Grassland; Campbell County, 
WY, 35398 

Section 30 Limestone Mining Project, Black 
Hills National Forest, Mystic Ranger 
District, SD, 35396 

Sequoia National Forest; California, Piute 
Mountains Travel Management Plan; 
Correction, 11193 

Sisters Ranger District; Deschutes National 
Forest; OR; Popper Vegetation 
Management Project, 315 

Siuslaw National Forest; Oregon; Oregon Dunes 
NRA Management Area 10 (C) Route, 
37059 

Six Rivers National Forest, Mad River Ranger 
District, CA; Buck Mountain Vegetation 
and Fuel Management Project, 2878 

Taos Ski Valley 2010 Master Development Plan 
- Phase 1 Projects; Correction, 60451 

Tollgate Fuels Reduction Project, Umatilla 
National Forest, Walia Walla Ranger 
District, Oregon, 55001 

Tongass National Forest; Alaska; Bell Island 
Geothermal Leases, 30303 

Upper Lochsa Land Exchange, Clearwater 
National Forest, ID, 56145 

Upper North Fork HFRA Ecosystem Restoration 
Project, Salmon-Challis National Forest, 
ID, 46721 

Vestal Project, Black Hills National Forest, Hell 
Canyon Ranger District, SD, 22670 

Village at Wolf Creek Land Exchange, Mineral 
County, CO, 21855 

Withdrawal, 84 

Final Directives for Forest Service Wind Energy 

Special Use Authorizations, etc., 47354 

Meetings: 

Allegheny Resource Advisory Committee, 
23275, 30904, 38109, 45227, 50993, 50994 

Alpine County Resource Advisory Committee, 
6395, 25299 

Amador County Resource Advisory Committee, 
8998, 30904, 42676 

Amador County Resource Advisory Council, 
1594 

Ashley National Resource Advisory Committee; 
Cancellation, 68717 

Ashley Resource Advisory Committee, 8333, 
17106, 23787, 37773, 57950, 63600 

Beaverhead-Deerlodge National Forest’s Tri- 

County Advisory Committee, 13976 
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Big Horn County Resource Advisory 
Committee, 7810, 26240, 47141 

Bridger-Teton National Forest Resource 
Advisory Committee, 2331, 5330, 13975 

Butte County Resource Advisory Committee, 
16603, 26240, 51344 

Central Idaho Resource Advisory Committee, 
1593, 6598, 6599, 24851, 48801 

Central Montana Resource Advisory Commitiee, 
20624, 30094, 37773, 49433 

Chequamegon Resource Advisory Committee, 
44573 

Cherokee National Forest Resource Advisory 
Committee, 8333 

Cherokee National Forest Secure Rural Schools 
Resource Advisory Committee, 54196 

Chippewa National Forest Resource Advisory 
Committee, 16377, 28210 

Coconino Resource Advisory Committee, 85, 
17105, 17106 

Collaborative Forest Landscape Restoration 
Program Advisory Committee, 3605, 61666 

Colorado Recreation Resource Advisory 
Committee, 36518, 63600 

Colville Resource Advisory Committee, 22862 

Custer County Resource Advisory Committee, 
22671 

Daniel Boone National Forest Resource 
Advisory Committee, 6761, 14898 

Davy Crockett Resource Advisory Committee, 
42677 

Del Norte Resource Advisory Committee, 8333, 
13124 

Delta-Bienville Resource Advisory Committee, 
12017, 17105, 23970, 28211 

Deschutes and Ochoco National Forests 
Resource Advisory Committee, 26685 

Deschutes Provincial Advisory Committee, 
46723, 62342 

De Soto Resource Advisory Committee, 44303 

Dixie Resource Advisory Committee, 6117, 
12933, 31297 

Eastern Arizona Counties Resource Advisory 
Committee, 28210, 41755 

Eastern Idaho Resource Advisory Committee, 
13345, 13976 

Eastern Washington Cascades and Yakima 
Provincial Advisory Committees, 61666 

Eastern Washington Cascades Provincial 
Advisory Committee and the Yakima 
Provincial Advisory Committee, 34962 

Eastern Washington Cascades Provincial and 
Yakima Provincial Advisory Committees, 
54196 

El Dorado County Resource Advisory 
Committee, 12316, 19971, 24851, 53113 

El Dorado County Resource Advisory Council, 
2081 

Eleven Point Resource Advisory Committee, 
16726, 54732 

Elko County Resource Advisory Committee, 
20942 

Elko Resource Advisory Committee, 29722 

Fishlake Resource Advisory Committee, 4862 

Flathead Resource Advisory Committee, 52303 

Forest Resource Coordinating Committee, 
79151 

Forestry Research Advisory Council, 43651 

Francis Marion Sumter National Forests 
Resource Advisory Committee, 1594 

Fremont and Winema Resource Advisory 
Committee; Field Tour, 35187, 56731 

Fresno County Resource Advisory Committee, 
28415, 44302 

Gallatin County Resource Advisory Committee, 
31579 


Forest 


Gallatin Resource Advisory Committee, 48801 

Glenn/Colusa County Resource Advisory 
Committee, 14372, 39376, 45771, 53880 

Glenn/Colusa Resource Advisory Committee, 
21330, 35399 

GMUG Resource Advisory Committee, 10320, 
53665 

Gogebic Resource Advisory Committee, 22077 

Hiawatha East Resource Advisory Committee, 
19970, 28951, 39813, 48800 

Hiawatha West Resource Advisory Committee, 
16603, 24853, 40678 

Hood/Willamette Resource Advisory 
Committee, 14897, 19314, 53114, 58768 

Humboldt (NV) Resource Advisory Committee, 
20942 

Humboldt County Resource Advisory 
Committee, 540, 14897 

Humboldt NV Resource Advisory Committee, 
34203 

Humboldt Resource Advisory Committee, 2883 

Humboldt Resource Advisory Committee, 
Nevada, 42112 

Huron Manistee Resource Advisory Committee, 
17817, 23276, 31298, 47537 

Idaho Panhandle Resource Advisory Committee, 
2331, 8711, 29191, 52304 

Juneau Resource Advisory Committee, 23970, 
31935, 49431, 49432 

Kenai Peninsula - Anchorage Borough Resource 
Advisory Committee, 6117, 24457 

Kern and Tulare Counties Resource Advisory 
Committee, 22863 

Ketchikan Resource Advisory Committee, 2081, 
20310, 41756 

Kisatchie National Forest Resource Advisory 
Committee, 740, 28949 

Lake County Resource Advisory Committee, 
7531 

Lake Tahoe Basin Federal Advisory Committee, 
7809, 15935, 23276, 39068, 61074, 62038, 
67132 

Lake Tahoe Federal Advisory Committee, 
46269 

Land Between the Lakes Advisory Board, 
17618, 63600 

Lassen County Resource Advisory Committee, 
3080 

Lawrence County Resource Advisory 
Committee, 6395, 29191 

Lincoln County Resource Advisory Committee, 
5330, 22671, 24852 

Lolo and Kootenai National Forests’ Sanders 
County Resource Advisory Committee, 
37061 

Lynn Canal / Icy Straits Resource Advisory 
Committee, 21330, 28950, 45226 

Lyon and Mineral County Resource Advisory 
Committee, 19030 

Lyon-Mineral Resource Advisory Committee, 
29723, 40678, 43259 

Madera County Resource Advisory Committee, 
6116, 12316, 19970, 29722, 66033 

Madera County Resource Advisory Committee; 
Cancellation, 67403 

Manti-La Sal National Forest Resource 
Advisory Committee, 4281, 12017, 28416 

MedBow-Routt Resource Advisory Committee, 
12016, 41195 

Mendocino County Resource Advisory 
Committee, 770 

Mendocino Resource Advisory Committee, 
16378, 51343 

Mineral County Resource Advisory Committee, 
7809 

Missoula County Resource Advisory 
Committee, 4862 


Forest 


Missouri River Resource Advisory Committee, 
49431 

Modoc County Resource Advisory Committee, 
12691, 39812 

National Tree-Marking Paint Committee, 17379 

National Urban and Community Forestry 
Advisory Council, 85, 67669, 81472 

Nevada and Placer Counties Resource Advisory 
Committee, 53664 

New Mexico Collaborative Forest Restoration 
Program Technical Advisory Panel, 14372 

Nicolet Resource Advisory Committee, 4089, 
22672 

North Central Idaho Resource Advisory 
Committee, 1594, 12933, 17817 

Northeast Oregon Forest Resource Advisory 
Committee, 24854 

Northern New Mexico Resource Advisory 
Committee, 29722, 31299, 55345 

North Gifford Pinchot National Forest Resource 
Advisory Committee, 25664 

North Mt. Baker-Snoqualmie Resource 
Advisory Committee, 13345 

Nye/White Pine County Resource Advisory 
Council Committee, 85 

Okanogan and Wenatchee National Forests 
Resource Advisory Committee, 22077 

Olympic Peninsula Resource Advisory 
Committee, 27003 

Ontonagon Resource Advisory Committee, 
2882, 13344 

Quachita-Ozark Resource Advisory Committee, 
18512, 28729 

Ozark-Ouachita National Forests Resource 
Advisory Committee, 45505 

Pennington County Resource Advisory 
Committee, 20942, 30641, 40678, 44894, 
52634 

Pike and San Isabel Resource Advisory 
Committee, 2331, 540, 27304, 30903 

Plumas County Resource Advisory Committee, 
36517, 45771, 55644 

Prince of Wales Resource Advisory Committee, 
2646, 12933, 24852, 28416, 45504 

Prince William Sound Resource Advisory 
Committee, 1130, 44893 

Ravalli County Resource Advisory Committee, 
12691, 16725, 21701, 31297, 40324 

Rogue-Umpqua Resource Advisory Committee, 
38604 

Sabine-Angelina Resource Advisory Committee; 
Cancellation, 66033 

Sabine National Forest Resource Advisory 
Committee, 14647 

Sabine Resource Advisory Committee, 28950, 
34962, 44574, 62342 

Saguache County Resource Advisory 
Committee, 541, 43651 

Sanders County Resource Advisory Committee, 
15290 

San Juan National Forest Resource Advisory 
Committee, 40876 

San Juan National Forest Resource Advisory 
Council, 12692 

Santa Rosa and San Jacinto Mountains National 
Monument Advisory Committee; 
California, 5397, 53695 

Secure Rural Schools Resource Advisory 
Committee, 6761, 17106 

Shasta County Resource Advisory Committee, 
13601, 18512, 25664, 29721 

Shasta County Resource Advisory Committee; 
Cancellation, 68717 

Shoshone Resource Advisory Committee, 3081, 
12317, 22672, 34034, 41196 

Sierra County Resource Advisory Committee, 
53663 


104 


Siskiou Resource Advisory Committee, 31578 

Siskiyou County Resource Advisory Committee, 
16604, 24852, 24853, 38603, 53114 

Siskiyou Resource Advisory Committee, 7148 

Sitka Resource Advisory Committee, 3081, 
17105, 31297 

Siuslaw Resource Advisory Committee, 37312 

Snohomish County Resource Advisory 
Committee, 20310 

South Central Idaho Resource Advisory 
Committee, 540, 14898, 50452 

Southern Arizona Resource Advisory 
Committee, 770, 47537 

Southern Montana Resource Advisory 
Committee, 17817, 38604, 43259 

Southern New Mexico Resource Advisory 
Committee, 16603, 46722 

South Gifford Pinchot Resource Advisory 
Committee, 31298 

South Mt. Baker-Snoqualmie Resource 
Advisory Committee, 17618 

Southwest Idaho Resource Advisory Committee, 
12691, 18153, 25298 

Southwest Idaho Resource Advisory Committee 

Meeting, 6117 

Southwest Mississippi Resource Advisory 
Committee, 51938 

Southwest Montana Resource Advisory 
Committee, 29723, 53880 

Superior Resource Advisory Committee, 11193 

Tehama County Resource Advisory Committee, 
12317, 20310, 28729, 34648, 45770, 50994 

Tombigbee and Holly Springs National Forests 
Resource Advisory Committee, 41195, 
41196 

Tri-County Advisory Committee, 29723 

Trinity County Resource Advisory Committee, 
23276, 31297 

Tuolumne-Mariposa Counties Resource 
Advisory Committee, 7809, 20309, 31935, 
36898, 46722 

Uinta-Wasatch-Cache National Forest Resource 
Advisory Committee, 5781, 14372, 20310, 
28211, 53879 

Umatiila National Forest, Columbia County 
Resource, 17818 

Umatilla National Forest, Southeast Washington 
Resource Advisory Committee, 17818 

Upper Rio Grande Resource Advisory 
Committee, 15290, 44302 

Virginia Resource Advisory Committee, 23969, 
45504 

West Virginia Resource Advisory Committee. 
19970 

West Virginia Resource Advisory Committee, 
13601, 27634, 44302 

White Pine-Nye County Resource Advisory 
Committee, 8334, 13600, 25298 

White Pine-Nye Resource Advisory Committee, 
41451 

White Pine-Nye Resource Advisory Committee; 
Cancellation, 48800 

Wrangell-Petersburg Resource Advisory 
Committee, 10320, 17104, 33702, 39068, 
49432 

Yakutat Resource Advisory Committee, 12691 

Yavapai County Resource Advisory Committee, 
7531, 13124, 44574 


National Forest System Invasive Species 


Management Policy, 32135, 75860 


Newspapers for Publication of Legal Notice of 


Appealable Decisions and Publication of 
Notice of Proposed Actions for Southern 
Region: 

Alabama, et al., 19030 


Newspapers Used for Publication of Legal Notices 


in the Southwestern Region, 75866 


Utah, Idaho, Nevada, and Wyoming, 34034 
On Top Hazardous Fuels Reduction Project: 
Plumas National Forest, Feather River Ranger 

District; CA, 740 
Publication of Legal Notices of Proposed Actions 
and Decisions; Alaska Region, 59997 
Publications of Legal Notices of Proposed 
Hazardous Fuel Reduction Projects: 
Alaska Region, 59110 
Recreation Resource Advisory Committees Charter 
Reestablishment, 4281 
Requests for Nominations 

Implementation of the National Forest System 
Land Management Planning Rule Advisory 
Committee, 81911 

Sacred Sites, 47538 
Environmental Impact Statements; Availability, 
etc.: 

Bill Williams Mountain Restoration Project, 
Kaibab National Forest, Williams Ranger 
District, AZ, 22363 

Boundary Waters Canoe Area Wilderness Non- 
Native Invasive Plant Management Project, 
Superior National Forest, MN, 22360 

Lakeview-Reeder Fuels Reductions, Idaho 
Panhandle National Forests, Bonner 
County, ID, 22361 

Meetings: 
Central Montana Resource Advisory Committee; 
Correction, 22364 


General Services Administration 


RULES 

Acquiring Leasehold Interests in Real Property, 
30842 

Acquisition Regulations: 

Information Technology Security Provision; 
Implementation, 34886 

Civilian Board of Contract Appeals: 

Rules of Procedure of Civilian Board of 
Contract Appeals - Electronic Filing of 
Documents, 50926 

Federal Acquisition Regulation; Government 
Property Disposal; Forms; CFR Correction, 
18072 

Federal Acquisition Regulations: 

Additional Requirements for Market Research, 
14562 

Buy American Exemption for Commercial 
Information Technology—Construction 
Material, 31415 

Clarification of Standard Form 26 - Award/ 
Contract, 18322 

Compensation for Personal Services, 14571 

Contract Closeout, 31402 

Corrections, 76899 

Disclosure and Consistency of Cost Accounting 
Practices for Contracts Awarded to Foreign 
Concerns, 14570 

Encouraging Contractor Policies to Ban Text 
Messaging While Driving, 39240 

Equal Opportunity for Veterans, 39233 

Extension of Sunset Date for Protests of Task 
and Delivery Orders, 39238 

Federal Acquisition Circular 2005-49; 
Introduction, 4188 

Federal Acquisition Circular 2005-49; Small 
Entity Compliance Guide, 4191 

Federal Acquisition Circular 2005-50; 
Introduction, 14542 

Federal Acquisition Circular 2005-50; Small 
Entity Compliance Guide, 14572 

Federal Acquisition Circular 2005-51; 
Introduction, 18304 

Federal Acquisition Circular 2005-51; Small 
Entity Compliance Guide, 18324 
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Federal Acquisition Circular 2005-52; 
Introduction, 31394 

Federal Acquisition Circular 2005-52; Small 
Entity Compliance Guide, 31424 

Federal Acquisition Circular 2005-53; 
Introduction, 39232 

Federal Acquisition Circular 2005-53; Small 
Entity Compliance Guide, 39243 

Federal Acquisition Circular 2005-54; 
Introduction, 68014 

Federal Acquisition Circular 2005-54; Small 
Entity Compliance Guide, 68044 

Iran Sanctions; Certification Requirement and 
Procurement, 68027 

Justification and Approval of Sole-Source 8(a) 
Contracts, 14559 

Labor Relations Costs, 68040 

Notification of Employee Rights under National 
Labor Relations Act, 68015 

Organizational Conflicts of Interest, 38089 

Oversight of Contractor Ethics Programs, 31416 

Preventing Personal Conflicts of Interest for 
Contractor Employees Performing 
Acquisition Functions, 68017 

Prohibition on Contracting with Inverted 
Domestic Corporations, 31410 

Proper Use and Management of Cost- 
Reimbursement Contracts, 14543 

Public Access to the Federal Awardee 
Performance and Integrity Information 
System, 4188 

Representation Regarding Export of Sensitive 
Technology to Iran, 68028 

Requirements for Acquisitions Pursuant to 
Multiple-Award Contracts, 14548 

Set-Asides for Small Business, 68032 

Small Disadvantaged Business Self- 
Certification, 68026 

Socioeconomic Program Parity, 14566 

Socioeconomic Program Parity; Correction, 
26220 

Successor Entities to Netherlands Antilles, 
68039 

Sudan Waiver Process, 68037 

Sustainable Acquisition, 31395 

Technical Amendments, 14572, 31416, 68043 

TINA Interest Calculations, 39242 

Trade Agreements Thresholds, 14570 

Uniform Suspension and Debarment 
Requirement, 39236 

Unique Procurement Instrument Identifier, 
39234 

Use of Commercial Services Item Authority, 
14568 

Women-Owned Small Business Program, 18304 

Federal Management Regulation; Motor Vehicle 

Management, 76622 

Federal Management Regulations: 

Consumer Price Index Minimal Value; Change, 
30550 

Procurement Sources and Programs, 67370 

Prohibited List for Exchange/Sale of Personal 
Property, 67371 

Federal Travel Regulation: 

Lodging Reimbursement, 63844 

Payment of Expenses Connected with the Death 
of Certain Employees, 71890 

Storage of a Privately Owned Vehicle, 71888 

Federal Travel Regulations: 

FTR Cases 2007-304 and 2003-309, Relocation 
Allowances, 18326 

Miscellaneous Expense Allowance, 35110 

Per Diem, 55273 

Terms and Definitions for Dependent, Domestic 
Partner, Domestic Partnership, and 
Immediate Family, 59914 


Standards of Conduct, 15856 
PROPOSED RULES 
Coverage and Payment Under Construction and 
Building Services, 13329 
Federal Acquisition Regulation: 
Computer Generation of Forms; Standards, 
79609 
Federal Acquisition Regulations: 
Bio-based Procurements, 41179 
Constitutionality of Federal Contracting 
Programs for Minority-Owned and Other 
Small Businesses, 55849 
Contract Transparency; Withdrawal, 7522 
Documenting Contractor Performance, 37704 
Documenting Contractor Performance; 
Correction, 48776, 50714 
Financial Accounting Standards; Board 
Accounting References; Update, 8989 
Government Property, 18497 
Organizational Conflicts of Interest, 23236 
Payments under Time-and-Materials and Labor- 
Hour Contracts, 44884 
Prioritizing Sources of Supplies and Services 
for Use by the Government, 34634 
Privacy Training, 2010-2013, 63896 
Service Contracts Reporting Requirements, 
22070 
Service Contracts Reporting Requirements; 
Correction, 24443 
Updates to Contract Reporting and Central 
Contractor Registration, 73564 
Federal Management Regulations: 
Motor Vehicle Management, 31545 
Federal Travel Regulations: 
Duty Travel Allowances, 43236 
Duty Travel Allowances; Relocation 
Allowances; Taxes, 32340 
Temporary Duty Travel Allowances; Public 
Meeting; Correction, 46216 
Retrospective Review under E.O. 3563, 15859 
Retrospective Review under Executive Order, 
3563, 32088, 32133 
Semiannual Regulatory Agenda, 40132, 40136, 
40144, 40147 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 781, 
28038, 28039 
Acquisition of Helium, 12357, 30362 
Acquisition Regulation; Contract 
Administration, Quality Assurance, 78010 
Biobased Procurements, 81940 
Buy American Act Certificate, 24027 
Buy American—Construction, 65510 
Central Contractor Registration Requirements 
for Prime Grant Recipients, 4899 


Certification of Independent Price Determination 


and Parent Company and Identifying Data, 
16735 

Federal Acquisition Regulation, 22708 

Federal Acquisition Regulation; Affidavit of 
Individual Surety, 22706 

Federal Acquisition Regulation; Architect- 
Engineer Qualifications, 55389 

Federal Acquisition Regulation; Buy American 
Act—Construction, 40367 

Federal Acquisition Regulation; Certification of 
Independent Price Determination and 
Parent Company and Identifying Data, 
37353 

Federal Acquisition Regulation; Contract 
Financing, 4112 

Federal Acquisition Regulation; Contractor 
Business Ethics Compliance Program and 
Disclosure Requirements, 37353 
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GSA 


Federal Acquisition Regulation; Cost or Pricing 
Data Requirements and Information Other 
Than Cost or Pricing Data, 35218, 67152 

Federal Acquisition Regulation; Duty-Free 
Entry, 22707, 40367 

Federal Acquisition Regulation; Material and 
Workmanship, 76975 

Federal Acquisition Regulation; OMB Circular 
A-, 19, 39402 

Federal Acquisition Regulation; Past 
Performance Information, 67153 

Federal Acquisition Regulation; Payment by 
Electronic Fund Transfer, 35219 

Federal Acquisition Regulation; Place of 
Performance, 17126, 42127 

Federal Acquisition Regulation; Presolicitation 
Notice and Response, 64077 

Federal Acquisition Regulation; Progress 
Payments (SF-1443), 81942 

Federal Acquisition Regulation; Trade 
Agreements Certificate, 24026 

Federal Acquisition Regulations; Architect- 
Engineer Qualifications, 20351 

Federal Acquisition Regulations; Contractor 
Business Ethics Compliance Program and 
Disclosure Requirements, 60837 

Federal Acquisition Regulations; Organization 
and Direction of Work, 72413 

Federal Acquisition Regulation; 
Environmentally Sound Products, 17127, 
40368 

FFATA Subaward and Executive Compensation 
Reporting Requirements, 4901 

FSRS Registration and Prime Awardee Entity- 
Related Information Reporting 
Requirements, 4897 

General Services Administration Acquisition 
Regulation; Zero Burden Information 
Collection Reports, 38179, 38396 

Information Specific to a Contract or 
Contracting Action, 65728 

Information Specific to Contract or Contracting 
Action, 38179 

Information Technology Security Provision, 
78009 

Organization and Direction of Work; Federal 
Acquisition Regulation, 49483 

Payment by Electronic Fund Transfer, 67153 

Presolicitation Notice and Response, 22706 

Preventing Personal Conflicts of Interest for 
Contractor Employees Performing 
Acquisition Functions, 27648 

Price Reductions Clause, 81941 

Prohibition on Acquisition of Products Produced 
by Forced or Indentured Child Labor, 
24025, 42709 

Reporting and Use of Information Concerning 
Integrity and Performance of Recipients of 
Grants and Cooperative Agreements, 7851 

Request for Authorization of Additional 
Classification and Rate, 5375 

Sealed Bidding, 21743, 46808 

Zero Burden Information Coilection Reports, 
64351 

Federal Acquisition Regulation; Buy American 
Act Certificate, 60049 

Federal Acquisition Regulation; Standard Form 
28, Affidavit of Individual Surety, 60050 

Federal Acquisition Regulation; Trade 
Agreements Certificate, 60048 


Discontinuance of Looseleaf Version of Federal 


Management Regulation and Federal Travel 
Regulation, 22899 


Environmental Assessments; Availability, etc.: 


Renovation of the Charles F. Prevedel Federal 
Building, etc., Overland, MO, 40912 
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Renovations of the Charles F. Prevedel Federal 
Building, Overland, MO, 10031 
Environmental Impact Statements; Availability, 
etc.: 
Construction of a New Land Port of Entry in 
International Falls, MN, 63923 
Foreign Affairs Security Training Center; Public 
Scoping Meetings, 61360 
Improvements to the Calexico West Land Port 
of Entry, Calexico, CA, 30942, 45573 
Establishment of the Green Building Advisory 
Committee, 35894 
Federal Management Regulations: 
Redesignations of Federal Buildings, 54772 
Federal Procurement Data System Product Service 
Code Manual Update, 4113 
Federal Travel Regulations: 
Relocation Allowances-Relocation Income Tax 
Allowance Tables, 16629 
Relocation Allowances—Standard Mileage Rate 
for Moving Purposes, 48863 
Freedom of Information Act Requests for Access 
to the Central Contractor Registration Data, 
28228, 30717 
General Services Administration FY 2010 Service 
Contract Inventory; Availability, 5375 
GSA Bulletin: 
Office of Federal High-Performance Green 
Buildings, 13617 
Maximum Per Diem Rates: 
States of California, Mississippi, New York, 
Pennsylvania, Texas, and Virginia, 15981 
Maximum Per Diem Rates for the Continental 
United States, 53134 
Meetings: 
Federal Transition to Secure Hash Algorithm, 
11433 
Green Building Advisory Committee, 65511 
President’s Management Advisory Board, 
10032, 29752, 53901, 65511 
Senior Executive Service Performance Review 
Board, 55677 
Privacy Act; Systems of Records, 20986, 44332, 
49484, 56762 
Record of Decision: 
DHS Headquarters Consolidation at St. 
Elizabeths in Southeast, Washington, DC, 
65512 
Redesignations of Federal Buildings, 6792 
Review of Regulatory Coverage: 
Prevention of Personal Conflicts of Interest for 
Contractor Employees, 68046 


Geological Survey 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Aporovals, 
13658, 65529, 71998, 76177, 81960 
Consolidated Consumers’ Report (1 Form), 
6813 
Economic Contribution of Federal Investments 
in Restoration of Degraded, Damaged, or 
Destroyed Ecosystems, 70751 
Ferrous Metals Surveys, 810, 31357 
Landslide Report; Did You 
See It?, 50752 
National Gap Analysis Program Evaluation, 
37371 
National Spatial Data Infrastructure, 
Cooperative Agreements Program, 44354 
Nonferrous Metals Surveys, 52686 
North American Amphibian Monitoring 
Program, 45603 
North American Reporting Center for 
Amphibian Malformations, 17149 
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State of Ecosystem Services Implementation 
Survey, 29783 
Strengthening the Scientific Understanding of 
Climate Change Impacts on Freshwater 
Resources, 16443 
The Pecora Award; Application and Nomination 
Process, 50753 
Uranium Concentrations in Private Wells in 
Southeast New Hampshire, 48882 
William T. Pecora Award Application and 
Nomination Process, 69760 
Meetings: 
Advisory Committee on Water Information, 358 
National Cooperative Geologic Mapping 
Program and National Geological and 
Geophysical Data Preservation Program 
Advisory Committee, 19783 
National Earthquake Prediction Evaluation 
Council, 19123, 69761 
National Geospatial Advisory Committee, 
10914, 28449, 55939, 78944 
Scientific Earthquake Studies Advisory 
Committee, 61113 
Patent, Trademark and Copyright Acts: 
Prospective Intent to Award Exclusive License, 
72000 
Strengthening Scientific Understanding of Climate 
Change Impacts on Freshwater Resources of 
U.S., 17962 
U.S. Geological Survey Science Strategy Planning 
Feedback Process, 13207 


Government Accountability Office 


RULES 

Government Accountability Office Records; 
Procedure Revisions, 12549 

Personnel Appeals Board, 76873 

NOTICES 

Debarment, Suspension, and Ineligibility of 
Contractors, 60838 

Medicare Payment Advisory Commission 
Nomination Letters, 5591, 81503 

Meetings: 

Advisory Council on Government Auditing 
Standards, 19774 


Government Ethics Office 


RULES 

Executive Branch Financial Disclosure and 
Standards of Ethical Conduct Regulations, 
38547 

Post-Employment Conflict of Interest Restrictions; 
Revision of Departmental Component 
Designations, 30245 

PROPOSED RULES 

Executive Branch Qualified Trusts, 60757 

Government Employees Serving in Official 
Capacity in Nonprofit Organizations; Sector 
Unit Investment Trusts, 24816 

Standards of Ethical Conduct for Employees: 

Executive Branch; Gifts, 56330 

Standards of Ethical Conduct for Employees of 

the Executive Branch: 
Limits on Gifts from Registered Lobbyists and 
Organizations, 70667 

NOTICES 

Privacy Act; Systems of Records, 24489 

Senior Executive Service Performance Review 
Board; Membership Update, 60840 


Government Printing Office 


NOTICES 
Meetings: 


Depository Library Council to the Public 
Printer, 13617, 58005 


Grain Inspection, Packers and _ 
Stockyards Administration 


RULES 
Conservation and Energy Act of 2008: 

Suspension of ‘Delivery of Birds, Additional 
Capital Investment Criteria, Breach of 
Contract, and Arbitration, 76874 

Exports: 
High Quality Specialty Grain; Inspection and 
Weighing Waivers, 45397 
Required Scale Tests, 3485 
Correcting Amendments, 18348 
Required Scale Tests; Amendment, 50881 
PROPOSED RULES 
Inspection and Weighing of Grain in Combined 
and Single Lots, 42067 
United States Standards for Barley, 61287 
NOTICES 
Cancellation of Lewiston Grain Inspection Service, 
Inc. Designation and Designation 
Opportunities in Lewiston, ID Area, 317 
Designation for the Lewiston, ID Area, 22863 
Designation Opportunities: 

States of Georgia and Montana Areas; Request 

for Comments, 317 
Designations: 

Columbus, OH; Dallas, TX, and Decatur, IN 
Areas, 318 

Owensboro, KY; Bloomington, IL; Iowa Falls, 
IA; Casa Grande, AZ; Fargo, ND; Grand 
Forks, ND; and Plainview, TX Areas, 
15936 

State of Georgia and State of Montana Areas, 
31579 

Designations; Opportunities: 

Aberdeen, SD; Decatur, IL; Hastings, NE; 
Fulton, IL; State of Missouri, and State 
of South Carolina Areas, 15936 

Designations for Aberdeen, SD; Decatur, IL; 
Hastings, NE; Fulton, IL; the State of 
Missouri, State of South Carolina Areas, 
58241 

Designations to Provide Official Class X 
Weighing Services: 

Minot Grain Inspection, Inc., 318 

Meetings: 

Advisory Committee, 30305, 72900 

Opportunities for Designations: 

State of Alabama; Saginaw, TX; Essex, IL; 
Springfield, IL; Savage, MN; and State of 
Washington Areas, 31580 

Opportunity for Designations in the Jamestown, 
ND; Lincoln, NE; Memphis, TN; and Sioux 
City, IA Areas, 58241 

Solicitations of Nominations: 

Members of USDA Grain Inspection Advisory 
Committee, 86 


Health and Human Services 
Department 


See Agency for Healthcare Research and Quality 

See Agency for Toxic Substances and Disease 
Registry 

See Aging Administration 

See Centers for Disease Control and Prevention 

See Centers for Medicare & Medicaid Services 

See Centers for Medicare and Medicaid Services 

See Children and Families Administration 

See Food and Drug Administration 

See Health Resources and Services Administration 

See Indian Health Service 
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See Inspector General Office, Health and Human 
Services Department 

See National Institutes of Health 

See Refugee Resettlement Office 

See Substance Abuse and Mental Health Services 
Administration 

RULES 

Countermeasures Injury Compensation Program; 
Administrative Implementation, 62306 

Designation of Medically Underserved 
Populations: 

Negotiated Rulemaking Committee Meeting, 

20867 

Establishment of Permanent Certification Program 
for Health Information Technology, 1262 

Federal Health Care Provider Conscience 
Protection Laws, 68 

Group Health Plans and Health Insurance Issuers 
Relating to Coverage of Preventive Services 
under Patient Protection and Affordable Care 
Act: 

Amendment, 46621 

Internal Claims and Appeals and External 
Review Processes; Correction, 37208, 
44491 

Medical Loss Ratio Rebate Requirements for Non- 
Federal Governmental Plans, 76596 

Medical Loss Ratio Requirements Under the 
Patient Protection and Affordable Care Act, 
76574 

National Vaccine Injury Compensation Program; 
Revisions to the Vaccine Injury Table, 36367 

Operating Rules for Health Plan and Health Care 
Claim Status Transactions, 40458 

Patient Protection and Affordable Care Act; 
Establishment of Consumer Operated and 
Oriented Plan Program, 77392 

Permanent Certification Program for Health 
Information Technology; Revisions, 72636 

Privacy Act; Exempt Record System, 72325 

Rate Increase; Disclosure and Review, 29964 

Rate Increases: 

Disclosure and Review; Market Definitions, 

54969 
Responsibility of Applicants for Promoting 
Objectivity in Research for which Public 
Health Service Funding is Sought and 
Responsible Prospective Contractors, 53256 
World Trade Center Health Program: 

Enrollment, Appeals, Certification of Health 
Conditions, and Reimbursement; 
Requirements, 38914 

PROPOSED RULES 

Application, Review, and Reporting Process for 
Waivers for State Innovation, 13553 

CLIA Program and HIPAA Privacy: 

Patients’ Access to Test Reports, 56712 
Designation of Medically Underserved Populations 
and Health Professional Shortage Areas, 

12307 

Meetings; Negotiated Rulemaking Committee, 
61294 

Negotiated Rulemaking Committee Meeting, 
31546, 43964, 53377 

Foreign Quarantines: 
Etiological Agents, Hosts, and Vectors, 6389 
Guidelines for Determining Probability of 
Causation: 
Non-Radiogenic Cancers; Revision, 36891 
HIPAA Privacy Rule Accounting of Disclosures 
under the Health Information Technology for 
Economic and Clinical Health Act, 31426 
Human Subjects Research Protections: 

Enhancing Protections for Research Subjects 

and Reducing Burden, Delay, and 
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Ambiguity for Investigators; Extension of 

Comment Period, 44512, 54408 

Medically Underserved Populations and Health 
Professional Shortage Areas: 

Meeting of Negotiated Rulemaking Committee, 
10825 

Medical Malpractice Program Regulations: 

Federal Tort Claims Act; Coverage for Non- 

Health Center Patients; Clarification, 10825 
Meetings: 

Negotiated Rulemaking Committee on 
Designation of Medically Underserved 
Populations and Health Professional 
Shortage Areas, 54996 

Metadata Standards; Nationwide Electronic Health 
Information Exchange, 48769 

National Vaccine Injury Compensation Program: 

Vaccine Injury Table; Revisions, 8965 

Negotiated Rulemaking Committee on Designation 
of Medically Underserved Populations and 
Health Professional Shortage Areas, 22070, 
50442 

Non-Radiogenic Cancers; Guidelines Revision, 
15268 

Organ Procurement and Transplantation Network, 
78216 

Orphan Drugs for Covered Entities under 340B 
Program; Exclusion, 29183 

Patient Protection and Affordable Care Act: 

Consumer Operated and Oriented Plan Program; 
Establishment, 43237 

Establishment of Exchanges and Qualified 
Health Plans, 41866 

Exchange Functions in the Individual Market: 
Eligibility Determinations; Exchange 
Standards for Employers, 51202 

Standards Related to Reinsurance, Risk 
Corridors and Risk Adjustment, 41930 

Patient Protection and Affordable Care Act; 
Establishment, 60788 

Permanent Certification Program for Health 
Information Technology; Revisions, 31272 

Plan for Retrospective Review under Executive 
Order, 3563, 20568 

Planning and Establishment of Consumer Operated 
and Oriented Plan Program, 5774 

Possession, Use, and Transfer of Select Agents 
and Toxins; Biennial Review, 61206, 78215 

Privacy Act; Exempt Record System, 295 

Quality Assurance Requirements for Respirators; 
Withdrawal, 33188 

Requirements for Importers of Nonhuman 
Primates, 678, 13120 

Retrospective Review under Executive Order, 
3563, 32330 

Semiannual Regulatory Agenda, 40052, 40072 

Student Health Insurance Coverage, 7767 

Summary of Benefits and Coverage and Uniform 
Glossary, 52442 

Templates, Instructions, and Related Materials, 

52475 
World Trade Center Health Program: 
Health Conditions; Requirements, 38938 
NOTICES 
Achieving the Healthy People 2020 Annual 
Coverage Goals for Influenza Vaccination in 
Healthcare Personnel, etc., 78658 
Adjusted Federal Medical Assistance Percentage 
Rate for the First Quarter of Fiscal Year 
2011, 5811, 5811 
Adult Immunization Working Group to the 
National Vaccine Advisory Committee on 
Adult Immunization: 
Draft Report on Complex Challenges and 
Recommendations for Improvement; 
Correction, 14017 


Health 


Advisory Council on Alzheimer’s Research, Care, 
and Services; Establishment, Request for 
Nominations, 34074 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 1166, 
1616, 2121, 4904, 4905, 4906, 6793, 17, 
10033, 10034, 10035, 10036, 10037, 10364, 
10365, 10366, 10367, 14396, 14397, 14398, 
14399, 14400, 17127, 17128, 17129, 17130, 
17418, 20671, 20987, 20988, 23816, 25693, 
28986, 28987, 30362, 31612, 33760, 33761, 
35442, 25443, 35444, 36130, 36131, 40912, 
40913, 45573, 45804, 51980, 53901, 53902, 
55065, 55067, 59129, 59130, 59131, 59132, 
59701, 60840, 61360, 66305, 67454, 67455, 
68191, 71035, 71036, 71037, 76164, 76165, 
76732, 77536, 78011, 78012, 79683, 81942, 
81943 
Generic Clearance for the Collection of 
Qualitative Feedback on Agency Service 
Delivery, 63301 

Special Volunteer and Guest Researcher 
Assignment, 27058 

Annual Update of HHS Poverty Guidelines, 3637 

Applications for New Awards: 

Race to the Top -- Early Learning Challenge, 

53564 

Availability of Draft ICCVAM Recommendations 
on Using Fewer Animals to Identify 
Chemical Eye Hazards, 50220 

Availability of Draft Monograph; Request for 
Comments; Announcement of Peer Review 
Panel Meeting: 

Potential Developmental Effects of Cancer 

Chemotherapy during Pregnancy, 51034 

Calculation of Annual Federal Medical Assistance 
Percentages for Indian Tribes for Use in the 
Title IV-E Foster Care, Adoption Assistance, 
and Kinship Guardianship Assistance 
Programs, 45805 

Calls for Information and Nominations of 
Scientific Experts: 

Evaluation of Potential Developmental Effects 

of Cancer Chemotherapy during Pregnancy, 
21368 

Cancer Therapy Evaluation Program Intellectual 
Property Option to Collaborator, 13404 

Charter Renewals: 

Presidential Advisory Council on HIV-AIDS, 

48863 

Considerations on Federal Vaccine Safety System; 
Solicitation of Written Comments: 

Draft Report and Draft Recommendations of 

Vaccine Safety Working Group, 27059 

Consumer Health IT Pledge Program; Availability, 
58006 

Decision to Evaluate a Petition to Designate a 
Class of Employees for Inclusion in the 
Special Exposure Cohort: 

W.R. Grace and Co., Curtis, MD, 10899 
Delegation of Authorities, 53903, 56765, 62068 
Delegation of Authority: 

National Coordinator for Health Information 

Technology, 58006 

Delegation of Authority; Centers for Medicare and 
Medicaid Services, 13618 

Delegations of Authority, 25355 

Designation of a Class of Employees for Addition 
to the Special Exposure Cohort, 26299, 
28435, 28456, 57044, 68459 

BWX Technologies, Inc., Lynchburg, VA, 3907 

Simonds Saw and Steel Co., Lockport, NY, 

3907 
Texas City Chemicals, Inc., Texas City, TX, 
3907 

Designation of Class of Employees for Addition 

to Special Exposure Cohort, 51035 
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Determinations: 

Demonstration Needle Exchange Program 
Would be Effective in Reducing Drug 
Abuse and Risk of AIDS Infection Among 
Intravenous Drug Users, 10038 

Determinations Concerning Petitions to Add Class 
of Employees to Special Exposure Cohort, 
70147, 70148 

Draft National Toxicology Program Technical 
Reports; Availability, etc., 8741 

Draft NTP Monograph; Availability and Peer 
Review Panel Meeting: 

Health Effects of Low-level Lead, 61704 

Draft Report and Recommendations; Availability: 

Achieving the Healthy People 2020 Annual 
Coverage Goals for Influenza Vaccination 
in Healthcare Personnel, 78659 

Draft Report of the Adult Immunization Working 
Group to the National Vaccine Advisory 
Committee on Adult Immunization: 

Complex Challenges and Recommendations for 
Improvement, 12117 

Ensuring Safe Transitions from Hospital to Home; 
Requirements and Registration, 57044 

Extention of Temporary Certification Program, 
68192 

Federal Financial Participation in State Assistance 
Expenditures; Federal Matching Shares for 
Medicaid, etc.: 

October 1, 2012 through September 2013, 
74061 

Federal Health IT Strategic Plan 2011-2015, 22899 

Federal Health IT Strategic Plan; 2011-2015 Open 
Comment Period, 17419 

Final Effect of Designation of a Class of 
Employees for Addition to the Special 
Exposure Cohort, 7852, 34074, 59701, 62409, 
72928 

Final Effect of Designation of Class of Employees 
for Addition to Special Exposure Cohort, 
33762 

Findings of Misconduct in Science/Research 
Misconduct, 33763 

Findings of Research Misconduct, 7568, 23599, 
23600, 47589, 61361, 62807, 63621, 64947, 
68460, 80371 

FY 2010 Service Contract Inventory Service 
Contract Inventory; Availability, 5814 

Guidance on Exculpatory Language in Informed 
Consent, Draft, 55390 

Health Information Technology Extension 
Program, 4350 

HHS Recommendation for Fluoride Concentration 
in Drinking Water for Prevention of Dental 
Caries, 2383 

Human Subjects Protections in Scientific Studies, 
11482 

Independent Scientific Peer Review Panel Report; 
Availability: 

Evaluation of the Validation Status of An In 
Vitro Estrogen Receptor Transcriptional 
Activation Test Method for Endocrine 
Disruptor Chemical Screening, 28781 

Interest Rate on Overdue Debts, 30721 

Interest Rates on Overdue Debts, 8370, 59702 

International Workshop on Alternative Methods 
for Human and Veterinary Rabies Vaccine 
Testing: 

State of Science and Planning the Way Forward, 
50221 

In Vitro Test Methods: 

Detection and Quantification of Botulinum 
Neurotoxins and Non-endotoxin Pyrogens, 
29752 

Mandatory Guidelines for Federal Workplace Drug 

Testing Programs: 
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Approval of Entities that Certify Medical 

Review Officers, 74063 
Meetings: 

Advancing Research on Mixtures; New 
Perspectives and Approaches for Predicting 
Adverse Human Health Effects; Workshop, 
52954 

Advisory Committee on Blood Safety and 
Availability, 26300, 68192 

Advisory Committee on Interdisciplinary, 
Community-Based Linkages, 43332 

Advisory Committee on Minority Health, 
39107, 60841, 73644 

Advisory Committee on Minority Health; 
Cancellation, 55067 

Advisory Committee on Minority Health; 
Correction, 146 

Advisory Council on Alzheimer’s Research, 
Care, and Services, 56458 

Advisory Group on Prevention, Health 
Promotion, and Integrative and Public 
Health, 16776, 26300, 58007, 67731 

Chronic Fatigue Syndrome Advisory 
Committee, 15982, 61706 

Consumer Operated and Oriented Plan Advisory 
Board, 4907 

Health Information Technology Policy 
Committee, 4352, 14974, 14975, 28783, 
28784, 46297, 50734, 50735, 55912, 
55914, 70454, 70455, 79684 

Health Information Technology Standards 
Committee, 4353, 14975, 14976, 28782, 
28784, 46297, 46298, 50734, 50736, 
55913, 70455, 79684 

HIT Policy Committee, 784, 39108 

HIT Policy Committee’s Meaningful Use 
Workgroup, 2910 

HIT Policy Committee’s Workgroup, 4352 

HIT Policy Committee Workgroups, 782, 39108 

HIT Standards Committee, 4354, 783, 39109 

HIT Standards Committee Workgroups, 782, 
39107 

Independent Scientific Peer Review Panel; In 
Vitro Estrogen Receptor Transcriptional 
Activation Test Method for Endocrine 
Disruptor Chemical Screening, 4113 

Medicare Program; Technical Advisory Panel 
on Medicare Trustee Reports, 52955 

National Biodefense Science Board, 2388, 4353, 
14974, 51369, 63622 

National Committee on Vital and Health 
Statistics, Standards Subcommittee, 4696, 
20989, 33764, 45810, 54469, 61706, 
66719, 667201 

National Toxicology Program Board of 
Scientific Counselors, 8370, 28785, 36923, 
68461 

National Vaccine Advisory Committee, 2910, 
30722, 53134 

National Vaccine Advisory Committee Vaccine 
Safety Working Group, 30722 

Peer Review Draft Monograph Panel and 
Release of Draft NTP Monograph; 
Postponement, 55391 

Peer Review Draft NTP Technical Reports; 
Availability; Request for Comments, 77832 

Presidential Advisory Council on HIV/AIDS, 
1167, 27323, 55912, 68462 

Presidential Advisory Council on HIV-AIDS, 
42128 

Presidential Advisory Council on HIV-AIDS; 
Correction, 30942 

Presidential Commission for Study of Bioethical 
Issues, 21369 

Presidential Commission for the Study of 

Bioethical Issues, 7569, 48864, 66720 
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President’s Council on Fitness, Sports, and 
Nutrition; Correction, 25694 

Scientific Advisory Committee on Alternative 
Toxicological Methods, 23323 

Secretary’s Advisory Committee on Human 
Research Protections, 11248, 37354, 58006 

Secretary’s Advisory Committee on National 
Health Promotion and Disease Prevention 
Objectives for, 020, 16777 

Technical Advisory Panel on Medicare Trustee 
Reports, 558, 7569, 19360, 30170, 36539, 
58514, 65195, 72707 

Vaccine to Protect Children from Anthrax 
Public Engagement Workshop, 34994 

Million Hearts Challenge; Requirements and 
Registration, 60841 popHealth Tools 
Development Challenge; Requirements and 
Registration, 60842 

National Biodefense Science Board; Call for 
Nominees, 44333 

National Health Security Strategy Biennial 
Implementation Plan, 18552 

National Registry of Evidence-based Programs and 
Practices; Open Submission Period, 57742 

National Toxicology Program: 

Validation of Alternative Methods 
Recommendations on Two Nonradioactive 
Versions of Murine Local Lymph Node 
Assay, etc., 2388 

Needs and Approaches for Assessing the Human 
Health Impacts of Exposure to Mixtures, 
12963 

NICEATM-iCCVAM Five-Year Plan; Update, 
71977 

Nominations for 2011 Healthy Living Innovation 
Awards, 3638 

Nominations to Advisory Committee on Blood 
Safety and Availability, 15982 

Performance Review Board Members, 58277 

Petitions for Inclusion in Special Exposure Cohort: 

Brookhaven National Laboratory, Upton, NY, 
70456 

Sandia National Laboratory, Albuquerque, NM, 
70456 

Petitions To Add Class of Employees to Special 
Exposure Cohort; Determinations, 37114 

Petitions to Designate a Class of Employees for 
Inclusion in the Special Exposure Cohort: 

Ames Laboratory, Ames, IA, 22900 

Titanium Alloys Manufacturing, Niagara Falls, 
NY, 72929 

Y-12 Plant, Oak Ridge, TN, 26301 

Petitions to Designate Class of Employees for 
Inclusion in Special Exposure Cohort: 

Oak Ridge National Laboratory, Oak Ridge, 
TN, 64948 

Privacy Act; Systems of Records, 21902, 79685 

Proposed Data Collection Standards: 

Race, Ethnicity, Primary Language, Sex, and 
Disability Status Required by the 
Affordable Care Act, 38396 

Proposed National Toxicology Program Review 
Process for the Report on Carcinogens, 71037 

Re-Charter of the National Vaccine Advisory 
Committee, 48864 

Recommendation for Fluoride Concentration in 
Drinking Water for Prevention of Dental 
Caries, 10899 

Recommendations on In Vitro Ocular Safety 
Testing Methods and Strategies and Routine 
Use: 

Topical Anesthetics, Systemic Analgesics, and 
Humane Endpoints for Ocular Safety 
Testing, 20672 

Recommendations Received from the Health 
Information Technology Policy Committee, 
10598 


Renewal of Declaration Regarding Emergency Use 
of Doxycycline Hyclate Tablets, etc., 44926 

Reporting Device Adverse Events Challenge; 
Requirements and Registration, 57045 

Report on Carcinogens, Twelfth Edition; 
Availability, 36923 

Report on Usefulness and Limitations of Murine 
Local Lymph Node Assay, etc.; Availability, 
45254 

Request for Co-Sponsors: 

Programs to Strengthen Coordination and 
Impact of National Prevention Efforts of 
Healthcare-Associated Infections, 70722 

Request for Co-Sponsors for the Office of 
Healthcare Qualitys Programs to Strengthen 
Coordination and Impact of National Efforts 
in the Prevention of Healthcare-Associated 
Infections; Correction, 72413 

Request for Information: 

Public or Private Entities with an Interest in 
Biovigilance, 22900 

Requests for Information to Identify and Obtain 
Relevant Information: 

Public or Private Entities with Interest in 
Biovigilance; Extension, 34075 

Requests for Nominations: 

Advisory Committee on Blood Safety and 
Availability, 76732 

National Vaccine Advisory Committee, 71566 

Secretary’s Advisory Committee on Human 
Research Protections, 78660 

Requests for ONC-Approved Accreditor (ONC- 
AA) Status, 6794 

Requirements and Registration for Leading Health 
Indicators App Challenge, 66306 

Requirements and Registration for Lifeline 
Facebook App Challenge; Correction, 49485, 
50481 

Requirements and Registration for the U.S. 
Surgeon General’s Healthy Apps Challenge, 
73644 

Research Across Borders: 

Proceedings of International Research Panel of 
Presidential Commission for Study of 
Bioethical Issues; Request for Comments, 
55914 

Schedule for Assessment of HIT Policy 
Committee Recommendations, 25355 
Secretarial Review and Publication of Annual 

Reports to Congress: 

Contracted Consensus-Based Entity Regarding 
Performance Measurement, 55474 

Section 5001 of the American Recovery and 
Reinvestment Act of 2009: 

Adjustments to Federal Medical Assistance 
Percentage Rates, 32204 

Single Source Cooperative Agreement Awards, 
49486 

Gorgas Memorial Institute of Health Studies, 
52328 

Solicitation of Nominations for Appointment to 
the Chronic Fatigue Syndrome Advisory 
Committee, 42128 

Solicitations For Nominations: 

National Vaccine Advisory Committee, 6136 

Special Exposure Cohort Designations: 

Mathieson Chemical Co., Pasadena, TX, 14976 

Statement of Organization, Functions, and 
Delegations of Authority, 19995 

National Institutes of Health, 7216, 23817 

Office of the Assistant Secretary for Financial 
Resources, 19774 

Office of the National Coordinator for Health 
Information Technology, 6795 

Statements of Organization, Functions, and 
Delegations of Authority, 36539, 42710, 
59399 


National Coordinator for Health Information 
Technology, 65196 
Office of Assistant Secretary for Financial 
Resources, 69741 
Office of Assistant Secretary for Planning and 
Evaluation, 19361 
Supplement to the FY2010 Single-Source 
Cooperative Agreement with the World 
Health Organization, 54235 
Using Public Data for Cancer Prevention and 
Control; From Innovation to Impact 
Challenge; Requirements and Registration, 
44588 
Delegations Of Authority, 22396 
Meetings: 
Health Information Technology Policy 
Committees Workgroups, 22397, 22399 
Health Information Technology Standards 
Committees Workgroups, 22396, 22398 
President’s Council on Fitness, Sports, and 
Nutrition, 22397 


Health Resources and Services 
Administration 


PROPOSED RULES 
Designation of Medically Underserved Populations 
and Health Professional Shortage Areas: 
Meeting of Negotiated Rulemaking Committee, 
39062 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 1183, 
2697, 4361, 5388, 5389, 29, 584, 10373, 
11491, 12976, 13420, 14032, 17139, 17423, 
20993, 23602, 27067, 28792, 29251, 30948, 
30949, 33768, 35900, 37821, 38401, 42717, 
44018, 44019, 48171, 48172, 51042, 52335, 
53478, 58021, 58282, 59410, 61105, 63930, 
67197, 71578, 71984, 72423, 73650, 73652, 
77839, 81514 
Delegation of Authority, 72713 
Discretionary Grant Program, 159 
Eligibility Criteria for Sites Recruiting National 
Health Service Corps Scholars, 46305 
Establishment of Advisory Committee on the 
Maternal, Infant and Early Childhood Home 
Visiting Program Evaluation, 12977 
Funding Awards: 
Part F Special Projects Under the Ryan White 
HIV/AIDS Program, 29252 
Health Center Program, 17139 
Healthy Tomorrows Partnership for Children 
Program, 29769 
HIV/AIDS Bureau Policy Notice 11-01 (Replaces 
Policy Notice 99-02), 27649 
Lists of Designated Primary Medical Care, Mental 
Health, and Dental Health Professional 
Shortage Areas, 68198 
Low Income Levels Used for Various Health 
Professions and Nursing Programs; etc., 
14417 
Meetings: 
Advisory Commission on Childhood Vaccines, 
30, 27651, 45583, 67198 
Advisory Commission on Childhood Vaccines; 
Correction, 30950 
Advisory Committee on Infant Mortality, 39112 
Advisory Committee on Interdisciplinary, 
Community-Based Linkages, 4121 
Advisory Committee on Maternal, Infant and 
Early Childhood Home Visiting Program 
Evaluation, 71979 
Advisory Committee on Organ Transplantation, 
7223, 11798, 44936 
Advisory Committee on the Maternal, Infant 
and Early Childhood Home Visiting 
Program Evaluation, 12978, 22713 
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Homeland 


Advisory Committee on Training in Primary 
Care Medicine and Dentistry, 30951, 64952 

Advisory Council on Blood Stem Cell 
Transplantation, 3913, 19101, 62814 

Bureau of Health Professions All-Advisory 
Committee, 63624 

Council on Graduate Medical Education, 30950, 
64952 

National Advisory Committee on Rural Health 
and Human Services, 160, 25696, 52335 

National Advisory Council on Migrant Health, 
1185, 22107, 58283 

National Advisory Council on Nurse Education 
and Practice, 14033, 64953 

National Advisory Council on the National 
Health Service Corps, 3639, 29769, 81515 

Office of Global Affairs; WHO Global Code 
of Practice on the International Recruitment 
of Health Personnel, 77237 

Secretary’s Advisory Committee on Heritable 
Disorders in Newborns and Children, 
17140, 51375, 76740 

National Forum for State and Territorial Chief 
Executives Program Cooperative Agreement, 
17658 

National Practitioners Data Bank: 

Name Change of Proactive Disclosure Service 
to Continuous Query, 59144 

National Vaccine Injury Compensation Program: 

Revised Amount of the Average Cost of a 
Health Insurance Policy, 5180 

Statement of Reasons for Not Conducting Rule- 
Making Proceedings, 19778 

Noncompetitive Program Extension Supplemental 
Awards, 21753 

Part C Early Intervention Services Grant Under 
the Ryan White HIV-AIDS Program, 30951 

Poison Control Program, 585 

Privacy Act; Systems of Records, 28991 

Privacy Act; Systems of Records; Deletion, 20994 

Proposed Eligibility Criteria: 

Centers of Excellence Program in Health 
Professions Education for Under- 
Represented Minority Individuals, 68770 

Request for Nominations: 

Advisory Commttees, 11492 

Request for Nominations for Voting Members: 

Advisory Council on Blood Stem Cell 
Transplantation, 11491 

Statement of Delegation of Authority, 12978, 
13646 

Statement of Organization, Functions and 
Delegations of Authority, 18560, 45584, 
47216, 62420, 64953 

Statements of Delegation of Authority, 353 

Statements of Organization, Functions and 
Delegations of Authority, 54236, 77840 


Historic Preservation, Advisory 
Council 


NOTICES 
Meetings: 
ACHP Quarterly Business, 22910 
Advisory Council on Historic Preservation, 
7869 
Quarterly Business, 45280, 66311 


Homeland Security Department 


See Coast Guard 

See Federal Emergency Management Agency 

See Transportation Security Administration 

See U.S. Citizenship and Immigration Services 

See U.S. Customs and Border Protection 

See U.S. Immigration and Customs Enforcement 

RULES 

Acceptable Documents for Employment Eligibility 
Verification, 21225 
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Homeland 


Airports of Entry or Departure for Flights To and 

From Cuba, 5058 

Civil Monetary Penalties Inflation Adjustment, 
74625 

Commonwealth of Northern Mariana Islands 
Transitional Worker Classification; 
Correction, 69119 

Commonwealth of the Northern Mariana Islands 
Transitional Worker Classification, 55502 

Documents Acceptable for Employment Eligibility 
Verification; Correction, 23861 

Drug Free Workplace Requirements, 10205 

Employment Authorization for Libyan F-1 
Nonimmigrant Students, 33970 

Immigration Benefits Business Transformation; 
Increment I; Correction, 53764, 73475 

Minimum Standards for Driver’s Licenses and 
Identification Cards Acceptable by Federal 
Agencies for Official Purposes, 12269 

Privacy Act; Exemptions: 

U.S. Citizenship and Immigration Services - 015 
Electronic Immigration System-2 Account 
and Case Management System of Records, 
70638 

U.S. Citizenship and Immigration Services - 016 
Electronic Immigration System-3 
Automated Background Functions, 70637 

Privacy Act; Implementation of Exemptions: 

National Infrastructure Coordinating Center 
Records System of Records, 44452 

National Operations Center Tracker and Senior 
Watch Officer Logs Records System of 
Records, 42005 

Training and Exercise Program Records System 
of Records, 42004 

Workplace Violence Prevention Program 
System of Records, 42003 

Privacy Act of 1974: 

Civil Rights and Liberties Records System of 
Records; Exemptions, 44451 

Court Martial Case Files, etc.; Exemptions, 
27847 

Use of the Terrorist Screening Database System 
of Records; Exemptions, 81787 

Professional Conduct for Practitioners: 
Rules, Procedures, Representation, and 
Appearances, 5267 

Prohibition on Federal Protective Service Guard 
Services Contracts, etc.; Correction, 70660 

Residents Who Live Outside United States to File 
Petitions According to Form Instructions, 
28303 

U.S. Coast Guard Courts Martial Case Files 
System of Records; Correction, 39245 

User Fee Airports: 

Dallas Love Field Municipal Airport; Dallas, 
TX; Addition, 31823 

Visa Waiver Program: 
Guam-Commonwealth of the Northern Mariana 
Islands; Eligibility, 16231 

PROPOSED RULES 

Alien File, Index, and National File Tracking 
System of Records; Exemptions, 34177 

Ammonium Nitrate Security Program, 46908, 
70366 

Public Meetings, 62311 

Chemical Facility Anti-Terrorism Standards; 
Personnel Surety Program; Exemptions, 
34616 

Privacy Act; Exemptions: 

DHS/CBP - 003 Credit/Debit Care Data System 

of Records, 67621 
Privacy Act; Systems of Records, 18954, 60385, 
60387 
Privacy Act of 1974: 
Implementation of Exemptions, etc., 12609 
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Privacy Act of 1974; Exemptions, 59926 

Registration Requirement for Petitioners Seeking 
to File H-1B Petitions on Behalf of Aliens 
Subject to the Numerical Limitations, 11686 

Retrospective Review under E.O. 13563; 
Preliminary Plan, 32331 

Retrospective Review under Executive Order, 
3563, 13526 

Semiannual Regulatory Agenda, 40074 

Special Immigrant Juvenile Petitions, 54978 

Supplemental Standards of Ethical Conduct for 
Employees of Department of Homeland 
Security, 63206 

Treatment of Aliens Whose Employment Creation 
Immigrant (EB-5) Petitions Were Approved 
After January 1, 1995 and Before August 31, 
1998; Correction, 1, 1998, 59927, 61288 

Use of the Terrorist Screening Database System 

of Records, 39315 


NOTICES 
Adjustment of Disaster Grant Amounts, 63933 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
10384, 10385, 11254, 42129, 66312, 68486 
Assessment Questionnaire - IP Sector Specific 
Agency Risk Self Assessment Tool, 81955 
Award of Public Contracts, 54243 
Biodefense Knowledge Center, 44024 
BioWatch Filter Holder Log, 24504, 42130 
Broad Stakeholder Survey, 34087 
Case Submission Form, Case Assistance Form; 
Online Ombudsman Form, 61725 
Chemical Facility Anti-Terrorism Standards 
Personnel Surety Program, 34720 
Communications Unit Leader Prerequisite and 
Evaluation, 14678 
CyberForensics Electronic Technology 
Clearinghouse Program, 22910 
Cybersecurity and Communications Technical 
Assistance Request and Evaluation, 7870 
General Meeting Registration and Evaluation, 
14677, 37822 
Individual Complaint of Employment 
Discrimination, 42131 
Infrastructure Protection Data Call, 17934 
Infrastructure Protection Data Call Survey, 
17933 
Infrastructure Protection Stakeholder Input 
Project, 5186 
Minimum Standards for Drivers licenses and 
Identification Cards Acceptable by Federal 
Agencies for Official Purposes, 42132, 
61723 
National Emergency Communications Plan Goal 
2 Performance Report, 22115 
Nationa! Emergency Communications Plan 
Tribal Report, 22114, 41273 
Office of Infrastructure Protection; Infrastructure 
Protection Stakeholder Input Project, 22113 
Post-Award Contract Information, 54242 
Protected Critical Infrastructure Information 
Stakeholder Survey, 17935, 50487 
Protected Repository for the Defense of 
Infrastructure Against Cyber Threats 
Program, 72426 
Qualitative Feedback on Agency Service 
Delivery, 55078 
Science and Technology, CyberForensics 
Electronic Technology Clearinghouse 
Program, 7870 
Science and Technology, External S and T 
Collaboration Site, 34231 
Science and Technology First Responders 
Community of Practice program, 34232 
Science and Technology, Project 25 Compliance 
Assessment Program, 81954 


Solicitation of Proposal Information for Award 
of Public Contracts, 75890 
Telecommunications Service Priority System, 
32980, 54244 
Aviation Security Advisory Committee; Re- 
establishment, 39884 
Charter Renewals: 
Homeland Security Science and Technology 
Advisory Committee, 41274 
Charter Renewals and Requests for Applicants: 
Homeland Security Information Network 
Advisory Committee, 67750 
Critical Infrastructure Partnership Advisory 
Council Membership Update, 20995, 70730 
Data Privacy and Integrity Advisory Committee; 
Request for Applicants, 39406 
Exercise of Authority under Section 
212(d)(3)(B)(i) of the Immigration and 
Nationality Act, 14418, 14419 
Exercise of Authority under Section 212 of the 
Immigration and Nationality Act, 2130, 2131 
Exercise of Authority under the Immigration and 
Nationality Act, 70463 
Extension of Employment Authorization for 
Haitian F-1 Nonimmigrant Students 
Experiencing Severe Economic Hardship, 
etc., 28997 
Final Information Quality Guidelines Policy, 8753 
Fiscal Year 2010 Service Contract Inventory; 
Availability, 4123 
Guidance to Financial Assistance Recipients 
Regarding Discrimination Affecting Limited 
English Proficient Persons, 21755 
Identification of Foreign Countries Whose 
Nationals Are Eligible to Participate in H- 
2A and H-2B Nonimmigrant Worker 
Programs, 2915 
Meetings: 
Advisory Committee on Commercial Operations 
of Customs and Border Protection, 17143, 
46312 
Critical Infrastructure Partnership Advisory 
Council, 29775, 55693 
Data Privacy and Integrity Advisory Committee, 
25361, 35459, 58524, 60510, 70464 
DHS Data Privacy and Integrity Advisory 
Committee, 8754 
Homeland Security Advisory Council, 4123, 
34088, 55079, 58813, 81516 
Homeland Security Advisory Council, 
Correction, 56208 
Merchant Marine Personnel Advisory 
Committee; Correction, 58524 
National Infrastructure Advisory Council, 
36137, 81956 
National Offshore Safety Advisory Committee, 
24504 
President’s National Security 
Telecommunications Advisory Committee, 
17424, 28443, 52672, 72427 
Privacy Compliance Basics and 2011 
Developments, 31350 
Towing Safety Advisory Committee, 59415 
Models to Advance Voluntary Corporate 
Notification to Consumers, etc., 58466, 68160 
Botnets and Related Malware, 
National Emergency Communications Plan 
(NECP) Goal 2 Performance Report, 2700 
Nationwide Cyber Security Review Assessment, 
43696 
Privacy Act; Systems of Records, 5603, 8755, 
8758, 8761, 34, 12745, 21768, 24901, 24905, 
26738, 28795, 34233, 34240, 41274, 49494, 
49497, 49500, 53918, 53921, 55693, 58525, 
60059, 60063, 60067, 60070, 66933, 66937, 
66940, 67751, 69749, 70730, 70735, 70739, 
72428 
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Chemical Facility Anti-Terrorism Standards 
Personnel Surety Program, 34732 
Department of Homeland Security Federal 
Emergency Management Agency -011 
Training and Exercise Program, 19107 
Use of the Terrorist Screening Database System 
of Records, 39408 
Privacy Impact Assessments; Availability, 30952 
Published Privacy Impact Assessments on the 
Web, 19110, 37823, 58814, 78934 
Removing Designated Countries from the National 
Security Entry-Exit Registration System, 
23830 
Senior Executive Service Performance Review: 
Correction, 61726 
Senior Executive Service Performance Review 
Board; Membership, 59416 
The Menlo Report: Ethical Principles Guiding 
Information and Communication Technology 
Research, 81517 
U.S.-Canada Action Plan for Perimeter Security 
and Economic Competitiveness, 76981 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Nationwide Cyber Security Review Assessment, 
22409 


Housing and Urban Development 
Department 


See Federal Housing Enterprise Oversight Office 
RULES 
Adjustment of Civil Money Penalty Amount for 
Inflation, 36850 
Emergency Homeowners’ Loan Program: 
Emergency Assistance Program; Activation, 
11946 
Exemptions: 
Property Flipping; Extension, 81363 
Federal Housing Administration Appraiser Roster; 
Appraiser Qualifications for Placement on 
FHA Appraiser Roster, 72306 
Homeless Emergency Assistance and Rapid 
Transition to Housing: 
Defining ‘Homeless’, 75994 
Emergency Solutions Grants Program and 
Consolidated Plan Conforming 
Amendments, 75954 
HUD Debt Collection: 
Procedures for the Collection of Claims, 69044 
HUD Multifamily Rental Projects: 
Regulatory Revisions, 24363 
Office of Management and Budget Guidance on 
Drug-Free Workplace; Requirements, 45165 
Public Housing Evaluation and Oversight: 
Public Housing Assessment System and 
Determining and Remedying Substantial 
Default, 10136 
Real Estate Settlement Procedures Act: 
Technical Corrections and Clarifying 
Amendments, 40612 
SAFE Mortgage Licensing Act; Minimum 
Licensing Standards and Oversight 
Responsibilities, 38464 
PROPOSED RULES 
Approval of Farm Credit System Lending 
Institutions in FHA Mortgage Insurance 
Programs, 53362 
Credit Risk Retention, 24090, 34010 
Equal Access to Housing in HUD Programs 
Regardless of Sexual Orientation or Gender 
Identity, 4194 
Fair Housing Acts Discriminatory Effects 
Standard, 70921 
Federal Housing Administration: 


Appraiser Roster; Qualifications for Placement, 
41441 

Refinancing an Existing Cooperative under 
Section 207 Pursuant to Section 223(f) of 
the National Housing Act, 5518 

Suspension of Section 238(c) Single-Family 
Mortgage Insurance in Military Impacted 
Areas, 53851 


Floodplain Management and Protection of 


Wetlands, 77162, 79145 
Home Investment Partnerships Program: 
Improving Performance and Accountability; and 
Updating Property Standards, 78344 
Homeless Management; Information Systems 
Requirements, 76917 
HUD Debt Collection: 
Procedures for Collection of Claims, 39222 
Manufactured Housing; Correction, 8852 
Native American Housing Assistance and Self- 
Determination Reauthorization Act of 
2008;Amendments, 71474 
Public Housing: 
Physical Needs Assessment, 43219 
Public Housing Capital Fund Program, 6654 
Public Housing Energy Audits, 71287 
Retrospective Review Plans Under E.O. 3563, 
31884 
Retrospective Review Under E.O. 3563, 11395 
Section 8 Management Assessment Program 
Lease-Up Indicator; Revision, 59069 
NOTICES 
2010 Community Development Block Grant 
Disaster Recovery Grantees: 
Additional Allocations and Waivers and 
Alternative Requirements, 20998 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
10045 
Additional On-Site Data Collection for the 
Housing Choice Voucher Program, 80377 
American Housing Survey, 2700 
Annual Adjustment Factors Rent Increase 
Requirement, 47605, 59713 
Annual Progress Reports for Empowerment 
Zones, 61112, 64369, 66946 
Application for Displacement/Relocation/ 
Temporary Relocation Assistance for 
Person, 46830 
Application for Displacement/Relocation 
Assistance for Person, 67469 
Application for Energy Innovation Fund; 
Multifamily Pilot Program, 52677 
Application for Energy Innovation Fund - 
Multifamily Pilot Program, 35904 
Application for FHA Insured Mortgages, 46833 
Application for Healthy Homes and Lead 
Hazard Control Grant Programs and 
Quality Assurance Plans, 33329, 64097 
Application for HUD/FHA Insured Mortgage 
Hope for Homeownege# 43, 23615 
Application for Multifariuly Project Mortgage 
Insurance, 5188 
Application for Resident Opportunities and Self 
Sufficiency Program, 17663 
Application for Technical Assistance for 
Community Planning and Development 
Programs, 45589 
Application for the Community Development 
Block Grant Program for Indian Tribes and 
Alaska Native Villages, 45591 
Applications for Housing Assistance Payments 
and Special Claims Processing, 79703 
Assessment of Native American, Alaska Native, 
and Native Hawaiian Housing Needs, 
25703, 46832 
Assessment of the LIHTC Program after 15 
Years, 4931 
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Brownfield Economic Development Initiative, 
2405 

Brownfields Economic Development Initiative 
Grant Application, 17662 

Budget-Based Rent Increase, 59712 

Builder’s Certification of Plans, Specifications, 
and Site, 80959 

Capacity Building for Sustainable Communities 
Program, 29781, 56780, 71996 

Capital Fund Education and Training 
Community Facilities, 4932 

Capture Energy Efficiency Measures for PIH, 
76432 

CDBG Urban County Qualification/ 
Requalification Process, 76431 

Certification and Funding of State and Local 
Fair Housing Enforcement Agencies, 45, 
51050 

Certification of Consistency and Nexus between 
Activities, etc., 17663, 59714 

Certification of Multifamily Housing 
Compliance with State and Local Housing 
Codes; Correction, 61732 

Choice Neighborhoods, 16437, 27082, 29004 

Closeout Instructions for Community 
Development Block Grant Programs, 61732 

Communities Challenge Planning Grant, 34745 

Community Challenge Planning Grant Program, 
71995 

Community Challenge Planning Grant Program 
Funding Availability, 56779 

Compliance Inspection Report - Mortgagees 
Assurance of Completion, 13657 

Conditional Commitment/Direct Endorsement 
Statement of Appraised Value, 374 

Congregate Housing Services Program, 31356, 
70472 

Congressional Earmark Grants, 72210 

Consolidated Plan and Annual Performance 
Report, 44, 23329 

Construction Complaint -- Request for Financial 
Assistance, 65519 

Continuation of Interest Reduction Payments 
after Refinancing Section 236 Projects, 
28802 

Continuum of Care Check-up Assessment Tool, 
34744, 52676 

Continuum of Care Homeless Assistance 
Program Registration, 81520 

Contractors Requisition - Project Mortgages, 
13423 

Conversion of Efficiency Units to One-Bedroom 
Units Multifamily Housing Package, 6488 

County Data Record Project, 11504, 25365 

Disaster Assistance Program Incremental Rent 
Transition Study, 22118 

Disaster Housing Assistance Program 
Incremental Rent Transition Study, 39419 

Disposition of Multifamily Housing Projects, 
etc., 24042, 24043 

Economic Opportunities for Low and Very Low 
Income Persons, 13656 

Emergency Homeowners’ Loan Program Data 
Elements, 5187, 22913 

Emergency Homeowners Loan Program - 
Required Data Elements, 52962 

Energy Efficient Mortgages, 47605, 66317 

Energy Innovation Fund; Multifamily Energy 
Pilot Program, 59715 

Energy Innovation Fund - Multifamily Energy 
Pilot Program, 67470 

Entitlement and State Community Development 
Block Program, 34741 

Environmental Review Procedures for Entities 
Assuming HUD Environmental 
Responsibilities, 4933, 18571 


Housing 


Evaluation of Office of University Partnerships, 
15990, 45589 

Evaluation of the Veterans Homelessness 
Prevention Demonstration, 70470 

Exigent Health and Safety Deficiency 
Correction Certification, 1627 

Fair Housing Initiatives Program Grant 
Application Testing Training, 4715 

Family Unification Program, 11505, 66315 

Fellowship Placement Pilot Program, 31623 

Fellowship Recruitment for Fellowship 
Placement Program, 21001, 38201 

FHA-Insured Mortgage Loan Servicing; Claims 
and Conveyance Process, Property 
Inspection/Preservation, 68773 

FHA-Insured Mortgage Loan Servicing of 
Delinquent, Default and Foreclosure with 
Service Members Act, 27082, 55083 

FHA Lender Approval, Annual Renewal, 
Periodic Updates and Required Reports by 
FHA Approved Lenders, 34091, 51049 

Floodplain Management and Protection of 
Wetlands, 17427 

Funding Availability for Fiscal Year 2010 
Limited English Proficiency Initiative 
Program, 34743 

Funding Availability for the Transformation 
Initiative; Natural Experiment Grant 
Program, 4124, 4125, 22119, 40740 

Funding Availability for Transformation 
Initiative; Sustainable Construction in 
Indian Country Grant Program, 4363, 
46834 

FY12 Transformation Initiative; Sustainable 
Communities Research Grant Program, 
54246 


FY 2011 Funding Availability for Neighborhood 


Stabilization Program Technical Assistance 
and Capacity Building; Request for 
Qualifications, 52674 

Ginnie Mae Mortgage-Backed Securities Guide 
5500.3, Revision 1 (Forms and Electronic 
Data Submissions), 31624 

Ginnie Mae Mortgage-Backed Securities 
Programs, 51048 

Home Energy Retrofit Loan Pilot Program, 
14420 

Home Equity Conversion Mortgage Insurance 
Application for Reverse Mortgages and 
Related Documents, 5818 

Homelessness Prevention Study, 17427, 64368 

Homelessness Prevention Study Site Visits, 
81959 

HOPE VI Application, 36564 

HOPE VI Public Housing Programs, Funding 
and Program Data, 18570 

Housing Choice Voucher Program, 78292 

Housing Choice Voucher Program 
Administrative Fee Study, 35232, 52675, 
59711, 60854, 64366 

Housing Counseling Program; Application for 
Approval as Housing Counseling Agency, 
38198 

Housing Counseling Program; Biennial Agency 
Performance Review, 38197 

Housing Counseling Program - Agency 
Performance Review, 24041 

Housing Opportunities for Persons With AIDS 
(HOPWA) Program, etc., 25366 

Housing Opportunities for Persons with AIDS 
Program, etc., 373 

HUD-Administered Small Cities Program 
Performance Assessment Report, 72211 

HUD Multifamily Rental Project Closing 
Documents, 24507 

HUD-Owned Real Estate - Dollar Home Sales 
Program, 5819 


112 


HUD-Owned Real Estate—Good Neighbor Next 
Door Program, 6488 

Impact of Housing and Services Interventions 
for Homeless Families, 76172 

Indian Community Development Block Grant, 
23328 

Indian Housing Block Grant Program Reporting, 
27341 

Indian Housing Block Grants Program 
Reporting, 42722 

Innovation of the Day, 45588 

Inspector Candidate Assessment Questionnaire, 
65742, 80376 

Interstate Land Sales Full Disclosure 
Requirements, 20365, 59714 

Land Survey Report/Multifamily Housing 
Development, 34093 

Land Survey Report for Insured Multifamily 
Projects, 60853 

Limited English Proficiency Initiative Program, 
65742, 81958 

Loan Guarantee Recovery Fund, 46832 

Loan Guarantee Recovery Fund Established 
Pursuant to the Church Arson Prevention 
Act, 71058 

Loan Sales Bidder Qualification Statement, 
11256, 46835 

Local Appeals to Single-Family Mortgage 
Limits; Withdrawal, 58291, 73653 

Logic Model Grant Performance Report 
Standard, 36566 

Management Review for Multifamily Housing 
Projects, 34091 

Management Reviews of Multifamily Housing 
Programs, 66317 

Manufactured Home Construction and Safety 
Standards Act Reporting Requirements, 
22117 

Manufactured Housing Installation Program 
Reporting Requirements, 46836 

McKinney-Vento Technical Assistance 
Narrative, Matrices, and Reporting 
Requirements, 35231, 55083 

Memorandum of Agreement and Improvement 
Plan in Connection with the Public 
Housing Assessment System, 5394 

Model Manufactured Home Installation Program 
Rules and Regulations, 34092 

Mortgage Record Change, 373 

Mortgagor’s Certification of Actual Cost, 46831 

Moving to Work Demonstration, 28240, 71592 

Multifamily Financial Management Template, 
52676 

Multifamily Insurance Benefits Claims Package, 
39118, 66316 

Multifamily Project Applications and 
Construction Prior to Initial Endorsement, 
19121 

National Resource Bank, Comment Request, 
18573 

Neighborhood Stabilization Program Tracking 
Panel, 39116, 71058 

New Construction Subterranean Termite 
Protection for New Homes, 66947 

Office of Hospital Facilities Insured Mortgage 
Comprehensive Listing of Transactional 
Documents for Mortgagors, Mortgagees, 
Contractors and their Agents, 34092 

Online Innovation Submission Form for the 
Innovation of the Day Project, 7874 

Owners Certification with HUD Tenant 
Eligibility and Rent Procedures, 4933 

Participation Agreement, Follow-up Survey, and 
Key Informant Interview Guide for The 
Impact of Housing and Services 
Interventions on Homeless Families, 35903 


Prepayment of Direct Loans on Section 202 
and 202/8 Projects with Inclusion of FHA 
Mortgage Guidelines, 38199 

Pre-Purchase Homeownership Counseling 
Demonstration and Impact Evaluation, 
64367 

Procedures for Appealing Section 8 Rent 
Adjustments, 52674 

Protection and Enhancement of Environmental 
Quality, 56781, 71996 

Public/Private Partnerships for Mixed-Finance 
Development of Public Housing Units, 
17661 

Public Housing Admissions/Occupancy Policies, 
45281, 51049 

Public Housing Admissions/Occupancy Policy, 
18572 

Public Housing Agency (PHA) 5-Year and 
Annual Plan, 20698 

Public Housing Assessment System Appeals, 
Technical Reviews and Database 
Adjustments, 10044, 38200 

Public Housing Assessment System 
Memorandum of Agreement, etc., 24911 

Public Housing Authority Executive 
Compensation Information, 23330, 40741 

Public Housing Financial Management 
Template, 36565, 38200, 39418 

Public Housing Inventory Removal Application, 
16801, 36565-36566 

Public Housing Physical Needs Assessment, 
24911 

Quality Control Requirements for Direct 
Endorsement Lenders, 23615 

Rehabilitation Mortgage Insurance Underwriting 
Program Section 203(K), 17428 

Relocation and Real Property Acquisition, etc., 
39117, 47223 

Request for Prepayment of Section 202 or 202/ 
8 Project, 43 

Request for Qualification; Fellowship Placement 
Program, 16631 

Requirement for Contractors to Provide 
Certificates of Insurance for Capital 
Program Projects, 13656 

Requisition for Disbursement of Sections 202 
and 811 Capital Advance/Loan Funds, 
13424 

Resident Opportunities and Self-Sufficiency 
Program, 78293 

Resident Opportunities and Supportive Services 
Program Forms for Applying for Funding, 
164 

Rural Housing Stability Program Registration, 
81520 

Section 3 Business Self-Certification 
Application, 3649, 35231 

Section 3 Program Implementation and 
Coordination Grant, 13423 

Section 5(h) Homeownership Program for 
Public Housing, 16800, 30182 

Section 8 Fair Market Rent Surveys, 35905 

Section 8 Random Digit Dialing Fair Marketing 
Rent Surveys, 30183, 53691 

Self-Help Homeownership Opportunity 
Program, 61111, 80377 

Single Family Mortgage Instruments, 66314 

Single Family Premium Collection Subsystem— 
Periodic, 71591 

Stakeholder Survey, 5393 

Study of Public Housing Agencies’ Engagement 
with Homeless Households, 70471 

Sustainable Communities Regional Grant 
Pregram, 2406, 37139 

Sustainable Construction in Indian Country 
Grant Program, 12982 
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Technical Assistance and Capacity Building 
under the Transformation Initiative, 79703 

Technical Assistance Experience, Expertise, and 
Awards Received Matrices, 31356 

Technical Assistance for Community Planning 
and Development Programs, 20364 

Technical Suitability of Products Program, 
13658 

Tenant Resource Network Program, 12983, 
39417 

Transformation Initiative; Choice 
Neighborhoods Demonstration, Small 
Grants Research Program, 68774 

Transformation Initiative; Family Self- 
Sufficiency Program Demonstration Small 
Grants Research Program, 59717 

Transformation Initiative; Natural Experiment 
Grant Program, 76173 

Transformation Initiative; Rent Reform 
Demonstration Small Grant Research 
Program, 59716 

Transformation Initiative Family Self- 
Sufficiency Demonstration Small Grants, 
39115 

Transformation Initiative Rent Reform 
Demonstration Small Grants, 39117 

Tribal Colleges and University Programs, 
27658, 61376 

United States Postal Service Vacancy Data User 
Verification Page, 53692 

Use Restriction Agreement Monitoring and 
Compliance, 20365, 46835 

American Recovery and Reinvestment Act: 

Buy American Exceptions, 71593 

Announcement of Funding Awards: 

Capital Fund Education and Training 
Community Facilities Program Fiscal Year 
2011, 65743, 65743 

Emergency Capital Repair Grant Program Fiscal 
Year 2010, 25704 

Announcement of Funding Awards for Fiscal Year 
2011: 

Doctoral Dissertation Research Grant Program, 

58292 
Announcements of Funding Awards: 

Fiscal Year 2010 Fair Housing Initiatives 
Program, Enforcement Testing Technical 
Assistance, 71059 

Annual Indexing of Basic Statutory Mortgage 
Limits for Multifamily Housing Programs, 
10387, 79704 

Appointments to Performance Review Board, 
73654 

Buy American Exceptions under 2009 American 
Recovery and Reinvestment Act, 19381 

Buy American Exceptions under American 
Recovery and Reinvestment Act, 37140, 
2009, 37140, 52678 

Buy American Exceptions under the 2009 
American Recovery and Reinvestment Act, 
17429, 24043 

Buy American Exceptions Under the American 
Recovery and Reinvestment Act of 2009, 
7874, 7874 

Changes to Public Housing Assessment System: 

Management Operations Scoring; Correction, 
20366 

Changes to the Public Housing Assessment 
System: 

Capital Fund Scoring, 10053 

Financial Condition Scoring, 10047 

Management Operations Scoring, 10050 

Clarifications of Duplications of Benefits 
Requirements: 

Stafford Act for Community Development 

Block Grant Disaster Recovery Grantees, 

71060 
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Consolidated Delegation of Authority to the 
General Counsel, 42462 
Consolidated Delegation of Authority to the 
President of the Government National 
Mortgage Association, 53931 
Consolidated Delegations of Authority for Office 
of Fair Housing and Equal Opportunity, 
73984 
Consolidated Redelegation of Authority for the 
Government National Mortgage Association, 
53931 
Consolidated Redelegation of Authority to the 
Office of General Counsel, 42463 
Credit Watch Termination Initiative: 
Termination of Direct Endorsement Approval, 
22119, 38407, 53148 
Termination of Origination Approval 
Agreements, 4126, 22120, 38406 
Delegation Authority for Office of Chief 
Information Officer, 67471 
Delegation Authority for Office of Sustainable 
Housing and Communities, 53933 
Delegation Authority for the Office of Policy 
Development and Research, 53934 
Delegation of Authority for Center for Faith-Based 
and Neighborhood Partnerships, 53934 
Delegation of Authority for the Office of Healthy 
Homes and Lead Hazard Control, 45592 
Delegation of Authority for the Office of Public 
and Indian Housing, 47224 
Delegation of Authority for the Office of the Chief 
Human Capital Officer, 69030 
Delegations Of Authority: 
Office of Chief Financial Officer, 53935 
Office of Community Planning and 
Development, 64362 
Office of Congressional and Intergovernmental 
Relations, 62594 
Office of Departmental Equal Employment 
Opportunity, 36567 
Office of Departmental Operations and 
Coordination, 64098 
Office of Disaster Management and National 
Security, 62433 
Office of Public Affairs, 43336 
Delegations of Authority to Chief Operating 
Officer, 34745 
Designation by Chief Procurement Officer of 
Contracting Officers, 53936 
Designation of Chief Acquisition Officer and 
Senior Procurement Executive and Delegation 
of Procurement Authority, 53936 
Draft Environmental Justice Strategy, 62434 
Emergency Homeowners’ Loan Program: 
Announcement of Activation of Program and 
Availability of Emergency Assistance, 
12127 
Energy Performance Contracting; Requests for 
Comments: 
Proposed Guidance and Policy Clarifications, 
33329 
Environmental Impact Statements; Availability, 
ete: 
Sunset Area Community Planned Action, City 
of Renton, WA, 18573 
Yesler Terrace Redevelopment Project, 27083 
Extension of Public Comment Period: 
HUD Draft Environmental Justice Strategy, 
71066 
Federal Housing Administration: 
Extension of Exemption from Compliance with 
Regulation on Property Flipping, 6149 
Federal Housing Administration First Look Sales 
Method under Neighborhood Stabilization 
Programs Technical Assistance: 
Availability of Universal Name and Address 
Identification Number, 74804 


Federal Housing Administration Mortgage 
Insurance Premiums for Multifamily Housing 
Programs, Health Care Facilities and 
Hospitals, etc., 40741 

Federal Properties Suitable as Facilities To Assist 
Homeless, 2702, 19780, 44033, 53481, 
57754, 60855, 65520, 66948, 68498, 70155, 
71593, 75554 

Federal Property Suitable as Facilities to Assist 
the Homeless, 1189, 3921, 5188, 6489, 8572, 
588, 10610, 12228, 13425, 14980, 16802, 
18231, 21387, 22719, 24044, 26312, 28058, 
29258, 30955, 32270, 34093, 35460, 37140, 
38810, 40386, 41807, 45592, 47606, 50239, 
51997,.54781, 55933, 59150, 62434, 63944, 
72717, 76984, 78294, 80378, 82317 

Fellowship Placement Pilot Program: 

Requests for Interests to Administer Pilot, 
20699 

Fellowship Placement Pilot Program; Funding 
Awards for 2011, 77362 

FHA Debenture Call, 17429 

FHA PowerSaver Home Energy Retrofit Loan 
Pilot Program, 17936 

Final Fair Market Rents: 

Housing Choice Voucher Program and 
Moderate Rehabilitation Single Room 
Occupancy Program FY 2012, 60968 

Fiscal Year 2010 Funding Availabilities: 

Service Coordinators in Multifamily Housing, 
5606 

Funding Availabilities: 

Fiscal Year 2010 Assisted Living Conversion 
Program for Eligible Multifamily Housing 
Projects, 5188 

Fiscal Year 2010 Resident Opportunity and 
Self-Sufficiency - Service Coordinators 
Program; Extension of Application Due 
Date, 577 

Fiscal Year 2010 Rural Innovation Fund 
Program; Correction, 578 

Fiscal Year 2010 Section 202 Supportive 
Housing for the Elderly Program, 13427 

Fiscal Year 2010 Transformation Initiative, 
Natural Experiments Grant Program, 5395 

Fiscal Year 2011 Asthma Interventions in 
Public and Assisted Multifamily Housing 
Program; Correction, 29258 

Fiscal Year 2011 Capacity Building for 
Sustainable Communities Program, 35461 

Fiscal Year 2011 Capital Fund Education and 
Training Community Facilities Program, 
35460 

Fiscal Year 2011 Healthy Homes Production 
Program, 28804 

Fiscal Year 2011 HOPE VI Main Street Grants, 
38408 

Fiscal Year 2011 Indian Community 
Development Block Grant Program, 23330 

Fiscal Year 2011 Lead-Based Paint Hazard 
Control Grant Program, etc.; Correction, 
28803 

Fiscal Year 2011 Section 4 Capacity Building 
for Community Development and 
Affordable Housing Grants, 28803 

FY 2010 Self-Help Homeownership Opportunity 
Program; Technical Correction and 
Extension of Deadline, 15991 

Funding Availability: 

Fair Housing Initiatives Program Enforcement 
Testing Technical Assistance Program; 
Correction, 27659 

Fiscal Year 2011 Housing Choice Voucher 
Family Self-Sufficiency Program, 24045 

Lead Technical Studies and Healthy Homes 
Technical Studies Programs, 26751 


Housing 


Public and Indian Housing Family Self- 
Sufficiency Program, 24044 
Public and Indian Housing Resident Opportunity 
and Self-Sufficiency Service Coordinators 
Program, 24044 

Funding Availability for Fiscal Year 2010: 

2010 Fiscal Year Rural Innovation Fund 
Program, 375 

Historically Black Colleges and Universities 
Program, 375 

Technical Assistance and Capacity Building 
under the Transformation Initiative, 376 

Funding Availability for Fiscal Year 2010 
Transformation Initiative: 

Natural Experiments Program; Correction, 
10054 

Funding Availability for Fiscal Year 2011: 

Choice Neighborhoods Initiative - Planning 
Grants, 35234 

Doctoral Dissertation Research Grant Program, 
35233 

Housing Opportunities for Persons With AIDS, 
35233 

Funding Awards: 

Fair Housing Initiatives Program Fiscal Year 
2010, 58827, 58822, 2008, 58830, 2009, 
58827, 58822 

Fiscal Year 2009 Assisted Living Conversion 
Program, 52006 

Fiscal Year 2009 Section 811 Supportive 
Housing for Persons with Disabilities 
Program, 52003 

Fiscal Year 2009 Service Coordinators in 
Multifamily Housing, 51998 

Fiscal Year 2010 Capital Fund Education and 
Training Community Facilities Program, 
59718 

Fiscal Year 2010 Historically Black Colleges 
and Universities Program, 29258 

Fiscal Year 2010 Mortgage Modification and 
Mortgage Scams Assistance Housing 
Counseling, 78300 

Fiscal Year 2010 Self-Help Homeownership 
Opportunity Program, 48876 

FY 2009 Rural Housing and Economic 
Development Program, 588 

HOPE VI Main Street Grant Program Fiscal 
Year 2009, 59151, 59151 

HUD-Veterans Affairs Supportive Housing 
Program for Fiscal Year 2010, 45282, 
45282 

Indian Community Development Block Grant 
Program Fiscal Year 2010, 36567, 36567 

Resident Opportunity and Self-Sufficiency 
Service Coordinators Program, Fiscal Year 
2010, 55404, 55404 

Section 4 Capacity Building for Community 
Development and Affordable Housing 
Program Fiscal Year 2011, 59152, 59152, 


30376 

Self-Help Homeownership Opportunity 
(SHOP) for Fiscal Year 2011, 67759, 
67759 


Technical Assistance and Capacity Building 
under Transformation Initiative Program 
Fiscal Year 2010, 33332, 33332 
Funding Awards; Fiscal Year 2011: 
Indian Community Development Block Grant 
Program, 77842 
Funding Awards, Fiscal Year 2010/2011: 
Limited English Proficiency Initiative Program, 
66318 
Funding Awards for Fiscal Year 2010 
Transformation Initiative: 
Homeless Families Demonstration Small Grant 
Research Program, 58822 
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Natural Experiments Grant Program, 35234 
Sustainable Communities Research Grant 
Program, 55403 
Funding Awards for the Section 202 Supportive 
Housing for the Elderly Program Fiscal Year 
2009, 2009, 55084 
Funding Awards for the Special Needs Assistance 
Programs—Technical Assistance Fiscal Year 
2010, 6810, 6810 
Granting of Additional Waiver to New York 
CDBG Disaster Recovery Grants; The 
Drawing Center, 52340 
Healthcare Loan Sales, 11256 
HUD-Held Multifamily and Healthcare Mortgage 
Loan Sales, 71593 
HUD-Held Multifamily Loan Sale, 24045 
HUDs Fiscal Year 2010 NOFA for Capital Fund 
Education and Community Facilities Program: 
Availability; Technical Correction and 
Extension of Deadline Date, 2407 
Meetings: 
Manufactured Housing Consensus Committee, 
3151, 809, 62438 
Manufactured Housing Consensus Committee; 
Conference Call, 38409 
Mortgage and Loan Insurance Programs Under the 
National Housing Act; Debenture Interest 
Rates, 47225 
Debenture Interest Rates, 4127 
Mortgagee Review Board: 
Administrative Actions, 45594 
Multifamily Loan Sale, 47226 
Operating Cost Adjustment Factors for 2012, 
66319 
Order of Succession for Government National 
Mortgage Association, 53937 
Order of Succession for Office of Chief 
Information Officer, 67472 
Order of Succession for Office of Chief 
Procurement Officer, 53938 
Order of Succession for Office of General 
Counsel, 45599 
Order of Succession for the Office of Healthy 
Homes and Lead Hazard Control, 45600 
Order of Succession for the Office of Policy 
Development and Research, 53938 
Order of Succession for the Office of Public and 
Indian Housing, 47227 
Order of Succession for the Office of the Chief 
Human Capital Officer, 69031 
Orders Of Succession: 
Office of Chief Financial Officer, 53939 
Office of Community Planning and 
Development, 64364 
Office of Congressional and Intergovernmental 
Relations, 62594 
Office of Departmental Operations and 
Coordination, 64098 
Office of Disaster Management and National 
Security, 62439 
Office of Public Affairs, 43337 
Office of Strategic Planning and Management, 
38672 
Orders of Succession for Office of Fair Housing 
and Equal Opportunity, 73984 
Privacy Act; Computer Matching Program, 12984, 
39119 
Privacy Act; Computer Matching Programs: 
Matching Tenant Data in Assisted Housing 
Programs, 56781 
Privacy Act; Systems of Records, 579, 20003, 
66949, 66950, 71067 
Proposed Fair Market Rents for Housing Choice 
Voucher Program and Moderate 
Rehabilitation, etc., 52058 
Public and Indian Housing Family Self-Sufficiency 


Program Funding Awards: 


Resident Opportunity and Self-Sufficiency 
Program, Fiscal Year 2010, 55407, 55407 
Public Housing Assessment System: 
Physical Condition Scoring, 10055 
Proposed Physical Condition Interim Scoring, 
63640 
Public Interest for Fiscal Year 2010 
Transformation Initiative: 
Homeless Families Demonstration Small Grant 
Research Program; Availability; Correction, 
6811 
Reallocation of Capital Funds to Grant Program, 
16438 
Redelegation of Authority to Office of Native 
American Program Area Office 
Administrators and Office Directors, 47228 
Redelegation of Authority to Regional Public 
Housing Directors, 47229 
Redelegation of Authority to the Deputy Assistant 
Secretaries for Public and Indian Housing, 
47231 
Redelegation of Authority to the Office of 
Strategic Planning and Management, 38672 
Redelegation of Fair Housing Act Complaint 
Processing Authority, 73990 
Redelegations of Administrative Authority for 
Title VI of Civil Rights Act of 1964, 73985, 
974, 73986 
Redelegations of Administrative Authority under 
Section 504 of the Rehabilitation Act of 
1973, 73989 
Re-Delegations of Authority: 
Deputy Assistant Secretaries in Office of 
Community Planning and Development, 
64369 
Directors and Deputy Directors of Community 
Planning and Development in Field 
Offices, 64264 
Redelegations of Authority for Civil Rights 
Related Program Requirements of Agency 
Programs, 73987 
Redelegations of Authority under Age 
Discrimination Act of 1975, 73986 
Redelegations of Authority under Section 3 of the 
Housing and Urban Development Act of 
1968, 73989 
Redelegations of Authority under Section 561 of 
the Housing and Community Development 
Act of, 987, 73988 
Redelegations of Fair Housing Assistance Program 
Authority, 73987 
Regulatory Waiver Requests Granted: 
Fourth Quarter of Calendar Year 2010, 17951, 
17951 
Regulatory Waiver Requests Granted for Second 
Quarter of Calendar Year, 59719, 2011, 
59719 
Regulatory Waiver Requests Granted for the First 
Quarter of Calendar Year 2011, 37360, 
37360, 78675 
Request for Comments: 
Trend Factor Methodology Used in the 
Calculation of Fair Market Rents, 12985 
Request for Qualifications: 
Fellowship Placement Pilot Program, 52678 
Requests for Nominations: 
Manufactured Housing Consensus Committee, 
78307 
Safe and Healthy Homes Investment Partnerships, 
56784 
Section 8 Housing Assistance Payments 
Program—Renewal Funding Annual 
Adjustment Factors, Fiscal Year, 27084, 
2011, 27084 
Contract Rent Annual Adjustment Factors, 
Fiscal Year 2011, 14421, 14421 
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Section 8 Housing Choice Voucher Program: 
Demonstration Project of Small Area Fair 
Market Rents in Certain Metropolitan 
Areas, etc., 22122 
Self-Help Homeownership Opportunity Program; 
Activities 77548 
Single Family Loan Sales, 10062, 35461 
Single Family Loan Sales (SFLS 2011-3), 55936 
Single Family Mortgage Loan Sales, 73654 
Statutorily Mandated Designation of Difficult 
Development Areas and Qualified Census 
Tracts for 2012, 66741 
Terminations of Direct Endorsement Approvals: 
Credit Watch Termination Initiative, 4364 
Use of Small Area Fair Market Rents for Project 
Base Vouchers; Dallas, TX, 33333 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
2012 Rental Housing Finance Survey, 22409 
Budget-Based Rent Increases, 22411 
Housing Counseling Program - Application for 
Approval as Housing Counseling Agency, 
22411 
Mortgagor’s Certificate of Actual Cost, 22410 
Fellowship Placement Pilot Program: 
Requests for Interests to Administer Pilot; 
Correction, 22412 


Indian Affairs Bureau 


RULES 
Indian Trust Management Reform, 45198 
Indian Trust Management Reform; Implementation 
of Statutory Changes, 7500 
PROPOSED RULES 
No Child Left Behind School Facilities and 
Construction Negotiated Rulemaking 
Committee; Meeting, 2617, 20287, 54162 
Residential, Business, and Wind and Solar 
Resource Leases on Indian Land, 73784 
Tribal Consultation on No Child Left Behind 
School Facilities and Construction Negotiated 
Rulemaking Committee - Draft Report, 33180 
NOTICES 
Additional Lands Affected by White Earth 
Reservation Land Settlement Act, 43699 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
78018 
Adult Education Program, 52687 
Advisory Board for Exceptional Children, 
45292 
Application for Job Placement and Training 
Services, 17963 
Certificate of Degree of Indian or Alaska Native 
Blood, 30961, 45291 
Class III Tribal-State Gaming Compact Process, 
43701, 71600 
Financial Assistance and Social Services, 15993 
Higher Education Grant Program Application, 
41813 
Home-living Programs and School Closure and 
Consolidation, 4720, 17964 
Housing Improvement Program, 21778, 43703 
IDEIA Part B and C Child Count, 15334 
Indian Child Welfare Assistance Annual Report, 
_ 33340 
Indian Child Welfare Assistance Report, 54249 
Law and Order on Indian Reservations, 
Marriage and Dissolution Applications, 
56786, 80387 
Native American Business Development 
Institute Funding Solicitations and 
Reporting, 23331 
Native Employment Training Grant Program, 
81521 


Nominations for the Advisory Board for 
Exceptional Children, 593 

Probate of Indian Estates, 43702, 73656 

Reindeer in Alaska, 71600 

Tribal Probate Codes, 43702, 73655 

Verification of Indian Preference for 
Employment with BIA and IHS, 30961, 
54248 

Alcoholic Beverage Control Ordinance of the 
Paiute Tribe of Utah, 22913 
Application Deadline: 

Tribal Self-Governance Program in Fiscal Year 

2012 or Calendar Year 2012, 5395 
Application Deadlines: 

Participation in the Tribal Self-Governance 
Program in Fiscal Year 2013 or Calendar 
Year 2013, 70752 

Approved Tribal - State Class Ill Gaming 
Compact, 65208 

Bureau of Indian Education Advisory Board for 
Exceptional Children; Requests for 
Nominations, 63654 

Colorado River Indian Tribes; Liquor Amendment, 
77549 

Determinations: 

Juaneno Band of Mission Indians, 15335, 15337 

Juaneno Band of Mission Indians, Acjachemen 
Nation, 15337 

Environmental Impact Statements; Availability, 
etc.: 

Big Sandy Rancheria Band of Western Mono 
Indians Proposed Casino and Resort 
Project, Fresno County, CA, 2703 

Campo Wind Energy Project, San Diego 
County, CA, 29261 

Manzanita Band of Kumeyaay Indians Fee-to- 
Trust Transfer and Casino Project, 
Calexico, CA, 62440 

Mississippi Band of Choctaw Casino, Jackson 
County, MS; Cancellation, 7230 

Proposed Campo Regional Landfill Project, 
Campo Indian Reservation, San Diego 
County, CA; Cancellation, 6153 

Proposed K Road / Moapa Band of Paiute 
Indians Photovoltaic Solar Facility, Clark 
County, NV, 6493 

Proposed KRoad Moapa Solar Generation 
Facility, Clark County, NV, 72717 

Proposed Los Coyotes Band of Cahuilla and 
Cupeno Indians’ Fee-to-Trust Transfer and 
Casino-Hotel Project, 38677 

Proposed Pueblo of Jemez 70.277-Acre Fee-to- 
Trust Transfer and Casino Project, Dona 
Ana County, NM, 19783 

Proposed Wheatgrass Ridge Wind Project, Fort 
Hall Indian Reservation, ID, 31975 

Pueblo of Jemez Fee-to-Trust Transfer and 
Casino Project, Dona Ana County, NM; 
Correction, 29263 

Final Determination against Federal 
Acknowledgment of the Choctaw Nation of 
Florida, 23621 

Grant Program To Assess, Evaluate and Promote 
Development of Tribal Energy and Mineral 
Resources, 26753, 78684 

Proposals, 

lipay Nation of Santa Ysabel Liquor Control Law, 
4366 

Indian Child Welfare Act; Designated Tribal 
Agents for Service of Notice, 30438 

Indian Gaming, 165, 8375, 11258, 42722, 56466 

Approved Tribal - State Class III Gaming 
Compact, 33341, 49505, 52968 

Tribal-State Class III Gaming Compact Taking 
Effect, 49505 

Interim Deputation Agreement; Adult Detention 
Facility Guidelines, 4369 
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Industry 


Land Acquisitions: 
Cowlitz Indian Tribe of Washington, 377- 
Osage Nation of Oklahoma, 42723 
Lummi Nation Liquor Code, 77549 
Meetings: 

Advisory Board for Exceptional Children, 

17965, 40929 
Privacy Act; Systems of Records, 56787, 59733 
Proclamations: 

Certain Lands, Reykers Acquisition, as an 
Addition to the Bay Mills Indian 
Reservation, 593 

Rate Adjustments for Indian Irrigation Projects, 
26759, 58293 
Reservation Proclamations: 

Bowlin North Property, as Addition to Pueblo 
of Laguna Reservation, NM, 41513 

Certain Lands, Forest Service Lands, as 
Addition to Bay Mills Indian Reservation, 
Michigan, 52011 

Certain Lands for the Fort Sill Apache Indian 
Tribe, 72969 

Community College Campus, as Addition to 
Bay Mills Indian Community of Michigan, 
41515 

Golf Course Acquisition, as Addition to Bay 
Mills Indian Reservation for Bay Mills 
Indian Community of Michigan, 2409 

Lot 32 Acquisition, as Addition to Bay Mills 
Indian Reservation for Bay Mills Indian 
Community of Michigan, 2409 

Lots 15 and 16 Acquisition, as Addition to Bay 
Mills Indian Reservation for Bay Mills 
Indian Community of Michigan, 2409 

Maier Property, as Addition to Bay Mills Indian 
Community of Michigan, 41515 

Solicitations of Proposals: 
Grant Program to Build Tribal Energy 
Development Capacity, 41297 

Solicitations of Proposals for Technical Assistance 
Funding from Native American Business 
Development Institute, 41293 

Special Law Enforcement Commissions, 4369 

Vacancy on the Osage Tribal Education 
Committee, 75899 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Tribal Energy Development Capacity Program, 
22412 


Indian Health Service 


NOTICES 

Epidemiology Program for American Indian/ 
Alaska Native Tribes and Urban Indian 
Communities, 33314 

Epidemiology Program for American Indian- 
Alaska Native Tribes and Urban Indian 
Communities; Correction, 35221 

Indian Health Professions Student Programs, 8743 

Limited Competition, Continuation Grants: 

Office of Urban Indian Health Programs, 789 

Memorandum of Agreement, 16427 

Office of Direct Service and Contracting Tribes 
Funding Opportunity, 45272 

Project Waivers of the American Recovery and 
Reinvestment Act, 80373 

Recipients of Indian Health Scholarships under the 
Indian Health Scholarship Program, 11494 

Reimbursement Rates for Calendar Year, 24496, 
2011, 24496 

Repayment Program for Health Professions 
Educational Loans, 8748 


Industry and Security Bureau 


RULES 

Addition of Certain Persons to Entity List and 
Implementation of Entity List Annual Review 
Changes, 78146 
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Industry 


Addition of Certain Persons to the Entity List, 
71867 

Addition of Persons Acting Contrary to the 
National Security or Foreign Policy Interests 
of the United States to the Entity List, 44259, 
50407 

Australia Group Intersessional Silent Approval 
Procedures; Amendments, 56099 

Australia Group Plenary Meeting; Implementation, 
26583 

Authorization Validated End-User Regulations of 
Export Administration Regulations, 40804 

Commerce Control List: 

CFR Correction, 66181 

Commerce Control List; CFR Correction, 79054 

Continuation of Emergency Declared in Executive 
Order 12938; Updates, 76892 

Entity List: 

Addition of Persons Acting Contrary to National 
Security or Foreign Policy Interests of 
United States, 37632 

Annual Review; Additions, 63184 

Annual Review; Removal of Person Based on 
Request, 21628 

Export Administration Regulations: 

2010 Australia Group Plenary Meeting, etc.; 
Implementation, 22017 

Application Processing, Issuance, and Denial; 
Amendment, 12279 

Comprehensive U.S. Sanctions Against Syria; 
Amendments, 77115 

Corrections, 58396 

Netherlands Antilles, Curacao, Sint Maarten and 
Timor-Leste, 54928 

On-line Registration and Account Maintenance, 
7102 

State of Republic of South Sudan; Addition, 
41046 

U.S.- India Bilateral Understanding; Revisions, 
4228 

Export Administration Regulations; Editorial 
Corrections, 23872 
Export Control Reform Initiative: 

Strategic Trade Authorization License 

Exception, 35276 
Export Controls for High Performance Computers: 

Wassenaar Arrangement Agreement; 
Implementation and Revisions to License 
Exceptions, 36986 

Exports: 

Principality of Liechtenstein, 70337 
Legal Authority; Updates, 58393 
List of Validated End-Users: 

CSMC Technologies Corp. and Advanced 
Micro Devices China, Inc.; Modifications, 
2802 

Paperwork Reduction Act: 

Updated Lists and Removals, 40602 

Persons Acting Contrary to the National Security 
or Foreign Policy Interests of the United 
States; Addition to Entity List, 67059 

Publicly Available Mass Market Encryption 
Software and Other Software in Object Code, 
1059 

Revisions to Validated End-User Authorizations: 

CSMC Technologies Corp., People’s Republic 

of China, 37634 
Russia Entity List; Modifications, 29998 
The Commerce Control List; CFR Correction, 
30538, 81793 
Validated End-User Authorizations: 

People’s Republic of China; National 
Semiconductor Corp. and Semiconductor 
Manufacturing International Corp.; 
Amendments, 69609 

Wassenaar Arrangement; 2010 Plenary 
Agreements; Correction, 34577 
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Wassenaar Arrangement Plenary Agreements: 
Commerce Control List, Definitions, Reports, 
29610 


PROPOSED RULES 
Control of Gas Turbine Engines; Revisions, 76072 
Control of Military Vehicles and Related Items, 
76085 
Export Administration Regulations: 
Control of Items the President Determines No 
Longer Warrant Control under United 
States Munitions List, 41958 
United States Munitions List; Aircraft Control, 
68675 
United States Munitions List; Revisions, 80291, 
80282 
Impact of Reducing Mixture Concentration 
Threshold for Commercial Schedule 3 
Chemical Activities, etc., 41366, 41372 
Retrospective Regulatory Review Under E.O. 
3563, 47527 


NOTICES 
Action Affecting Export Privileges: 
Ali Amirnazmi, 11756 
Amy Farrow, 13127 
Credit International Trading Co, Ltd, 19033 
Order Relating to Eric Cohen, 39844 
William Chi-Wai Tsu And Cheerway Corp., 
12023 
Administrative Proceedings: 
Bahram Maghazehe, 60452 
Jianwei Ding, et al., 47144 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Additional Protocol Report Forms, 24854 
Competitive Enhancement Needs Assessment 
Survey Program, 23971 
Import, End-User, and Delivery Verification 
Certificates, 39070 
Miscellaneous Short Supply Activities, 70110 
Procedure for Parties on the Entity List to 
Request Removal or Modification of their 
Listing, 16604 
Procedures for Acceptance or Rejection of 
Rated Order, 16727 
Request for Investigation Under Section 232 of 
the Trade Expansion Act, 70111 
Request for the Appointment of a Technical 
Advisory Committee, 69240 
Special Iraqi Reconstruction License Supporting 
Documents, 23971 
Denials of Export Privileges: 
Mahan Airways; Zarand Aviation; Gatewick, 
LLC, et al., 54198 
Effects of Foreign Policy-Based Export Controls, 
54426 
Implementation of Chemical Weapons Convention 
on Commercial Activities Involving Schedule 
1 Chemicals, etc., 76935 
Meetings: 
Emerging Technology and Research Advisory 
Committee, 10004, 30647, 54734, 72902, 
76937 
Information Systems Technical Advisory 
Committee, 323, 39845, 64895 
Materials Processing Equipment Technical 
Advisory Committee, 1, 20949, 42678, 
72902 
Materials Technical Advisory Committee, 3612, 
21331, 45508, 68128 
President’s Export Council Subcommittee on 
Export Administration, 10004, 30647, 
31584, 52935, 66685 
Regulations and Procedures Technical Advisory 
Committee, 744, 31301, 52312, 72160 
Sensors and Instrumentation Technical Advisory 
Committee, 323, 20948, 38608, 63607 


Transportation And Related Equipment 
Technical Advisory Committee, 3611, 
20949, 52312, 64895 

Membership of Bureau of Industry and Security 
Performance Review Board, 64072 

Modification of Temporary Denial Order to Add 
Zarand Aviation as Denied Person, 41757 

Order Relating to Xun Wang, 72387 

Order Renewing Temporary Denial of Export 
Privileges: 

Orion Air, S.L. and Syrian Pearl Airlines, 22865 
Potential Market Impact of Proposed Stockpile for 
Fiscal Year 2013; Request for Comments: 
National Defense Stockpile Market Impact 

Committee, 58463 
Recruitment of Private-Sector Members: 
Emerging Technology and Research Advisory 
Committee, 74040 

Reporting for Calendar Year 2010 on Offsets 
Agreements Related to Sales of Defense 
Articles; etc., 10005 

Temporary Denial of Export Privileges: 

Mahan Airways, Gatewick, LLC, Pejman 
Mahmood Kosarayanifard and Mahmoud 
Amini, 12318 


Information Security Oversight Office 


NOTICES 
Meetings: 
National Industrial Security Program Policy 
Advisory Committee, 6636, 28099, 67484 
State, Local, Tribal, And Private Sector Policy 
Advisory Committee, 41826, 80971 


Inspector General Office, Health and 
Human Services Department 


RULES 
Medicare, Medicaid, and Children’s Health 
Insurance Programs: 

Additional Screening Requirements, Application 
Fees, Temporary Enrollment Moratoria, 
Payment Suspensions and Compliance 
Plans for Providers and Suppliers, 5862 

Medicare Programs: 
Shared Savings Program; Waivers, 67992 
PROPOSED RULES 
Solicitation of New Safe Harbors and Special 
Fraud Alerts, 81904 
State Medicaid Fraud Control Units; Data Mining, 
14637 


NOTICES 
Medicare Programs: 

Waiver Designs in Connection with Medicare 
Shared Savings Program and Innovation 
Center, 19655 

Privacy Act; Systems of Records, 81950 
Proposed Revision of Performance Standards for 
State Medicaid Fraud Control Units, 62074 


Inter-American Foundation 


NOTICES 
Meetings; Sunshine Act, 15991, 30184, 57068, 
72717 


Interior Department 


See Bureau of Ocean Energy Management 

See Bureau of Ocean Energy Management, 
Regulation and Enforcement 

See Bureau of Safety and Environmental 
Enforcement 

See Fish and Wildlife Service 

See Geological Survey 
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See Indian Affairs Bureau 
See Land Management Bureau 
See National Indian Gaming Commission 
See National Park Service 
See Office of Natural Resources Revenue 
See Reclamation Bureau 
See Surface Mining Reclamation and Enforcement 
Office 
RULES 
Acquisition Regulation; Miscellaneous Changes, 
50141 
Indian Trust Management Reform, 45198 
Indian Trust Management Reform; Implementation 
of Statutory Changes, 7500 
Native American Graves Protection and 
Repatriation Act Regulations: 
Definition of Indian Tribe, 39007 
PROPOSED RULES 
Department of Interior Acquisition Regulations; 
Miscellaneous Changes, 15901 
Privacy Act Regulations; Amendment, 52295 
Retrospective Review Under E.O. 3563, 10526 
Semiannual Regulatory Agenda, 40082 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
56214 
American Customer Satisfaction Index E- 
Government Web site Customer 
Satisfaction Surveys, 44351, 71997 
Non-use Valuation Survey, Klamath Basin, 46 
Programmatic Clearance for Customer 
Satisfaction Surveys, 77244 
Source Directory of American Indian and 
Alaska Native Owned and Operated Arts 
and Crafts Businesses, 35462 
Source Directory Publication, 68775 
Allocation of Duty Exemptions: 
Watch Producers Located in the U.S. Virgin 
Islands, 12700 
Availability of the Policy on Integrity of Scientific 
and Scholarly Activities, 5819 
Draft WaterSMART Strategic Implementation 
Plan; Availability, 31973 
Environmental Assessments; Availability, etc.: 
Central Utah Project Completion Act; Block 
Notice 1A Heber Sub-Area Agricultural 
Water to Municipal and Industrial Water 
Conversion, 74069 
Heber Sub-Area Irrigation to M and I Water 
Conversion, Wasatch County, UT, 36143 
Restoration of a Portion of Lower Hobble 
Creek, 14424 
Environmental Impact Statements; Availability, 
etc.: 
Klamath Facilities Removal, 58833, 74804 
Establishment of 21st Century Conservation 
Service Corps Advisory Committee; Call for 
Nominations, 38673 
Establishment of Commission on Indian Trust 
Administration and Reform, 40388 
Establishment of the Ocean Energy Safety 
Advisory Committee, 4128 
Establishment of the Wildland Fire Executive 
Council, 8768 
Funding Opportunities: 
Draft WaterSMART Cooperative Watershed 
Management Program, 68499 
Hydroelectric Power Development Granby Dam 
Outlet, Feature of Colorado-Big Thompson 
Project, CO: 
Intent to Accept Proposals, Select One Lessee, 
and Contract, 22128 
_ Intents to Accept Proposals, Select Potential 
Lessees, and Contracts for Hydroelectric 
Power Development: 


FEDERAL REGISTER INDEX, January--December 2011 


Spanish Fork Flow Control Structure, Central 
Utah Project Completion Act, 27342 
List of Programs Eligible for Inclusion in Fiscal 
Year 2012 Funding Agreements, etc., 57068 
Meetings: 
Advisory Committee on Water Information, 
38409 
Equestrian Stables at Meadowood Special 
Recreation Management Area, VA, 34248 
Exxon Valdez Oil Spill Trustee Council, 15332, 
37141 
Invasive Species Advisory Committee, 30955, 
68776 
Regional Tribal Consultations on 
Implementation of Indian Land 
Consolidation Program under Cobell 
Settlement, 41808 
Tribal Consultation on Implementation of Indian 
Land Consolidation Program under Cobell 
Settlement, 35009 
Vendor Outreach Workshop for Small 
Businesses in New Mexico, 32986, 45847 
Wildland Fire Executive Council, 15332, 22130, 
28445, 59418, 79205 
Performance Review Board Appointments, 68500 
Privacy Act; Systems of Records, 44033, 52341, 
60519 
Proposed Policy on Consultation with Indian 
Tribes, 28446 
Regional Tribal Consultations: 
Implementation of Indian Land Consolidation 
Program Under Cobell Settlement, 60855 
Renewal of the Trinity River Adaptive 
Management Working Group, 4365 
Request for Nominations for Invasive Species 
Advisory Committee, 18575 
Statement of Findings: 
Soboba Band of Luiseno Indians Settlement Act 
of 2008, 72968 
Vendor Outreach Workshop for Construction 
Small Businesses, 32222 
Vendor Outreach Workshop for Small IT 
Businesses in the National Capitol Region of 
the United States, 12365 
Workshops: 
Vendor Outreach for Historically Underutilized 
Business Zone Small Businesses, 81521 


Internal Revenue Service 


RULES 

Aircraft and Vessel Leasing Income; 
Modifications, 26178 

Alternative Simplified Credit, 33994 

Application of Section 108(e)(8) to Indebtedness 
Satisfied by a Partnership Interest, 71255 

Branded Prescription Drug Fee, 51245 

Branded Prescription Drug Fee; Correction, 59897, 
59898 

Conduit Financing Arrangements, 76895 

Controlled Group Qualifications, 19907 

Corporate Reorganizations: 

Guidance on Measurement of Continuity of 
Interest, 78540 

Corporate Reorganizations; Allocation of Basis in 
All Cash D Reorganizations, 71878 

Corporate Reorganizations; Correction, 49300 

Debt Instruments; Modifications, 1063 

Deduction for Qualified Film and Television 
Production Costs; Correction, 60721, 64816, 
71450 

Definition of Solid Waste Disposal Facilities for 
Tax-Exempt Bond Purposes; Correction, 
51879, 55255 

Derivative Contracts; Correction, 51878 

Determining Amount of Taxes Paid for Purposes 
of Foreign Tax Credits; Amendment, 42036, 


53819 


IRS 


Correction, 53818 
Disclosure of Return Information in Connection 
with Written Contracts Among the IRS, 
Whistleblowers and Legal Representatives of 
Whistleblowers, 13880 
Disregarded Entities; Excise Taxes and 
Employment Taxes, 66181 
Dodd-Frank Act: 
Regulations Modification, 39278 
Electing Capital Asset Treatment for Certain Self- 
Created Musical Works, 6553 
Election of Reduced Research Credit, 44800 
Elections Regarding Start-up, Corporation 
Organizational, and Partnership 
Organizational Expenses, 50887 
Elections Regarding Start-Up Expenditures, 
Corporation Organizational Expenditures, etc.; 
Correction, 56973 
Election to Expense Certain Refineries, 52556 
Electronic Funds Transfer of Depository Taxes; 
Correction, 708, 709 
Employer’s Annual Federal Tax Return; 
Modifications, 77672 
Extending Religious and Family Member Federal 
Insurance Contributions Act and Federal 
Unemployment Tax Act Exceptions to 
Disregarded Entities; Correction, 76037 
Extending Religious and Family Member FICA 
and FUTA Exceptions to Disregarded 
Entities; Correction, 67363, 70057, 71259 
Extension of Time for Filing Returns, 36996 
Extension of Withholding to Certain Payments 
Made by Government Entities; Correction, 
32864 
Failure to Include Information Required to be 
Disclosed with Respect to a Reportable 
Transaction, 55256 
Foreign Tax Credit Limitation, 19268 
Form 990; Correction, 61946 
Form 990; Implementation, 55746 
Generation-Skipping Transfers, 70340 
Graduated Retained Interests, 69126 
Group Health Plans and Health Insurance Issuers 
Relating to Coverage of Preventive Services 
under Patient Protection and Affordable Care 
Act: 
Amendment, 46621 
Internal Claims and Appeals and External 
Review Processes; Correction, 37208, 
44491 
Guidance Regarding Deduction and Capitalization 
of Expenditures Related to Tangible Property, 
81060 
Guidance Regarding Foreign Base Company Sales 
Income, 78545 
Guidance Regarding the Treatment of Stock of 
a Controlled Corporation, 65110 
Guidance under Section 956 for Determining Basis 
of Property Acquired in Certain 
Nonrecognition Transactions; Correction, 
36993, 43891 
Highway Use Tax: 
Filing and Payment for Taxable Period 
Beginning July, 2011, 43121 
Hybrid Retirement Plans; Correction, 4244 
Interest and Penalty Suspension Provisions, 52259 
Interest and Penalty Suspension Provisions Under 
Section 6404(g) of the Internal Revenue 
Code, 60373 
Matching Rule for Certain Gains on Member 
Stock; Correction, 11956, 17781, 20524 
Methods of Accounting Used by Corporations that 
Acquire Assets of Other Corporations, 45673 
Correction, 53819 
Modifications of Certain Derivative Contracts, 
43892 


IRS 


Nuclear Decommissioning Funds; Correction, 
3837 

Payments Made by Government Entities; 
Withholding Extension, 26583 

Reduction of Foreign Tax Credit Limitation 
Categories; Correction, 27609 

Registered Tax Return Preparer Competency 
Examination; User Fee, 72619 

Reporting of Specified Foreign Financial Assets, 
78553 

Requirements for Taxpayers Filing Form, 472, 
33997 

Requirements for Taxpayers Filing Form 5472; 
Correction, 36995 

Source Rules Involving U.S. Possessions and 
Other Conforming Changes; Correction, 4244 

Specified Tax Return Preparers Required To File 
Individual Income Tax Returns Using 
Magnetic Media; Correction, 17521, 22611 

Targeted Populations Under Section 45D(e)(2), 
75774 

Taxable Income in Connection with Cost Sharing 
Arrangement, 80082 

Taxpayer Assistance Orders, 18059 

Taxpayer Assistance Orders; Correction, 30254 

Tax Return Preparer Penalties under Section, 695, 
78816 

Timely Mailing Treated as Timely Filing, 52561, 
62607 

Timely Mailing Treated as Timely Filing; 
Correction, 61947 

Treasury Inflation-Protected Securities issued at a 
Premium, 75781 

Treatment of Property Used to Acquire Parent 
Stock or Securities in Certain Triangular 
Reorganizations Involving Foreign 
Corporations, 28890 

Use of Actuarial Tables in Valuing Annuities, 
Interests for Life or Terms of Years, and 
Remainder or Reversionary Interests, 49570 

Use of Differential Income Stream as 
Consideration in Assessing Best Method, 
80249 


User Fees Relating to Enrolled Agents and 
Enrolled Retirement Plan Agents, 21805 

Validity and Priority of Federal Tax Lien; 
Correction, 24813 

Validity and Priority of Federal Tax Lien; 
Withdrawal, 18384 


PROPOSED RULES 
Application of Segregation Rules to Small 
Shareholders; Correction, 78182 
Basis Reporting by Securities Brokers and Basis 
Determination for Debt Instruments and 
Options; Correction, 72652, 78182 
Branded Prescription Drug Fee, 51310 
Certain Derivative Contracts; Correction, 51922 
Certain Derivative Contracts; Hearing 
Cancellation, 66011 
Certain Employee Remuneration in Excess of $1, 
, Under Internal Revenue Code Section 
162(m); Correction, 55321 
Claims for Credit or Refund, 34017 
Consolidated Net Unrealized Built-In Gain and 
Loss, 65634 
Controlled Groups; Deferral of Losses, 31543 
Disclosure of Returns and Return Information 
to Designee of Taxpayer; Hearing 
Cancellation, 31543 
Controlled Groups; Deferral of Losses; Correction, 
30052 
Corporate Reorganizations: 
Guidance on Measurement of Continuity of 
Interest, 78591 
Corporate Reorganizations; Allocation of Basis in 
All Cash D Reorganizations, 71919 
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Deduction for Qualified Film and Television 
Production Costs, 64879 
Deduction Limitation for Certain Employee 
Remuneration in Excess of $1, 000, , 37034 
Determination of Governmental Plan Status, 69172 
Determination of Governmental Plan Status; 
Correction, 76633 
Determining Amount of Taxes Paid for Purposes 
of Foreign Tax Credit, 42076 
Determining the Amount of Taxes Paid for the 
Foreign Tax Credit; Correction, 54409 
Discharge of Indebtedness Income of a Grantor 
Trust or a Disregarded Entity; Exclusion, 
20593 
Disclosure of Information to State Officials 
Regarding Tax-Exempt Organizations, 13932 
Disclosure of Returns and Return Information to 
Designee of Taxpayer, 14827 
Dodd-Frank Act: 
Markets Tax Credit Non-Real Estate 
Investments; Correction, 39343 
Regulations Modification, 39341 
Swap Exclusion for Section 1256 Contracts, 
57684 
Extending Religious and Family Member FICA 
and FUTA Exceptions to Disregard Entities, 
67384 
Gross Estate; Election to Value on Alternate 
Valuation Date, 71491 
Guidance on Reporting Interest Paid to 
Nonresident Aliens, 1105, 2852, 7757, 20595, 
22064 
Guidance Regarding Deduction and Capitalization 
of Expenditures Related to Tangible Property, 
81128 
Health Insurance Premium Tax Credit, 50931 
Highway Use Tax: 
Filing and Payment for Taxable Period 
Beginning July, 2011, 43225 
Income of Foreign Governments and International 
Organizations; Correction, 68119, 72367 
Indian Tribal Governmental Plans, 69188 
Indian Tribal Governmental Plans; Correction, 
76633 
Indoor Tanning Services; Cosmetic Services 
Excise Taxes: 
Public Hearing, 46677 
Markets Tax Credit Non-Real Estate Investments; 
Correction, 39341 
Modifications of Certain Derivative Contracts, 
43957 
New Markets Tax Credit Non-Real Estate 
Investments; Hearing Cancellation, 32880, 
77454 
New Markets Tax Credit Non-Real Estate 
Investments; Public Hearing, 32882 
Withholding on Payments by Government 
Entities to Persons Providing Property or 
Services; Correction, 32885 
Partner’s Distributive Share, 66012 
Passive Activity Losses and Credits Limited, 
72875 
Property Traded on Established Market, 1101 
Hearing Cancellation, 15887 
Reporting of Specified Foreign Financial Assets, 
78594 
Requirements for Group Health Plans and Health 
Insurance Issuers Relating to Coverage of 
Preventive Services under Patient Protection 
and Affordable Care Act, 46677 
Internal Claims and Appeals and External 
Review Processes, 37037 
Requirements for Taxpayers Filing Form, 472, 
34019 
Retail Inventory Method, 62327 
Rewards and Awards for Information Relating to 
Violations of Internal Revenue Laws, 2852, 
6369, 18134 


Sales-Based Royalties and Vendor Allowances: 

Public Hearing, 15887 

Section 67 Limitations on Estates or Trusts, 55322 

Section 67 Limitations on Estates or Trusts; 
Correction, 78183 

Small Shareholders Segregation Rules, 72362 

Summary of Benefits and Coverage and Uniform 
Glossary, 52442 

Templates, Instructions, and Related Materials, 

52475 

Tax Accounting Elections on Behalf of Foreign 
Corporations; Withdrawal, 68370 

Tax Return Preparer Penalties Under Section, 695, 
62689 

Tax Return Preparer Penalties Under Section 
6695; Hearing Cancellation, 63574, 65138, 
68373 

Treasury Inflation-Protected Securities Issued at a 
Premium, 75829 

Use of Differential Income Stream as Application 
of Income Method and as Consideration in 
Assessing Best Method, 80309 

User Fees: 

Registered Tax Return Preparer Competency 
Examination and Fingerprinting 
Participants, etc., 59329 

User Fees Relating to Enrolled Agents and 
Enrolled Retirement Plan Agents: 

Hearing Cancellation, 2617 

Withholding on Payments by Government Entities 
to Persons Providing Property or Services; 
Hearing, 26678, 50949 

Controlled Groups; Deferral of Losses, 22336 

NOTICES 

2010 Inflation Adjustment Factor, 
Nonconventional Source Fuel Credit, and 
Reference Price, 19524 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 1666, 
1667, 4423, 7907, 8845, 74, 9075, 9076, 
9077, 406, 10669, 10670, 11566, 12224, 
12415, 12416, 12417, 13447, 13448, 13449, 
16855, 16856, 17988, 17989, 17990, 18301, 
20453, 21427, 21428, 21429, 21944, 21945, 
21946, 23645, 27747, 27748, 27749, 27750, 
27751, 27752, 27753, 30428, 31012, 31013, 
31014, 31015, 31016, 32403, 32404, 32405, 
32406, 32407, 32408, 33023, 33024, 33025, 
33415, 34292, 34293, 34294, 34295, 34295, 
34806, 34807, 34808, 34809, 34810, 34811, 
35509, 36618, 336619, 36620, 36621, 36622, 
6623, 37194, 39472, 39473, 40449, 40450, 
40773, 40774, 40775, 40985, 43380, 44656, 
44657, 44658, 44659, 44560, 44661, 45906, 
47647, 47648, 47649, 49536, 49537, 49538, 
49539, 51126, 51127, 51128, 51472, 53168, 
54000, 55740, 55741, 55742, 55743, 56876, 
56877, 57801. 57802, 57803, 61145, 62499, 
63992, 63993, 63994, 63995, 65320, 69329, 
71438, 71621, 71622, 72505, 72765, 72766, 
72767, 74116, 74117, 77051, 77052, 77053, 
77054, 77325, 77591, 77592, 78336 

Discharge of Liens, 13450 

Individual Taxpayer Burden Survey, 57804 

Prepaid Card Marketing Customer Survey, 
16038 

Regulation Project, 17991, 21097, 21098, 
33814, 36623, 36624, 74117, 74119 

Revenue Procedure, 7-15, 74118 

Applications; Availability: 

Community Volunteer Income Tax Assistance 
Matching Grant Program, 30243 

Tax Counseling for the Elderly Program, 30243 

Applications for Membership: 

Electronic Tax Administration Advisory 

Committee, 6186 
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Availability of 2012 Grant Application Packages: 
Low Income Taxpayer Clinic Program, 34297 


Charter Renewals: 


Advisory Group to the Commissioner of 
Internal Revenue, 67256, 67556 

Credit for Renewable Electricity Production, 

Refined Coal Production, and Indian Coal 

Production, 21947 

Information Reporting Program Advisory 

Committee; Nominations, 17992 

Internal Revenue Service Advisory Council 

(IRSAC); Nominations, 21098 

Meetings: 

Advisory Council to the Internal Revenue 
Service, 70225 

Advisory Group to the Internal Revenue Service 
Tax Exempt and Government Entities 
Division, 31017 

Area 1 Taxpayer Advocacy Panel, 2195, 6187, 
10943, 17992, 22168, 32022, 37198 

Area | Taxpayer Advocacy Panel (Including 
States of New York, New Jersey, 
Connecticut, Massachusetts, et al.), 45007 

Area 2 Taxpayer Advocacy Panel, 2195, 6187, 
10943, 22168, 32022, 37198 

Area 2 Taxpayer Advocacy Panel (Including 
States of Delaware, North Carolina, South 
Carolina, Maryland, et al.), 17993, 45006 

Area 3 Taxpayer Advocacy Panel, 2195, 6187, 
10943, 22169, 32022, 37198 

Area 3 Taxpayer Advocacy Panel (Including 
States of Alabama, Georgia, Florida, 
Louisiana, Mississippi, Tennessee, and 
Puerto Rico), 17993, 45004 

Area 4 Taxpayer Advocacy Panel, 2194, 6187, 
10943, 22169, 32023, 37198 

Area 4 Taxpayer Advocacy Panel (Including 
States of Illinois, Indiana, Kentucky, 
Michigan, Ohio, and Wisconsin), 45006 

Area 4 Taxpayer Advocacy Panel (including the 
states of Illinois, Indiana, Kentucky, 
Michigan, Ohio, and Wisconsin), 17994 

Area 5 Taxpayer Advocacy Panel, 2195, 6188, 
10944, 22169, 32023, 37199 

Area 5 Taxpayer Advocacy Panel (Including 
States of Arizona, Arkansas, Colorado, 
Kansas, New Mexico, et al.), 45005 

Area 5 Taxpayer Advocacy Panel (including the 
states of Arizona, Arkansas, Colorado, 
Kansas, New Mexico, Missouri, Oklahoma, 
and Texas), 17994 

Area 6 Taxpayer Advocacy Panel, 2194, 6188, 
10944, 22169, 32023, 37197, 63715 

Area 6 Taxpayer Advocacy Panel (Including 
States of Idaho, lowa, Minnesota, Montana, 
Nebraska, North Dakota, et al.), 45005 

Area 6 Taxpayer Advocacy Panel (including the 
states of, Idaho, lowa, Minnesota, Montana, 
Nebraska, North Dakota, Oregon, South 
Dakota, Utah, Washington, and Wyoming), 
17994 

Area 7 Taxpayer Advocacy Panel, 2194, 6188, 
10944, 22170, 32023, 37199, 63716 

Area 7 Taxpayer Advocacy Panel (Including 
States of Alaska, California, Hawaii, and 
Nevada), 45005 

Area 7 Taxpayer Advocacy Panel (including the 
states of Alaska, California, Hawaii, and 
Nevada), 17994 

Art Advisory Panel, 17189, 30243, 30756, 
53169 

Electronic Tax Administration Advisory 
Committee, 12793, 30434, 64428 

Information Reporting Program Advisory 
Committee, 61147 

Taxpayer Advocacy Panel, 69799 


Taxpayer Advocacy Panel; Cancellation, 75951 
Taxpayer Advocacy Panel Bankruptcy 
Compliance Project Committee, 77891 
Taxpayer Advocacy Panel Earned Income Tax 
Credit Project Committee, 2197, 6188, 
10944, 10945, 17995, 22171, 32024, 
37199, 45006, 56879, 63716 
Taxpayer Advocacy Panel Face-to-Face Service 
Methods Project Committee, 78342 
Taxpayer Advocacy Panel Joint Committee, 
2193, 6190, 10945, 17996, 22168, 32021, 
37197, 45006, 56880, 63717 
Taxpayer Advocacy Panel Notice Improvement 
Project Committee, 2194, 6190, 10941, 
17993, 22170, 32021, 37196, 45005, 
56879, 63717 
Taxpayer Advocacy Panel Refund Processing 
Communications Project Committee, 77892 
Taxpayer Advocacy Panel Return Processing 
Delays Project Committee, 77891 
Taxpayer Advocacy Panel Small Business/Self- 
Employed Decreasing Non-Filers Project 
Committee, 2193, 2196, 6189, 6190, 
10942, 17995, 17996, 22170, 37196, 
37893, 46897, 56879, 63715, 63716, 77893 
Taxpayer Advocacy Panel Small Business; Self 
Employed Correspondence Exam Toll Free 
Project Committee, 56880 
Taxpayer Advocacy Panel Small Business-Self 
Employed Correspondence Exam 
Practitioner Engagement Project 
Committee, 37200 
Taxpayer Advocacy Panel Tax Forms and 
Publications Project Committee, 2196, 
6190, 10945, 17995, 22171, 32020, 37200, 
45007, 56880, 63717, 77892 
Taxpayer Advocacy Panel Taxpayer Assistance 
Center Project Committee, 2197, 6189, 
10941, 17995, 22172, 32021, 37199, 
45004, 56880, 63715 
Taxpayer Advocacy Panel Taxpayer Burden 
Reduction Project Committee, 77892 
Taxpayer Advocacy Panel Toll-Free Project 
Committee, 77892 
Taxpayer Advocacy Panel Volunteer Income 
Tax Assistance Project Committee, 2196, 
6189, 10942, 17996, 22171, 32021, 37197, 
45004, 56878, 63716 
Members of Senior Executive Service Performance 
Review Boards, 52735 
Privacy Act; Computer Matching Program, 24564 
Privacy Act; Systems of Records, 17997, 70813, 
70815 
Privacy Act; Systems of Records; Correction, 
23646 
Proposed Collection; Comment Request for Notice 
2008-113: 
Correction, 17998 
Quarterly Publication of Individuals Who have 
Chosen to Expatriate, 7907, 27175, 46898, 
66361 
Recruitment Noiice for the Taxpayer Advocacy 
Panel, 12418 
Renewal Charters and Filing Letters, 34811 
Report on 2009 Art Advisory Panel Closed 
Meetings; Availability, 11314 
Report on 2010 Art Advisory Panel Closed 
Meetings; Availability, 11314 
Request for Nominations: 
Advisory Committee on Tax Exempt and 
Government Entities, 65781 
Tier 2 Tax Rates, 71623 


International Boundary and Water 
Commission 
See International Boundary and Water 
Commission, United States and Mexico 
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International 


NOTICES 
Environmental Assessments; Availability, etc.: 
Improvements to the Mission Levee Protective 
System in Hidalgo County, TX, 19124 


International Boundary and Water 
Commission, United States and 
Mexico 


NOTICES 
Environmental Assessments; Availability, etc.: 
Mission Levee Protective System, Hidalgo 
County, TX, 69283 


International Trade Administration 


RULES 
Antidumping and Countervailing Duty 
Investigations: 
Accepting Bonds During Provisional Measures; 
Modification, 61042 
Antidumping and Countervailing Duty 
Proceedings; Comment Period Reopening, 
7491, 39770 
Electronic Filing Procedures; Administrative 
Protective Order Procedures, 39263 
Certification of Factual Information During 
Antidumping and Countervailing Duty 
Proceedings, 54697 
PROPOSED RULES 
Antidumping and Countervailing Duty 
Investigations: 
Acceptance of Bonds During Provisional 
Measures Period, 23225 
Antidumping Proceedings: 
Calculation of Weighted Average Dumping 
Margin and Assessment Rate, 5518 
Revocation of Antidumping and Countervailing 
Duty Orders; Modification, 15233 
NOTICES 
2010-2011 Administrative Reviews; Extensions of 
Time Limits for Preliminary Results: 
Certain Frozen Warmwater Shrimp from India 
and Thailand, 61668 
Administrative Reviews; Extension of Time Limit 
for Preliminary Results: 
Uncovered Innerspring Units from the People’s 
Republic of China, 66686 
Administrative Reviews; Partial Preliminary 
Results, etc.: 
Fresh Garlic from the People’s Republic of 
China, 65172 
Administrative Reviews, Rescissions: 
Carbazole Violet Pigment 23 from India, 24855 
Aerospace Executive Service Trade Mission at 
Singapore Air Show, 55347 
Aerospace Executive Service Trade Mission to 
Seoul, Korea, 51350 
Affirmative Preliminary Determination of 
Circumvention of the Antidumping Duty 
Order: 
Carbon and Certain Alloy Steel Wire Rod from 
Mexico, 78882 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 5137 
Annual Report from Foreign-Trade Zones, 
37315 
Application for Export Trade; Certificate of 
Review, 54734 
Application for Insular Watch and Jewelry 
Program Benefits, 66035 
Application for the President’s E and E Star 
Awards for Export Expansion, 32141 
Export Trading Companies Contact Facilitation 
Services, 80887 
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Foreign-Trade Zone Application, 36080 
Participant Application, Program Exit 
Questionnaire, SABIT Alumni Success 
Story Report, 14901 
Steel Import License, 39846 
Survey of International Air Travelers, 58243 
Survey of Participating Companies in the U.S.- 
European Union and U.S.-Swiss Safe 
Harbor Frameworks, 8337 
Trade Fair Certification Program Application, 
53882 
Alignment of Final Countervailing Duty 
Determination with Final Antidumping Duty 
Determination: 
High Pressure Steel Cylinders from People’s 
Republic of China, 64301 
Multilayered Wood Flooring from People’s 
Republic of China, 26685 
Allocation of Duty Exemptions: 
Watch Producers Located in the U.S. Virgin 
Islands, 12700 
Amended Antidumping Duty Order Pursuant to 
Court Decision: 
Certain Steel Threaded Rod from the People’s 
Republic of China, 27304 
Amended Antidumping Duty Orders in 
Accordance with Final Court Decision: 
Certain Frozen Warmwater Shrimp from Brazil, 
India, the Peoples Republic of China, 
Thailand, and the Socialist Republic of 
Vietnam, 23277 
Amended Final Determination of Critical 
Circumstances: 
Drill Pipe from the People’s Republic of China, 
6762 
Amended Final Determination of Sales at Less 
Than Fair Value Pursuant to Court Decision: 
Certain Frozen Warmwater Shrimp From the 
People’s Republic of China, 30100 
Amended Final Determinations of Sales at Less 
than Fair Value, etc.: 1-Hydroxyethylidene- 
1, 1-Diphosphonic Acid from People’s 
Republic of China, 772 


Amended Final Results of Administrative Reviews 


Pursuant to Court Decisions: 

Certain Cased Pencils from the People’s 
Republic of China, 57017 

Certain Frozen Warmwater Shrimp from 
Thailand, 26241 

Certain Hot-Rolled Carbon Steel Flat Products 
from India, 7810 

Certain Lined Paper Products from People’s 
Republic of China, 28213 

Certain Lined Paper Products from the People’s 
Republic of China, 53116 

Certain Pasta From Italy, 48122 

Magnesium Metal from the Russian Federation, 
13355 

Amended Final Results of Antidumping 
Administrative Reviews: 

Ball Bearings and Parts Thereof from France, 

Germany, and Italy, 58768 
Amended Final Results of Antidumping Duty 
Administrative Review: 

Floor-Standing, Metal-Top Ironing Tables and 
Certain Parts Thereof from the People’s 
Republic of China, 23543 

Freshwater Crawfish Tail Meat from the 
People’s Republic of China, 30648 

Silicon Metal from the People’s Republic of 
China, 7811 

Stainless Steel Sheet and Strip in Coils from 
Mexico, 542 

Wooden Bedroom Furniture from the People’s 
Republic of China, 57713 

Amended Final Results of the 2008-2009 
Antidumping Duty Administrative Review: 
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Pure Magnesium from the People’s Republic 
of China, 7813 
Amended Final Results of the First Antidumping 
Duty Administrative Review: 
Certain Steel Nails from the People’s Republic 
of China, 23279 


Amended Final Results of Thirteenth Antidumping 


Duty Administrative Review: 
Certain Pasta from Italy, 6601 
Amended Final Scope Ruling Pursuant to Court 
Decision: 

Carbon Steel Butt-Weld Pipe Fittings from the 
People’s Republic of China, 4633 
Amended Preliminary Determination of Sales at 

Less Than Fair Value: 
Galvanized Steel Wire from the People’s 
Republic of China, 73589 
Amended Preliminary Determinations of Sales at 
Less Than Fair Value: 
Aluminum Extrusions from People’s Republic 
of China, 323 
Multilayered Wood Flooring From People’s 
Republic of China, 37316 
Anti-circumvention Inquiries; Initiations: 
Drill Pipe from People’s Republic of China, 
50173 
Antidumping and Countervailing Duty 
Administrative Reviews; Results, 


Amendments, Extensions, etc., 10329, 45227, 


53404, 61076, 67133 

Correction, 24855 

Laminated Woven Sacks From the People’s 
Republic of China, 72161 

Antidumping and Countervailing Duty Orders: 

Stainless Steel Plate in Coils from Belgium, 
the Republic of Korea, South Africa, and 
Taiwan, 53882 

Antidumping and Countervailing Duty Orders; 
Revocations: 

Hot-Rolled Flat-Rolled Carbon-Quality Steel 

Products from Brazil and Japan, 36081 
Antidumping and Countervailing Duty Sunset 
Reviews; Preliminary and Final Results: 
Fresh and Chilled Atlantic Salmon from 
Norway; Extension, 20312 
Antidumping Duty Administrative and Changed- 
Circumstances Reviews; Extensions of Time 
Limits for Preliminary Results: 

Ball Bearings and Parts Thereof from France; 
Germany; Italy; Japan; and United 
Kingdom, 15940 

Antidumping Duty Administrative Reviews: 


Certain Lined Paper Products from the People’s 


Republic of China, 34204 

Certain Pasta from Italy, 77204 

Certain Steel Nails from People’s Republic of 
China, 77205 

Certain Steel Threaded Rod from People’s 
Republic of China, 77205 

Citric Acid and Certain Citrate Salts from 
People’s Republic of China, 77206 


Antidumping Duty Administrative Reviews; 2010- 


2011 Rescissions: 
Certain Tissue Paper Products from People’s 
Republic of China, 41452 
Antidumping Duty Administrative Reviews; 
Amended Final Results, Partial Rescissions: 
Certain Frozen Warmwater Shrimp from 
Socialist Republic of Vietnam, 64307 
Certain Frozen Warmwater Shrimp from 
Thailand, 6603 
Certain Steel Concrete Reinforcing Bars from 
Turkey, 48802 
Circular Welded Non-Alloy Steel Pipe from 
Republic of Korea, 44304 


Magnesium Metal From the Russian Federation, 


61342 


Antidumping Duty Administrative Reviews; 


Extensions of Time Limits for Preliminary 
Results: 

Certain Cut-to-Length Carbon-Quality Steel 
Plate from the Republic of Korea, 64896 

Certain Frozen Warmwater Shrimp from 
Socialist Republic of Vietnam, 36519 

Certain Frozen Warmwater Shrimp from the 
Socialist Republic of Vietnam, 65178 

Certain New Pneumatic Off-the-Road Tires 
from People’s Republic of China, 31584 

Certain Orange Juice from Brazil, 65496 

Certain Pasta from Turkey, 53116 

Circular Welded Non-Alloy Steel Pipe from 
Republic of Korea, 15941 

Citric Acid and Certain Citrate Salts from 
People’s Republic of China, 17835, 47146 

Corrosion-Resistant Carbon Steel Flat Products 
from Republic of Korea, 69703 

Diamond Sawblades and Parts Thereof from 
People’s Republic of China, 41759 

Diamond Sawblades and Parts Thereof from the 
People’s Republic of China, 64896 

Floor-Standing, Metal-Top Ironing Tables and 
Certain Parts Thereof from People’s 
Republic of China, 25301 

Fresh Garlic from People’s Republic of China, 
41759 

Freshwater Crawfish Tail Meat from People’s 
Republic of China, 43260 

Frontseating Service Valves from People’s 
Republic of China, 52935 

Glycine from People’s Republic of China, 
72388 

Polyethylene Terephthalate Film, Sheet, and 
Strip From the People’s Republic of China, 
42113, 61085 

Pure Magnesium from the People’s Republic 
of China, 59111 

Solid Urea from Russian Federation, 17380 

Stainless Steel Bar from India, 62761 


Antidumping Duty Administrative Reviews; Final 


Results: 

Certain Cased Pencils from People’s Republic 
of China, 27988 

Certain Circular Welded Non-Alloy Steel Pipe 
from Mexico, 36086 

Certain Corrosion-Resistant Carbon Steel Flat 
Products from Republic of Korea, 15291, 
17381 

Certain Frozen Fish Fillets from Socialist 
Republic of Vietnam, 15941 

Certain Frozen Warmwater Shrimp from 
People’s Republic of China, 51940 

Certain Hot-Rolled Carbon Steel Flat Products 
from India, 42679, 62039 

Certain Steel Nails from People’s Republic of 
China, 16379 

Circular Welded Carbon Steel Pipes and Tubes 
from Taiwan, 63902 

Circular Welded Non-Alloy Steel Pipe from 
Republic of Korea, 36089 

Folding Metal Tables and Chairs from People’s 
Republic of China, 2883 

Hand Trucks and Certain Parts Thereof from 
People’s Republic of China, 36083 

Non-Malleable Cast Iron Pipe Fittings from 
People’s Republic of China, 31936 

Purified Carboxymethylcellulose from Mexico, 
42113 

Polyethylene Retail Carrier Bags from Thailand, 
59999 


Antidumping Duty Administrative Reviews; Partial 


Rescissions: 
Certain Pasta from Italy, 64897 
Circular Welded Non-Alloy Steel Pipe from 
Republic of Korea, 52636 
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Lightweight Thermal Paper from Germany, 

20951 

Antidumping Duty Administrative Reviews; 

Preliminary Results: 

Carbazole Violet Pigment 23 from People’s 
Republic of China, 55003 

Certain Circular Welded Non-Alloy Steel Pipe 
from Mexico, 49437 

Certain Corrosion-Resistant Carbon Steel Flat 
Products from Republic of Korea, 55004 

Certain Frozen Warmwater Shrimp from 
People’s Republic of China, 8338 

Certain Hot-Rolled Carbon Steel Flat Products 
from India, 31938 

Certain Lined Paper Products from India, 62343 

Certain New Pneumatic Off-the-Road Tires 
from the People’s Republic of China, 
62356 

Certain Pasta From Italy, 48125 

Certain Pasta from Turkey; Extension, 20312 

Certain Welded Carbon Steel Pipe and Tube 
from Turkey, 33204 

Circular Welded Carbon Steel Pipes and Tubes 
from Taiwan, 33210 

Freshwater Crawfish Tail Meat From the 
People’s Republic of China, 62349, 65497 

Light-Walled Rectangular Pipe and Tube from 
Turkey, 33200 

Polyethylene Terephthalate Film, Sheet, and 
Strip From Brazil, 47540, 47546, 48122 

Pure Magnesium from People’s Republic of 
China, 33194 

Purified Carboxymethylcellulose from Mexico, 
20313 

Purified Carboxymethylcellulose from 
Netherlands, 36519 

Antidumping Duty Administrative Reviews; 

Results, Extensions, Amendments, etc., 78237 

1-Diphosphonic Acid From India, 

Brass Sheet and Strip from Germany, 42681 

Carbon and Certain Alloy Steel Wire Rod from 
Mexico, 67407 

Certain Activated Carbon from the People’s 
Republic of China, 67142 

Certain Cased Pencils from People’s Republic 
of China, 27990 

Certain Circular Welded Carbon Steel Pipes and 
Tubes from India, Thai land, and Turkey, 
66893 

Certain Circular Welded Non-Alloy Steel Pipe 
From Mexico, 66899, 77770 

Certain Frozen Fish Fillets from the Socialist 
Republic of Vietnam, 70111, 81913 

Certain Hot-Rolled Carbon Steel Flat Products 
from People’s Republic of China, 66901 

Certain Large Diameter Carbon and Alloy 
Seamless Standard, Line, and Pressure Pipe 
(Over 4 1/2 Inches) from Japan, 66688 

Certain Lined Paper Products From the People’s 
Republic of China, 76144 

Certain Magnesia Carbon Bricks from Mexico, 
78885 

Certain Pasta From Italy, 71311, 76937 

Certain Pasta from Turkey, 68399 

Certain Polyester Staple Fiber from Korea, 
52935 

Certain Preserved Mushrooms from India, 
43261 

Certain Preserved Mushrooms from the People’s 
Republic of China, 66686, 67146, 70112 

Certain Steel Grating From People’s Republic 
of China, 76368 

Certain Steel Nails from the United Arab 
Emirates, 68129 

Certain Steel Threaded Rod from the People’s 

Republic of China, 68400 
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Certain Tin Mill Products from Japan, 14902 

Certain Tissue Paper Products from People’s 
Republic of China, 47550 

Certain Welded Carbon Steel Pipe and Tube 
From Turkey, 76939 

Certain Welded Carbon Steel Standard Pipes 
and Tubes From India, 78612 

Chlorinated Isocyanurates from the People’s 
Republic of China, 70705, 70957 

Circular Welded Carbon Quality Steel Pipe 
From the People’s Republic of China, 
72164, 76944 

Socialist Republic of Vietnam, 

Circular Welded Carbon Steel Pipes and Tubes 
from Thailand, 71938 

Circular Welded Non-Alloy Steel Pipe From 
Republic of Korea, 76369 

Circular Welded Non-Alloy Steel Pipe from 
Taiwan, 31940 

Citric Acid and Certain Citrate Salts From 
People’s Republic of China, 77772 

Crystalline Silicon Photovoltaic Cells, Whether 
or Not Assembled Into Modules, from the 
People’s Republic of China, 70960 

Diamond Sawblades and Parts Thereof From 
the People’s Republic of China, 76135 

Diamond Sawblades and Parts Thereof From 
the Republic of Korea, 66892, 76128 

Folding Metal Tables and Chairs from People’s 
Republic of China, 66036 

Folding Metal Tables and Chairs from the 
People’s Republic of China; Correction, 
72903 

Forged Stainless Steel Flanges from India, 
31585 

Fresh and Chilled Atlantic Salmon From 
Norway, 70409 

Fresh Garlic from the People’s Republic of 
China, 68128, 76375 

Frontseating Service Valves from the People’s 
Republic of China, 70706 

Furfuryl Alcohol From People’s Republic of 
China, 78613 

Honey from Argentina, 74044, 76374 

Lightweight Thermal Paper From Germany, 
76360 

Lined Paper Products From India, Indonesia, 
and the People’s Republic of China, 76123 

Multilayered Wood Flooring From the People’s 
Republic of China, 76690 

Polyethylene Retail Carrier Bags from Thailand, 
68137, 70965 

Polyethylene Terephthalate Film, Sheet, and 
Strip From Taiwan, 58244, 68140, 71512, 
75870, 76365, 76941, 76943 

Pure Magnesium from People’s Republic of 
China, 53408 

Pure Magnesium From the People’s Republic 
of China, 70709, 76945 

Pure Magnesium in Granular Form from 
People’s Republic of China, 47147 

Purified Carboxymethylcellulose from the 
Netherlands, 66687 

Request for Revocation in Part, 74041 

Silicomanganese from Brazil, the People’s 
Republic of China, and Ukraine, 73587 

Small Diameter Graphite Electrodes from 
People’s Republic of China, 67411 

Solid Urea from the Russian Federation, 66690 

Stainless Steel Butt-Weld Pipe Fittings from 
Italy, 67146, 79651 

Stainless Steel Plate in Coils From Belgium, 
66271, 75870 

Stainless Steel Sheet and Strip in Coils from 
Mexico, 18518 

Steel Wire Garment Hangers from the People’s 

Republic of China, 66895, 66903 


International 


Sulfanilic Acid from the People’s Republic of 
China and India, 66039 
Tapered Roller Bearings and Parts Thereof, 
Finished or Unfinished, From People’s 
Republic of China, 43262, 69241, 76143, 
76360 
Uncovered Innerspring Units From People’s 
Republic of China, 73592, 76126 
Uranium from the Russian Federation, 68404 
Wooden Bedroom Furniture from the People’s 
Republic of China, 65684, 68138 
Antidumping Duty Administrative Reviews and 
New Shipper Reviews; Extensions of Time 
Limits for Preliminary Results: 
Certain Steel Nails from People’s Republic of 
China, 47146 
Folding Metal Tables and Chairs from People’s 
Republic of China, 35832 
Antidumping Duty Administrative Reviews and 
Partial Rescissions of Reviews; 2008-2010 
Preliminary Results: 
Frontseating Service Valves from People’s 
Republic of China, 26686 
Antidumping Duty Administrative Reviews, and 
Revocations of Orders in Part; Final Results: 
Certain Polyester Staple Fiber from People’s 
Republic of China, 69702 
Antidumping Duty Administrative Reviews, etc.; 
Preliminary Results and Preliminary 
Rescissions: 
Certain Orange Juice from Brazil, 50176 
Certain Steel Nails from People’s Republic of 
China, 56147 
Antidumping Duty Administrative Reviews, 
Extensions of Time Limits for Preliminary 
Results: 
Certain Kitchen Appliance Shelving and Racks 
from People’s Republic of China, 20950 
Chlorinated Isocyanurates from People’s 
Republic of China, 10875 
Stainless Steel Bar from India, 20950 
Antidumping Duty Administrative Reviews, Final 
Results and Partial Rescissions: 
Certain Lined Paper Products from India, 10876 
Polyethylene Terephthalate Film, Sheet, and 
Strip from Taiwan, 745 
Antidumping Duty Administrative Reviews, 
Fourteenth, Extensions of Time Limits for 
Preliminary Results: 
Certain Pasta from Italy, 10879 
Antidumping Duty Administrative Reviews, Partial 
Rescissions, and Final No Shipment 
Determinations; Final Results: 
Certain Frozen Warmwater Shrimp from India, 
41203 
Antidumping Duty Administrative Reviews, 
Preliminary Results, etc.: 
Certain Orange Juice from Brazil, 19315 
Circular Welded Austenitic Stainless Pressure 
Pipe from People’s Republic of China, 
17819 
Antidumping Duty Administrative Reviews 
Pursuant to Final Court Decisions; Amended 
Final Results: 
Circular Welded Carbon Steel Pipes and Tubes 
from Thailand, 27987 
Antidumping Duty Administrative Reviews, 
Requests for Revocation in Part, and 
Deferrals of Administrative Reviews, 17825 
Antidumping Duty Administrative Reviews, 
Rescissions in Part: 
Freshwater Crawfish Tail Meat from People’s 
Republic of China, 10879 
Antidumping Duty Administrative Reviews: 
Results, Amendments, Extensions, etc.: 
Stainless Steel Plate in Coils From the Republic 
of Korea, etc., 74771 
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Antidumping Duty and Countervailing Duty 
Administrative Reviews; Results, Extensions, 
Amendments, etc., 82268 
Antidumping Duty and Countervailing Duty 
Investigations; Court Decisions and Amended 
Revocations: 
Hard Red Spring Wheat from Canada, 44574 
Antidumping Duty Changed Circumstances 
Reviews; Final Results and Terminations, in 
Part: 

Diamond Sawblades and Parts Thereof from 
People’s Republic of China, 50455, 62761, 
64898 

Diamond Sawblades and Parts Thereof from the 
People’s Republic of China, 59111 

Frozen Warmwater Shrimp from the Socialist 
Republic of Vietnam, 30648 

Polyethylene Terephthalate Film, Sheet, and 
Strip From Republic of Korea, 27005, 
50456 

Antidumping Duty Investigations: 

High Pressure Steel Cylinders from People’s 
Republic of China, 33213 

Large Power Transformers from Republic of 
Korea, 49439 

Antidumping Duty Investigations; Initiations: 

Bottom Mount Combination Refrigerator- 
Freezers from Republic of Korea and 
Mexico, 23281 

Antidumping Duty Investigations; Postponement 
of Preliminary Determinations: 

Bottom Mount Combination Refrigerator- 
Freezers from Republic of Korea and 
Mexico, 52313 

Certain Steel Nails from United Arab Emirates, 
52313 

Certain Steel Wheels from People’s Republic 
of China, 50995 

Certain Stilbenic Optical Brightening Agents 
from People’s Republic of China, and 
Taiwan, 49443 

High Pressure Steel Cylinders from People’s 
Republic of China, 59658 

Large Power Transformers From the Republic 
of Korea, 76146 

Antidumping Duty New Shipper Review; Results, 
Amendments, Extensions, etc.: 

Uncovered Innerspring Units from the People’s 

Republic of China, 65695 
Antidumping Duty New Shipper Reviews: 

Certain Frozen Fish Fillets from Socialist 
Republic of Vietnam, 17837 

Certain Preserved Mushrooms from People’s 
Republic of China, 17836 

Wooden Bedroom Furniture from People’s 
Republic of China; Final Results, 747 

Antidumping Duty New Shipper Reviews; 
Extensions of Time Limits for Preliminary 
Results: 

Certain Frozen Warmwater Shrimp from 
Socialist Republic of Vietnam, 41760 

Chlorinated Isocyanurates from People’s 
Republic of China, 41760 

Honey from Argentina, 44305 

Uncovered Innerspring Units from People’s 
Republic of China, 43263 

Antidumping Duty New Shipper Reviews; Final 
Rescissions: 

Diamond Sawblades and Parts Thereof from 

People’s Republic of China, 20317 
Antidumping Duty New Shipper Reviews; 

Preliminary Results: 

Certain Preserved Mushrooms from People’s 
Republic of China, 46270 

Honey from Argentina, 54202 

Wooden Bedroom Furniture from People’s 


Republic of China, 49443 
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Antidumping Duty New Shipper Reviews; 
Rescissions: 
Garlic from People’s Republic of China, 19322 
Antidumping Duty New Shipper Reviews; Results, 
Amendments, Extensions, etc.: 

Certain Steel Nails From the People’s Republic 

of China, 75871 
Antidumping Duty Orders: 

Aluminum Extrusions from the People’s 
Republic of China, 30650 

Certain Cased Pencils From the People’s 
Republic of China, 40880 

Drill Pipe from People’s Republic of China, 
11757 

Polyvinyl Alcohol from Taiwan, 13982 

Pure Magnesium From People’s Republic of 
China, 72172 

Solid Fertilizer Grade Ammonium Nitrate from 
Russian Federation, 49449 

Antidumping Duty Orders; Affirmative Final 
Determinations of Circumventions: 

Certain Cut-to-Length Carbon Steel Plate from 
People’s Republic of China, 50996 
Certain Tissue Paper Products from People’s 
Republic of China, 47551 
Antidumping Duty Orders; Continuation: 

Certain Helical Spring Lock Washers From 
Taiwan and the People’s Republic of 
China, 75873 

Certain Polyester Staple Fiber From the 
Republic of Korea and Taiwan, 60802 

Antidumping Duty Orders; Continuations: 

Artist Canvas from People’s Republic of China, 
69704 

Certain Large Diameter Carbon and Alloy 
Seamless Standard, Line and Pressure Pipe 
from Japan, etc., 62762 

Granular Polytetrafluoroethylene Resin From 
Italy, 42114 

Heavy Forged Hand Tools from People’s 
Republic of China, 52313 

Paper Clips from People’s Republic of China, 
44575 

Antidumping Duty Orders; Expedited Sunset 
Reviews, Final Results: 

Certain Stainless Steel Wire Rods from India, 
67672 

Light-Walled Welded Rectangular Carbon Steel 
Tubing from Taiwan, 64312 

Welded ASTM A-312 Stainless Steel Pipe from 
South Korea and Taiwan, 67673 

Antidumping Duty Orders; Extensions of Time 
Limits for Final Results of First 
Administrative Reviews: 

Small Diameter Graphite Electrodes from 

People’s Republic of China, 36092 
Antidumping Duty Orders; Final Results of 
Expedited Third Sunset Review: 

Certain Large Diameter Carbon and Alloy 
Seamless Standard, Line and Pressure Pipe 
from Japan, etc., 47555 

Gray Portland Cement and Clinker from Japan, 
54206 

Pure Magnesium from the People’s Republic 
of China, 62040 

Antidumping Duty Orders; Final Results of 
Request for Comments on Scope: 
Petroleum Wax Candles from People’s Republic 
of China, 46277 
Antidumping Duty Orders; Final Results of 
Second Expedited Sunset Review: 
Certain Tin Mill Products from Japan, 60001 
Antidumping Duty Orders; Final Results of the 
Expedited Third Five-Year Sunset Reviews: 

Certain Helical Spring Lock Washers From 
Taiwan and the People’s Republic of 
China, 61343 


Antidumping Duty Orders; Initiations of Anti- 
Circumvention Inquiries: 
Carbon and Certain Alloy Steel Wire Rod from 
Mexico, 33218 
Antidumping Duty Orders; Initiations of Five-Year 
Sunset Reviews, 67412 
Antidumping Duty Orders; Preliminary 
Rescissions and Extensions of Time Limits 
for Final Results: 

Certain Kitchen Appliance Shelving and Racks 

from People’s Republic of China, 62765 
Antidumping Duty Orders; Preliminary Results of 
Third Five-Year Reviews: 
Brass Sheet and Strip from Germany, 59386 
Antidumping Duty Orders; Revocations: 

Ball Bearings and Parts Thereof from Japan 
and United Kingdom, 41761 

Stainless Steel Plate in Coils from Italy, 54207 

Stainless Steel Sheet and Strip in Coils from 
Germany, Italy, and Mexico, 49450 

Antidumping Duty Orders, Administrative 
Reviews; Extensions of Time Limits for Final 
Results: 
Certain New Pneumatic Off-the-Road Tires 
from People’s Republic of China, 6603 
Antidumping Duty Orders, Affirmative 
Preliminary Determinations of 
Circumventions: 

Certain Cut-to-Length Carbon Steel Plate from 

People’s Republic of China, 749 
Antidumping Duty Orders and Extensions of Final 
Determinations; Affirmative Preliminary 

Determination of Circumvention: 
Steel Wire Garment Hangers from People’s 
Republic of China, 27007 
Antidumping Duty Orders and Intents to Rescind 
Administrative Reviews, in Part; Preliminary 
Results, etc.: 

Tapered Roller Bearings and Parts thereof, 
Finished or Unfinished, from People’s 
Republic of China, 41207 

Antidumping Duty Orders, Final Results of 
Expedited Sunset Reviews: 

Heavy Forged Hand Tools from People’s 

Republic of China, 24856 
Antidumping Duty Orders, Initiations of 
Administrative Reviews: 

Wooden Bedroom Furniture from People’s 

Republic of China, 10880 
Antidumping Duty Reviews: 

Diamond Sawblades and Parts Thereof from the 

People’s Republic of China, 38357 
Antidumping Duty Reviews, Amended Final 
Results: 

Polyethylene Terephthalate Film, Sheet, and 

Strip from Taiwan, 18519 
Antidumping Methodologies in Proceedings 
Involving Non-Market Economies: 

Valuing the Factor of Production, 544 

Valuing the Factor of Production: Labor, 36092 

Valuing the Factor of Production: Labor; 
Correction, 11196 

Antidumping or Countervailing Duty Order, 
Finding, or Suspended Investigation, 5561, 
24458, 45773, 45775 

Advance Notification of Sunset Reviews, 11198, 
T4773 

Opportunity to Request Administrative Review, 
5559, 11197, 18153, 74773 

Upcoming Sunset Reviews, 18153 

Antidumping or Countervailing Duty Orders, 
Findings, or Suspended Investigations; Sunset 
Reviews, 89, 61087, 67415 

Advance Notification of Sunset Reviews, 31587, 
38611, 54428 

Opportunity to Request Administrative Review, 
31586, 38609, 61085, 67413 
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Applications for Allocation of Tariff Rate Quotas: 
Import of Certain Worsted Wool Fabrics to 
Persons Who Weave Such Fabrics in 
United States, 58465 
Applications for Duty Free Entry of Electron 
Microscopes: 
Battelle Energy Alliance, et al., 65696 
Battelle Memorial Institute, et al.; Consolidated 
Decision, 17381 
University of Arkansas, et al., 68717 
University of Florida, et al., 77775 
University of Wyoming, et al., 28214 
Applications for Duty-Free Entry of Scientific 
Instruments, 2647, 11199, 11200, 15945, 
20952, 20953, 29725, 34207, 37319, 39070, 
43263, 47148, 48803, 50997, 52314, 52936, 
56156, 58245, 61668, 70410, 74045 
Lawrence Technological University, et al., 
37320 
Southern Illinois University, et al., 48130 
Tulane University, et al., 44576 
UChicago Argonne, LLC, et al., 28214 
University of Chicago Argonne, LLC, et al., 
43264 
University of Colorado, et al., 17620, 20953 
Wichita State University, et al., 43264 
Applications for Membership: 
U.S. Travel and Tourism Advisory Board, 
50179 
Article 1904 Binational Panel Reviews, North 
American Free Trade Agreement, 56156 
Binational Panel Reviews; Completions, 62364 
Binational Panel Reviews, Completion, North 
American Free Trade Agreement, Article, 
904, 23286 
Biotech Life Science Trade Mission to China, 
17621 
Call for Applications for the International Buyer 
Program Calendar Year, 13, 54428 
Certain Circular Welded Carbon Steel Pipes and 
Tubes from Taiwan, 77480 
Changed Circumstances Reviews; Initiations and 
Preliminary Results, etc.: 
Certain Lined Paper Products from People’s 
Republic of China, 50998 
China Biotech Life Sciences Trade Mission, 42682 
Clean Technologies Mission to India, 34041 
Coal Mining Equipment, Technologies and 
Services Trade Mission to China and 
Mongolia, 32951 
Consolidated Decision on Applications for Duty- 
Free Entry of Electron Microscopes: 
Stanford University, et al., 752 
Consolidated Decisions on Applications for Duty- 
Free Entry of Electron Microscope: 
Brandeis University, et al., 56157 
Naval Postgraduate School, 26694 
Ohio State University, et al., 58245 
UChicago Argonne, LLC, et al., 26694 
Continuation of Antidumping Duty Order: 
Magnesium Metal from the People’s Republic 
of China, 13356 
Porcelain-on-Steel Cooking Ware from the 
People’s Republic of China, 13602 
Continuation of Antidumping Duty Orders: 
Certain Carbon Steel Butt-Weld Pipe Fittings 
From Brazil, Japan, Taiwan, Thailand, and 
the People’s Republic of China, 21331 
Certain Frozen Warmwater Shrimp from Brazil, 
India, China, Thailand, and Vietnam, 
23972 
Glycine from the People’s Republic of China, 
57951 
Gray Portland Cement and Clinker From Japan, 
78240 
Purified Carboxymethylcellulose from Finland 
and the Netherlands, 29191 
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Solid Urea from the Russian Federation and 
Ukraine, 78885 

Welded ASTM A-312 Stainless Steel Pipe From 
South Korea and Taiwan, 78614 

Continuation of Suspended Antidumping Duty 
Investigation: 

Certain Hot-Rolled Flat-Rolled Carbon-Quality 
Steel Products from the Russian 
Federation, 35400 

Continuations of Antidumping Duty Orders: 

Petroleum Wax Candles from People’s Republic 

of China, 773 
Cooperation Between U.S. and European Union: 

Help Eliminate or Reduce Unnecessary 
Divergences in Regulations that Impede 
U.S. Exports, 36900 

Corrected Notice of Court Decision Not in 
Harmony with Final De terminations, etc.: 
Wooden Bedroom Furniture from People’s 
Republic of China, 53409 
Countervailing Duty Administrative Review 
Pursuant to Court Decision; Amended Final 
Results: 

Certain Hot-Rolled Carbon Steel Flat Products 

from India, 65497 
Countervailing Duty Administrative Reviews: 

Certain Pasta from Italy, Extension of Time 

Limit for Preliminary Results, 6604 
Countervailing Duty Administrative Reviews; 
Results, Extensions, Amendments , etc.: 

Certain Hot-Rolled Carbon Steel Flat Products 
From India, 26694, 77775 

Certain Kitchen Appliance Shelving and Racks 
from the People’s Republic of China, 
62364 

Certain Kitchen Shelving and Racks from 
People’s Republic of China, 27990 

Certain Lined Paper Products From India, 76147 

Certain Lined Paper Products from Indonesia, 
73592 

Certain Pasta from Italy, 48130, 65179 

Certain Welded Carbon Steel Standard Pipe and 
Tube from Turkey, 78886 

Certain Welded Carbon Steel Standard Pipe 
from Turkey, 65179 

Circular Welded Carbon Quality Steel Pipe 
from the People’s Republic of China, 
72173, 78615, 78887 

Republic of Vietnam, 

Citric Acid and Certain Citrate Salts from 
People’s Republic of China, 33219 

Citric Acid and Certain Citrate Salts from the 
People’s Republic of China, 82275 

Corrosion-Resistant Carbon Steel Flat Products 
From Republic of Korea, 20954, 77775 

Crystalline Silicon Photovoltaic Cells, Whether 
or Not Assembled Into Modules, from the 
People’s Republic of China, 70966, 81914 

Fresh and Chilled Atlantic Salmon from 
Norway, 70411 

Narrow Woven Ribbons with Woven Selvedge 
from the People’s Republic of China, 
72903 

New Pneumatic Off-the-Road Tires from 
People’s Republic of China, 23286 

Polyethylene Terephthalate Film, Sheet, and 
Strip From India, 47558, 76948 

Stainless Steel Plate in Coils from Belgium, 
31588 

Countervailing Duty Changed Circumstances 
Reviews and Revocations, in Part; Final 
Results: 

Certain Pasta from Italy, 27634 

Countervailing Duty Determinations: 

Drill Pipe from People’s Republic of China, 
1971 
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Countervailing Duty Determinations, Final 
Affirmative: 
Aluminum Extrusions from People’s Republic 
of China, 18521 
Countervailing Duty Investigations: 
High Pressure Steel Cylinders from People’s 
Republic of China, 33239 
Countervailing Duty Investigations; Postponements 
of Preliminary Determinations: 
Certain Steel Wheels from People’s Republic 
of China, 33242 
Galvanized Steel Wire from People’s Republic 
of China, 33242 
High Pressure Steel Cylinders from People’s 
Republic of China, 42682 
Countervailing Duty Order: 
Drill Pipe from the People’s Republic of China, 
11758 
Countervailing Duty Orders: 
Aluminum Extrusions from the People’s 
Republic of China, 30653 
Multilayered Wood Flooring From the People’s 
Republic of China, 76693 
Countervailing Duty Orders; Final Results of 
Expedited Sunset Reviews: 
Welded Carbon Steel Pipe and Tube from 
Turkey, 64900 
Court Decision Not In Harmony With 
Continuation of Antidumping Duty Orders: 
Ball Bearings and Parts Thereof From Japan 
and the United Kingdom, 35401 
Court Decision Not in Harmony with Final Results 
and Amended Final Results of Review: 
Certain Cased Pencils from the People’s 
Republic of China, 4285 
Fresh Garlic from the People’s Republic of 
China, 13983 
Court Decisions Not in Harmony with Final 
Results of Administrative Re views , etc.: 
Certain Activated Carbon from People’s 
Republic of China, 69705 
Certain Frozen Warmwater Shrimp from 
Socialist Republic of Vietnam, 27991 
Certain Welded Stainless Steel Pipes From 
Republic of Korea, 37320 
Chlorinated Isocyanurates from People’s 
Republic of China, 62776 
Cybersecurity, Innovation, and the Internet 
Economy, 34965 
Decisions on Applications for Duty-Free Entry of 
Scientific Instruments: 
Purdue University, 58246 
University of Chicago, et al., 5330, 56157 
Virginia Polytechnic Institute, et al., 53117 
Determinations of Sales at Less Than Fair Value, 
ete.: 
Bottom Mount Combination Refrigerator- 
Freezers from Republic of Korea, 67675, 
67688 
Certain Steel Wheels from People’s Republic 
of China, 67703 
District Export Council; Nominations for 
Members, 31935 
Eurasian Oil and Gas Suppliers Mission to 
Kazakhstan and Turkey, 537 
Executive-led Business Development Missions: 
Kabul, Afghanistan; February 2012, 76382 
Executive-led Business Development Mission to 
Kabul, Afghanistan, 65498, 67416 
Executive-led Eurasian Trade Mission, 25302 
Executive-Led Medical Trade Missions to India; 
Mumbai, New Delhi and Hyderabad March, 
-8, 2012, 70113 
Executive-led Trade Mission to Afghanistan, 
14904, 66692 
Export Trade Certificate of Review, 23788, 39846 
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Export Trade Certificates of Review, 55010, 
81914 
Alaska Longline Cod Commission, Application 
no. 10-1A0, 1, 63608 
Application (92-10A01), Aerospace Industries 
Association of America Inc., 63608 
Latin American Multichannel Advertising 
Council, Application, 10885 
Northwest Fruit Exporters, Application No. 84- 
22A1, 27994 
Wood Machinery Manufacturers of America, 
47148 
Export Trade Certificates of Review; Issuances: 
ARC Industries, Ltd., 15294 
Extension of Final Results of the Fifth 
Antidumping Duty Administrative Review: 
Certain Frozen Warmwater Shrimp From the 
People’s Republic of China, 30100 
Extension of Preliminary Results of Antidumping 
Duty Administrative Reviews: 

Certain Frozen Warmwater Shrimp from the 
People’s Republic of China, 50718 
Certain Frozen Warmwater Shrimp from the 

Socialist Republic of Vietnam, 16384 
Certain Polyester Staple Fiber from the People’s 
Republic of China, 7532 
Uncovered Innerspring Units from the People’s 
Republic of China, 34207 
Extension of the Time Limit for the Final Results 
of the Antidumping Duty Administrative 
Reviews: 
Wooden Bedroom Furniture from the People’s 
Republic of China, 34043 
Extension of Time Limit for Final Results of 
2008-2009 Administrative Review of the 
Antidumping Duty Order: 
Certain New Pneumatic Off-the-Road Tires 
from the People’s Republic of China, 
14906 
Extension of Time Limit for Final Results of 
Antidumping Duty Administrative Reviews: 
Certain Circular Welded Non-Alloy Steel Pipe 
from Mexico, 14649 
Certain Preserved Mushrooms From the 
People’s Republic of China, 41215 
Certain Welded Carbon Steel Pipe and Tube 
from Turkey, 56395 
Fresh Garlic from People’s Republic of China, 
10335 
Hand Trucks and Certain Parts Thereof from 
the People’s Republic of China, 28731 
Polyethylene Terephthalate Film, Sheet and 
Strip from India, 12937 
Steel Wire Garment Hangers from the People’s 
Republic of China, 1134 
Wooden Bedroom Furniture From the People’s 
Republic of China, 41215 
Extension of Time Limit for Final Results of 
Countervailing Duty Administrative Reviews: 
Citric Acid and Certain Citrate Salts from the 
People’s Republic of China, 56158 
Polyethylene Terephthalate Film, Sheet and 
Strip from India, 12938 
Extension of Time Limit for Final Results of the 
Third Antidumping Duty Administrative 
Reviews: 
Certain Activated Carbon from the People’s 
Republic of China, 43654 
Extension of Time Limit for Preliminary Results: 
Ball Bearings and Parts Thereof from France, 
Germany, Italy, Japan, and the United 
Kingdom, 2647 
Certain Frozen Fish Fillets from the Socialist 
Republic of Vietnam, 12939, 20626 
Certain Large Diameter Carbon and Alloy 
Seamless Standard, Line, and Pressure Pipe 
from Japan, 7815 


Certain Lined Paper Products from India, 30908 
Certain Polyester Staple Fiber from Taiwan, 
5331 
Certain Preserved Mushrooms from the People’s 
Republic of China, 16727 
Certain Welded Carbon Steel Pipe and Tube 
from Turkey, 3083 
Circular Welded Carbon Steel Pipes and Tubes 
from Taiwan, 3612 
Citric Acid and Certain Citrate Salts from 
People’s Republic of China, 2648 
Diamond Sawblades and Parts Thereot from the 
Republic of Korea, 40324 
Folding Metal Tables and Chairs from the 
People’s Republic of China, 774 
Freshwater Crawfish Tail Meat From the 
People’s Republic of China, 32357 
Hand Trucks and Certain Parts Thereof from 
the People’s Republic of China, 55011 
Honey from Argentina, 55349, 79655 
Light-Walled Rectangular Pipe and Tube from 
Mexico, 18155 
Magnesium Metal from the Russian Federation, 
12938 
Polyethylene Retail Carrier Bags From 
Thailand, 26241 
Polyethylene Terephthalate Film, Sheet and 
Strip from the United Arab Emirates, 
18155, 18156, 45508 
Purified Carboxymethylcellulose from the 
Netherlands, 18156 
Extension of Time Limit for the Final Results 
of New Shipper Reviews: 
Certain Hot-Rolled Carbon Steel Flat Products 
from India, 28419 
Certain Steel Threaded Rod from the People’s 
Republic of China, 43981 
Fresh Garlic from the People’s Republic of 
China, 45230 
Extension of Time Limit for the Preliminary 
Results of the New Shipper Review: 
Shipper Reviews: 
Certain Frozen Warmwater Shrimp from the 
Socialist Republic of Vietnam, 55350, 
73594 
Folding Metal Tables and Chairs from the 
People’s Republic of China, 12024 
Fourth Administrative Review of Certain 
Activated Carbon From the Peoples 
Republic of China, 60803 
Extension of Time Limits and Partial Rescission 
of Second Antidumping Duty Administrative 
Review: 
Certain Steel Nails from the People’s Republic 
of China, 23788 
Extension of Time Limits for Preliminary and 
Final Results of Full Third Five-Year 
Antidumping Duty Reviews: 
Brass Sheet and Strip from Germany, 36901 
Extension of Time Limits for Preliminary Results 
of the Second Antidumping Duty 
Administrative Review: 
Certain Steel Nails from People’s Republic of 
China, 752 
Corrosion-Resistant Carbon Steel Flat Products 
from the Republic of Korea, 21332 
Polyethylene Terephthalate Film, Sheet, and 
Strip from Taiwan, 13128 
Steel Wire Garment Hangers from the People’s 
Republic of China, 28953 
Extension of Time Limits for the Final Results 


of Antidumping Duty Administrative Review: 


Certain Lined Paper Products from the People’s 
Republic of China, 6397 
Extension of Time Limits for the Preliminary 
Results of Antidumping Duty New Shipper 
Review: 


Carbon and Certain Alloy Steel Wire Rod from 
Mexico, 34044 
Certain Circular Welded Non-Alloy Steel Pipe 
from the Republic of Korea, 40689 
Lightweight Thermal Paper from Germany, 
40689 
Seamless Refined Copper Pipe and Tube from 
Mexico, 80333 
Extensions of Time for Preliminary Results of 
Antidumping Duty Administrative Reviews: 
Front-Seating Service Valves from People’s 
Republic of China, 1135 
Extensions of Time Limits for Final Results of 
Antidumping Duty New Shipper Reviews: 
Certain Preserved Mushrooms from People’s 
Republic of China, 4287 
Light-Walled Rectangular Pipe and Tube from 
Mexico, 774 
Extensions of Time Limits for Final Results of 
Countervailing Duty Administrative Reviews: 
New Pneumatic Off-the-Road Tires from 
People’s Republic of China, 4287 
Extensions of Time Limits for Final Results of 
New Shipper Reviews: 
Fresh Garlic from People’s Republic of China, 
715 
Extensions of Time Limits for Preliminary Results 
of Antidumping Duty Administrative 
Reviews: 
Citric Acid and Certain Citrate Salts from 
People’s Republic of China, 4288 
Light-Walled Rectangular Pipe and Tube from 
Turkey, 4289 
Polyethylene Terephthalate Film, Sheet, and 
Strip from Republic of Korea, 4288 
Final Affirmative Countervailing Duty 
Determination: 
Multilayered Wood Flooring from the People’s 
Republic of China, 64313 
Final Determination of Sales at Less Than Fair 
Value: 
Polyvinyl Alcohol from Taiwan, 5562 
Final Determinations of Sales at Less than Fair 
Value: 
Aluminum Extrusions from People’s Republic 
of China; Correction, 18524, 20627 
Certain Lined Paper Products from India; 
Amended, 20954 
Drill Pipe from People’s Republic of China, 
1966 
Multilayered Wood Flooring from People’s 
Republic of China, 64318 
Final Rescissions of Antidumping Duty 
Administrative Reviews: 
Certain Lined Paper Products from the People’s 
Republic of China, 57951 
Final Results and Final Partial Rescission of 
Antidumping Duty Administrative Reviews: 
Certain Frozen Warmwater Shrimp from the 
Socialist Republic of Vietnam, 56158 
First Administrative Review of Steel Wire 
Garment Hangers from the People’s 
Republic of China, 27994 
Final Results and Final Rescission, in Part, of 
2008-2009 Antidumping Duty Administrative 
Review: 
Fresh Garlic From People’s Republic of China, 
37321 
Final Results and Final Rescission in Part, of 
Antidumping Duty New Shipper Reviews: 
Certain Preserved Mushrooms from the People’s 
Republic of China, 16604 
Final Results and Partial Rescission of 
Administrative Review of the Antidumping 
Duty Order: 
Silicon Metal from the People’s Republic of 
China, 3084 
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Final Results and Partial Rescissions of Second 
Antidumping Duty Administrative Reviews: 
Certain Polyester Staple Fiber from People’s 
Republic of China, 2886 
Final Results and Rescissions of Antidumping 
Duty New Shipper Reviews: 
Honey from People’s Republic of China, 4289 
Final Results of 2008-2009 Antidumping Duty 
Administrative Review: 

Tapered Roller Bearings and Parts Thereof, 
Finished and Unfinished, from the People’s 
Republic of China, 3086 

Final Results of 2009-2010 Antidumping Duty 
Administrative Review: 

Persulfates from the People’s Republic of 

China; Correction, 35402 
Final Results of Antidumping Administrative and 
Changed Circumstances Reviews: 
Ball Bearings and Parts Thereof from France, 
Germany, and Italy, 52937 
Final Results of Antidumping Duty Administrative 
Review, 7532, 48142 
1-Diphosphonic Acid From the Peoples Republic 
of China, 

Certain Frozen Warmwater Shrimp from 
Thailand, 40881 

Certain Lined Paper Products from the People’s 
Republic of China, 23288 

Certain Polyester Staple Fiber from Taiwan, 
57955 

Certain Preserved Mushrooms from the People’s 
Republic of China, 56732 

Circular Welded Austenitic Stainless Pressure 
Pipe from the People’s Republic of China, 
43981 

Citric Acid and Certain Citrate Salts from 
Canada, 34044 

Floor-Standing, Metal-Top Ironing Tables and 
Certain Parts Thereof from the People’s 
Republic of China, 15295, 15297 

Honey from Argentina, 29192 

Light-Walled Rectangular Pipe and Tube from 
Mexico, 547 

Light-Walled Rectangular Pipe and Tube from 
Turkey, 57953 

Magnesium Metal from the Russian Federation, 
56396 

Polyethylene Retail Carrier Bags from Thailand, 
12700 

Polyethylene Terephthalate Film, Sheet, and 
Strip from Brazil, 22867, 2868, 72676 

Stainless Steel Bar from Brazil, 1599 

Stainless Steel Sheet and Strip in Coils from 
Mexico; Correction, 2332, 13357 

Final Results of Antidumping Duty Changed 
Circumstances Review and Revocation, In 
Part: 

Carbon and Certain Alloy Steel Wire Rod from 
Mexico, 45509 

Certain Lined Paper Products From Peoples 
Republic of China, 60803 

Certain Steel Nails From the People’s Republic 
of China, 30101 

Final Results of Antidumping Duty New Shipper 
Reviews: 

Certain Frozen Warmwater Shrimp from the 
Socialist Republic of Vietnam, 45775 

Polyethylene Terephthalate Film, Sheet, and 
Strip from India, 30908 

Final Results of Countervailing Duty 
Administrative Review: 

Certain Hot-Rolled Flat-Rolled Carbon-Quality 
Steel Products from Brazil, 22868 

Corrosion-Resistant Carbon Steel Flat Products 
from the Republic of Korea, 3613 

Dynamic Random Access Memory 
Semiconductors From Republic of Korea, 
2336 


Final Results of Countervailing Duty New Shipper 
Review 

Polyethylene Terephthalate Film, Sheet, and 

Strip from India, 30910 
Final Results of Expedited First Sunset Reviews 
of Antidumping Duty Orders: 

Artist Canvas from the People’s Republic of 
China, 55351 

Final Results of Expedited Second Sunset Reviews 
of the Antidumping Duty Orders: 

Certain Cut-To-Length Carbon-Quality Steel 
Plate from India, Indonesia, Italy, Japan, 
and the Republic of Korea, 12322 

Final Results of Expedited Sunset Review of 
Countervailing Duty Order: 
Sulfanilic Acid from India, 33243 
Final Results of Expedited Sunset Review of the 
Antidumping Duty Order: 

Glycine from the People’s Republic of China, 
7150 

Granular Polytetrafluoroethylene Resin from 
Italy, 12939 

Final Results of Expedited Sunset Reviews: 

Certain Cut-to-Length Carbon-Quality Steel 
Plate from India, Indonesia, Italy, and the 
Republic of Korea, 12702 

Ferrovanadium and Nitrided Vanadium from 
Russia, 78888 

Final Results of Expedited Sunset Reviews of 
Antidumping Duty Orders: 

Certain Carbon Steel Butt-Weld Pipe Fittings 
from Brazil, Japan, Taiwan, Thailand, and 
People’s Republic of China, 8345 

Glycine from People’s Republic of China, 8345 

Paper Clips from the People’s Republic of 
China, 26242 

Solid Fertilizer Grade Ammonium Nitrate from 
the Russian Federation, 39847 

Final Results of Expedited Third Sunset Reviews 
of Antidumping Duty Orders: 

Brass Sheet and Strip from France, Italy, and 
Japan, 39849 

Certain Cased Pencils from the People’s 
Republic of China, 12323 

Final Results of First Administrative Review of 
the Antidumping Duty Order, etc.: 

Small Diameter Graphite Electrodes from the 
People’s Republic of China, 56397 

Final Results of First Antidumping Duty 
Administrative Review: 

Laminated Woven Sacks from the People’s 
Republic of China, 14906 

Lightweight Thermal Paper from Germany, 
22078 

Polyethylene Terephthalate Film, Sheet, and 
Strip from the People’s Republic of China, 
753 

Uncovered Innerspring Units from People’s 
Republic of China, 4290 

Final Results of Full Sunset Review and 
Revocation of the Countervailing Duty Order: 

Stainless Steel Plate in Coils from Belgium, 

25666 
Final Results of Second Antidumping Duty 
Administrative Review: 

Laminated Woven Sacks from the People’s 

Republic of China, 21333 
Final Results of Sunset Review and Revocation 
of Order: 

Granular Polytetrafluoroethylene Resin from 
Japan, 3614 

Sparklers from the People’s Republic of China, 
5140 

Final Results of Sunset Reviews and Revocations 
of Antidumping Duty Orders: 

Ball Bearings and Parts Thereof from France, 
Germany and Italy, 57019 
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Forged Stainless Steel Flanges from India and 
Taiwan, 5331 

Final Results of the 2008-2009 Antidumping Duty 
Administrative Review: 

Certain New Pneumatic Off-the-Road Tires 
from the People’s Republic of China, 
22871 

Final Results of the 2009-2010 Antidumping Duty 
Administrative Review: 

Persulfates from the Peoples Republic of China, 
28419 

Final Results of the Antidumping Duty 
Administrative Review, and Revocation of 
the Order, in Part: 

Stainless Steel Bar from India, 56401 

Final Results of the Antidumping Duty New 
Shipper Reviews: 

Certain Frozen Fish Fillets from the Socialist 
Republic of Vietnam, 35403 

Final Results of the Expedited Sunset Review of 
the Antidumping Duty Order: 

Certain Orange Juice from Brazil, 30655 
Porcelain-on-Steel Cooking Ware from the 
People’s Republic of China, 7534 

Final Results of the Expedited Sunset Reviews 
of Antidumping Duty Orders: 

Certain Carbon Steel Butt-Weld Pipe Fittings 
From Brazil, Japan, Taiwan, Thailand, and 
the People’s Republic of China, 7151 

Certain Polyester Staple Fiber from the 
Republic of Korea and Taiwan, 38612 

Solid Urea From the Russian Federation and 
Ukraine, 19747 

Final Results of the Expedited Third Five-Year 
(Sunset) Review of Antidumping Duty Order: 

Polyethylene Terephthalate Film, Sheet, and 
Strip from the Republic of Korea, 1135 

Final Results of the First Five-Year Review of 
Antidumping Duty Order: 

Purified Carboxymethylcellulose from Mexico, 
4865 

Final Results of the Five-Year Review of the 
Antidumping Duty Order: 

Stainless Steel Sheet and Strip in Coils from 
Mexico, 25668 

Final Results of the Full Five-Year Review of 
the Antidumping Duty Order: 

Stainless Steel Sheet and Strip in Coils from 
Italy, 25670 

Final Results of Third Expedited Sunset Reviews 
of Antidumping Duty Orders: 

Sulfanilic Acid from India and the People’s 
Republic of China, 45510 

Foreign Government Subsidies on Articles of 
Cheese Subject to an In-Quota Rate of Duty, 
60805 

Quarterly Update to Annual Listing, 72677 

Frontseating Service Valves from the People’s 
Republic of China, 77479 

Full Extension of Preliminary Results of 
Antidumping Duty Administrative Review: 

Certain Polyester Staple Fiber from the People’s 
Republic of China, 28420 

Grants to Manufacturers of Certain Worsted Wool 
Fabrics, 48804 

Healthcare Technology, Policy and Trade Mission 
to Mexico City, Mexico, 73595 

Honey from the People’s Republic of China, 
77480 

Certain Frozen Fish Fillets from the Socialist 
Republic of Vietnam, 77485 
ICT Trade Mission to Saudi Arabia: 
Application Deadline Extended, 7152 

Initiation and Preliminary Results of Changed 
Circumstances Reviews: 

Frozen Warmwater Shrimp from the Socialist 
Republic of Vietnam, 20318 
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Initiation of Anti-circumvention Inquiries: 
Small Diameter Graphite Electrodes from the 
People’s Republic of China, 14910 

Initiation of Anti-circumvention Inquiry: 
Laminated Woven Sacks from People’s 
Republic of China, 23791 
Initiation of Anticircumvention Inquiry on 
Antidumping Duty Order: 
Ferrovanadium and Nitrided Vanadium from the 
Russian Federation, 26243 
Initiation of Antidumping and Countervailing Duty 
Administrative Reviews and Request for 
Revocation in Part, 23545, 30912, 37781 
Initiation of Antidumping Duty Administrative 
Reviews: 
Certain Frozen Warmwater Shrimp from Brazil, 
India and Thailand, 18157 
Initiation of Antidumping Duty Changed 
Circumstances Review: 
Ball Bearings and Parts Thereof from Germany, 
10335 
Stainless Steel Plate in Coils from Belgium, 
45511 
Initiation of Antidumping Duty Investigations: 
Certain Steel Nails from the United Arab 
Emirates, 23559 
Certain Steel Wheels from the People’s 
Republic of China, 23294 
Certain Stilbenic Optical Brightening Agents 
from the People’s Republic of China and 
Taiwan, 23554 
Galvanized Steel Wire from the People’s 
Republic of China and Mexico, 23548 
Initiation of Antidumping Duty New Shipper 
Reviews: 
Certain Frozen Warmwater Shrimp form the 
Socialist Republic of Vietnam, 16384 
Diamond Sawblades and Parts Thereof from the 
People’s Republic of China, 775 
Honey from Argentina, 5332 
Seamless Refined Copper Pipe and Tube from 
Mexico, 39850 
Tapered Roller Bearings and Parts Thereof, 
Finished and Unfinished from the People’s 
Republic of China, 6397, 45777 
Wooden Bedroom Furniture from the People’s 
Republic of China, 10557, 54208 
Initiation of Changed Circumstances Review: 
Aluminum Extrusions from the People’s 
Republic of China, 80887 
Initiation of Countervailing Duty Investigations: 
Bottom Mount Combination Refrigerator- 
Freezers from the Republic of Korea, 
23298 
Certain Steel Wheels from the Peoples Republic 
of China, 23302 
Galvanized Steel Wire from the People’s 
Republic of China, 23564 
Initiation of Five Year (Sunset) Review, 5563, 
11202, 18163, 45778 
Initiation of Five-Year (Sunset) Review; 
Correction, 47149 
Initiation of Five-Year (Sunset) Reviews, 89, 
24459, 38613 
Initiation of Five-Year Sunset Review, 74775 
Initiation of New Shipper Review: 
Chlorinated Isocyanurates from the People’s 
Republic of China, 6399 
Initiations of Five-Year (Sunset) Reviews, 31588, 
54430 
Initiations of Five-Year (Sunset) Reviews; 
Correction, 2083 
Limitation of Duty-free Imports of Apparel 
Articles Assembled in Haiti, 78241 
Manufacturing Council; Opportunities to Apply for 


Membership, 33244 
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Medical Trade Mission to India; Mumbai, New 
Delhi and Hyderabad, 80334 
Meetings: 
Civil Nuclear Trade Advisory Committee, 7816, 
23568, 35405, 61669 
Environmental Technologies Trade Advisory 
Committee, 26247, 51001, 66912, 77776 
Manufacturing Council, 16606, 39850, 79655 
President’s Export Council, 550, 66693 
Renewable Energy and Energy Efficiency 
Advisory Committee, 7815, 26695, 44576, 
54431, 71312 
The Manufacturing Council, 57714 
U.S. Travel and Tourism Advisory Board, 
21703, 53666 
Membership of Performance Review Board; 
Changes, 64073 
New Shipper Reviews; Final Rescissions: 
Fresh Garlic from People’s Republic of China, 
52315 
New Shipper Reviews; Initiations: 
Certain Frozen Fish Fillets From Socialist 
Republic of Vietnam, 61088 
New Shipper Reviews; Results, Amendments, 
Extensions, etc.: 
Certain Frozen Warmwater Shrimp from 
Socialist Republic of Vietnam, 67418 
New Shipper Reviews, Preliminary Results; 
Extension of Time Limits: 
Certain Frozen Fish Fillets from Socialist 
Republic of Vietnam, 59658 
Non-Market Economy Antidumping Proceedings; 
Assessment of Antidumping Duties, 34046, 
65694 
North American Free Trade Agreement, Article 
1904 Binational Panel Reviews, 4633, 14917, 
56404 
Completion of Panel Review, 77777 
Termination of Panel Review, 77777 
North American Free-Trade Agreement Panel 
Reviews: 
Request for Review, 72677 
Opportunity to Request Administrative Reviews: 
Antidumping or Countervailing Duty Order, 
Finding, or Suspended Investigation, , 
24460, 54735 
Partial Rescission of Antidumping Duty 
Administrative Review: 
Carbon and Certain Alloy Steel Wire Rod from 
Mexico, 16607 
Certain Activated Carbon from the People’s 
Republic of China, 58246 
Certain New Pneumatic Off-the-Road Tires 
from the People’s Republic of China, 
14919 
Certain Pasta from Italy, 23973 
Honey from the People’s Republic of China, 
12940 
Stainless Steel Bar from India, 34964 
Steel Wire Garment Hangers from the People’s 
Republic of China, 14918 
Partial Rescission of the Seventh Antidumping 
Duty Administrative Review: 
Certain Frozen Fish Fillets from the Socialist 
Republic of Vietnam, 47149 
Partial Rescissions of Antidumping Duty 
Administrative Reviews: 
Ball Bearings and Parts thereof from France, 
327 
Certain Activated Carbon from the People’s 
Republic of China, 39851 
Circular Welded Carbon Steel Pipes and Tubes 
from Taiwan, 57020 
Partial Rescissions of CountervaiJing Duty 
Administrative Reviews: 
Corrosion-Resistant Carbon Steel Flat Products 
from Republic of Korea, 4291 


Ports and Maritime Technology Trade Mission to 
India, 58769 

Postponement of Preliminary Determination in 
Countervailing Duty Investigations: 

Bottom Mount Combination Refrigerator- 
Freezers from the Republic of Korea, 
32142 

Postponement of Preliminary Determination of 
Antidumping Duty Investigations: 

Multilayered Wood Flooring from the People’s 

Republic of China, 13357 
Postponement of Preliminary Determinations of 
Antidumping Duty Investigations: 

Galvanized Steel Wire from the People’s 

Republic of China and Mexico, 47150 
Preliminary Affirmative Countervailing Duty 
Determinations, etc.: 

Certain Steel Wheels from People’s Republic 
of China, 55012 

Galvanized Steel Wire from the People’s 
Republic of China, 55031 

Multilayered Wood Fiooring from the People’s 
Republic of China, 19034 

Preliminary Affirmative Determination of 
Circumvention of the Antidumping Duty 
Order: 

Certain Tissue Paper Products from the People’s 

Republic of China, 19043 
Preliminary Determination of Sales at Less Than 
Fair Value: 

Certain Stilbenic Optical Brightening Agents 
from the People’s Republic of China, 
68148, 68154 

Galvanized Steel Wire from Mexico, 68422 

Galvanized Steel Wire from the People’s 
Republic of China, 68407 

High Pressure Steel Cylinders From the 
People’s Republic of China, 77964 

Preliminary Determinations in the Countervailing 
Duty Investigations: 

Multilayered Wood Flooring from the People’s 

Republic of China; Postponement, 2 
Preliminary Determinations of Sales at Less Than 
Fair Value: 

Multilayered Wood Flooring from the People’s 

Republic of China, 30656 
Preliminary Intents to Rescind New Shipper 
Reviews: 

Fresh Garlic from People’s Republic of China, 
24857 

Uncovered Innerspring Units from People’s 
Republic of China, 47151 

Preliminary Intent to Rescind Reviews: 

Certain Hot-Rolled Carbon Steel Flat Products 
From the People’s Republic of China, 
48143 

Preliminary Negative Countervailing Duty 
Determinations, etc.: 

Bottom Mount Combination Refrigerator- 
Freezers from the Republic of Korea, 
55044 

Preliminary Rescission of Countervailing Duty 
Administrative Reviews: 
Certain Hot-Rolled Carbon Steel Flat Products 
from India, 15299 
Preliminary Results and Partial Rescission of the 
Seventh Antidumping Duty Administrative 
Review: 

Certain Frozen Fish Fillets from the Socialist 

Republic of Vietnam, 55872 
Preliminary Results and Partial Rescissions of 
Antidumping Duty Administrative Reviews: 

Certain Cased Pencils From People’s Republic 
of China, 2337 

Light-Walled Rectangular Pipe and Tube from 
Mexico, 55352 
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Preliminary Results of, and Partial Rescission of, 
the Antidumping Duty Administrative 
Review, etc.: 

Stainless Steel Bar from India, 12044 

Preliminary Results of Antidumping Duty 
Administrative Reviews, 19325 

1-Hydroxyethylidene-1, 1-Diphosphonic Acid from 
the People’s Republic of China, 

Certain Frozen Warmwater Shrimp from India, 
12025 

Certain Frozen Warmwater Shrimp from 
Thailand, 12033 

Certain Hot-Rolled Carbon Steel Flat Products 
From India, 2344 

Certain Large Diameter Carbon and Alloy 
Seamless Standard, Line, and Pressure Pipe 
from Japan, 39852 

Certain Pasta from Turkey, 23974 

Certain Polyester Staple Fiber from the People’s 
Republic of China, 40329 

Certain Preserved Mushrooms from the People’s 
Republic of China, 12704 

Certain Tissue Paper Products from the People’s 
Republic of China, 19049 

Chlorinated Isocyanurates from the People’s 
Republic of China, 40689 

Citric Acid and Certain Citrate Salts from 
Canada, 5782 

Floor-Standing, Metal-Top Ironing Tables and 
Certain Parts Thereof from the People’s 
Republic of China, 55357 

Hand Trucks and Certain Parts Thereof from 
the People’s Republic of China, 2648 

Honey from Argentina, 2655 

Magnesium Metal from the Russian Federation, 
26247 

Non-Malleable Cast Iron Pipe Fittings from the 
People’s Republic of China, 5333 

Polyethylene Retail Carrier Bags From 
Thailand, 30102 

Polyethylene Terephthalate Film, Sheet, and 
Strip from the Republic of Korea, 40325 

Solid Urea from Russian Federation, 35405 

Wooden Bedroom Furniture from the People’s 
Republic of China, 7534 

Preliminary Results of Antidumping Duty New 
Shipper Reviews: 

Certain Frozen Fish Fillets from the Socialist 
Republic of Vietnam, 4292 

Certain Frozen Warmwater Shrimp from the 
Socialist Republic of Vietnam, 20627 

Uncovered Innerspring Units from the People’s 
Republic of China, 17107 

Preliminary Results of Countervailing Duty 
Administrative Reviews: 

Corrosion-Resistant Carbon Steel Flat Products 
from the Republic of Korea, 54209 

Preliminary Results of First Administrative 
Reviews and Preliminary Rescissions, in Part: 

Certain Steel Threaded Rod from People’s 
Republic of China, 26696 

Preliminary Results of Full Third Sunset Review 
of Antidumping Duty Order: 

Fresh and Chilled Atlantic Salmon From 
Norway, 37786, 45513 

Preliminary Results of the 2009-2010 
Administrative Review of the Antidumping 
Duty Orders: 

Tapered Roller Bearings and Parts Thereof, 
Finished and Unfinished, from the People’s 
Republic of China, 10336 

Preliminary Results of the 2009-2010 
Antidumping Duty Administrative Review: 

Persulfates from the People’s Republic of 
China, 13358 

Preliminary Results of the First Administrative 
Review of the Antidumping Duty Order: 


Citric Acid and Certain Citrate Salts from the 
People’s Republic of China, 34048 
Small Diameter Graphite Electrodes from the 
People’s Republic of China, 12325 
Preliminary Results of the Third Antidumping 
Duty Administrative Review, etc.: 
Certain Activated Carbon from the People’s 
Republic of China, 23978 
Preliminary Results, Partial Rescission, and 
Request for Revocation, etc.: 
Certain Frozen Warmwater Shrimp from the 
Socialist Republic of Vietnam, 12054 
Proposed Methodology for Implementation of 
Section 772(c)(2)(B) of the Tariff Act of 
1930, 4866 
Quarterly Update of Annual Listing of Foreign 
Government Subsidies on Articles of Cheese 
Subject to an In-Quota Rate of Duty, 38359 
Quarterly Updates: 
Annual Listing of Foreign Government 
Subsidies on Articles of Cheese Subject 
to In-Quota Rate of Duty, 2346 
Regulatory Cooperation between U.S. and 
European Union, 24860 
Renewable Energy and Energy Efficiency 
Executive Business Development Mission; 
Clarification and Amendment, 20320, 43654, 
57956 
Request for Applicants: 
United States-Brazil CEO Forum, 65696 
Request for Applicants for Appointment to the 
United States-Brazil CEO Forum, 12337 
Request for NAFTA Panel Review, 16728 
Request for Public Comments Concerning 
Regulatory Cooperation Activities, etc., 
11760, 18165 
Unnecessary Regulatory Divergences; etc., 
Requests for NAFTA Panel Review, 10005 
Requests for Nominations: 
Advisory Committee on Supply Chain 
Competitiveness, 68159, 77778 
Requests for Panel Reviews: 
North American Free-Trade Agreement, 42115 
Rescission in Part of Antidumping Duty 
Administrative Reviews: 
Polyethylene Terephthalate Film, Sheet and 
Strip from India, 39855 
Rescission, In Part, of Countervailing Duty 
Administrative Review: 
Polyethylene Terephthalate Film, Sheet and 
Strip from India, 39855, 58248 
Rescission of Antidumping Duty Administrative 
Reviews: 
Certain Cut-to-Length Carbon Steel Plate from 
the People’s Republic of China, 24462 
Certain Frozen Warmwater Shrimp from Brazil, 
38360 
Magnesium Metal from the People’s Republic 
of China, 57021 
Polyethylene Retail Carrier Bags from the 
People’s Republic of China, 11203 
Silicon Metal from the People’s Republic of 
China, 12338 
Rescission of Antidumping Duty New Shipper 
Review: 
Certain Preserved Mushrooms from the People’s 
Republic of China, 28732 
Diamond Sawblades and Parts Thereof from the 
People’s Republic of China, 4634 
Uncovered Innerspring Units from the People’s 
Republic of China, 80337 
Rescission of Countervailing Duty Administrative 
Reviews: 
Certain Hot-Rolled Carbon Steel Flat Products 
from Brazil, 7546 
Certain New Pneumatic Off-the-Road Tires 
from the People’s Republic of China, 7816 
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Certain Oil Country Tubular Goods from the 
People’s Republic of China, 39071 
Honey from Argentina, 16609 
Rescissions of Changed Circumstances Reviews: 
Certain New Pneumatic Off-the-Road Tires 
from People’s Republic of China, 4298 
Revocation of Antidumping Duty Orders: 
Purified Carboxymethylcellulose from Mexico 
and Sweden, 29194 
Revocation of Antidumping Duty Orders Pursuant 
to Five-year Sunset Reviews: 
Magnesium Metal from the Russian Federation, 
13128 
Revocations of Antidumping Duty Orders: 
Polyethylene Terephthalate Film, Sheet, and 
Strip from the Republic of Korea, 57715 
Safety and Security Trade Mission to Mexico City 
and Monterrey, Mexico, 58772 
Scope Rulings, 10558, 31301, 73596 
Second Administrative Review; Extension of 
Preliminary Results: 
Sodium Hexametaphosphate from People’s 
Republic of China, 73599 
Secretarial Business Development Mission: 
Transportation Infrastructure/Multimodal 
Products and Services to Qatar and United 
Arab Emirates, 7153 
Secretarial India Infrastructure Business 
Development Mission, 80338 
Softwood Lumber and Softwood Lumber Products: 
Subsidy Programs Provided by Countries 
Exporting to the U.S., 23991 
Subsidy Programs Provided by Countries 
Exporting Softwood Lumber Products to the 
US., 67148 
Termination of the Suspension Agreements and 
Antidumping Duty Orders: 
Solid Fertilizer Grade Ammonium Nitrate from 
the Russian Federation, 23569 
Terminations of Panel Reviews: 
Binational Panel, North American Free-Trade 
Agreement, Article, 904, 48145 
Trade Mission to South Africa, 14920 
Trade Mission to Southeast Asia in Conjunction 
with Trade Winds Asia, 58774 
Transportation Infrastructure/Multimodal Products 
and Services Trade Missions, 32953 
Dubai, United Arab Emirates, 
Doha, Qatar, and Abu Dhabi and Dubai, United 
Arab Emirates, 38614 
U.S. Aerospace Supplier and Investment Mission, 
1600, 58776 
U.S. Automotive Parts and Components Business 
Development Mission to Russia, 58778, 
71313, 77974 
U.S. Clean Energy and Energy Efficiency Trade 
Mission to Saudi Arabia, 77977 
U.S. Education Mission to India, 17622 
U.S. Education Mission to Poland and Czech 
Republic: 
Warsaw, Poland and Prague, Czech Republic, 
April, 5-19, 2012, 76384 
Updated Listing of Foreign Government Subsidies 
on Cheese Subject to an In-Quota Rate of 
Duty, 14649 
Water and Wastewater Trade Mission to Australia, 
40697 
Water Technology Trade Mission to India, 11203 
World Health Organization Pandemic Influenza 
Preparedness Framework, 58466 
Antidumping Duty Administrative Reviews; 
Preliminary Results: 
Certain Polyester Staple Fiber from Taiwan, 
22366 
Antidumping Duty Changed Circumstances 
Reviews; Initiation and Preliminary Results: 
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Certain Steel Nails from People’s Republic of 
China, 22369 
Preliminary Results of Antidumping 
Administrative and Changed-Circumstances 
Reviews: 
Ball Bearings and Parts Thereof from France, 
Germany, Italy, Japan, and the United 
Kingdom, 22372 


International Trade Commission 


RULES 

Adjudication and Enforcement, 24363, 64803 
Adjudication and Enforcement; Correction, 71248 
Antidumping Duty and Countervailing Orders: 

General Application, Safeguards, and 

Adjudication, 61937 
PROPOSED RULES 
General Application, Safeguards, Antidumping, 
Countervailing Duty, Adjudication, and 
Enforcement, 39750 
Retrospective Analysis of Existing Rules, 66004 
NOTICES 
Advisory Opinion Proceedings: 

Certain Coaxial Cable Connectors and 
Components Thereof and Products 
Containing Same, 68504 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
11264, 27088, 39893 

Remanufactured Goods; An Overview of the 
U.S. and Global Industries, Markets, and 
Trade, 81965 

Antidumping and Countervailing Duty 
Investigations: 

Galvanized Steel Wire from China and Mexico, 

19382, 21914 
Antidumping Duty Administrative Reviews; 
Results, Amendments, Extensions, etc.: 

Certain Stilbenic Optical Brightening Agents 
from China and Taiwan, 72719 

Crystalline Silicon Photovoltaic Cells and 
Modules from China, 66748 

Tin- and Chromium-Coated Steel Sheet from 
Japan, 77013 

Antidumping Duty Investigations; Determinations: 

Heavy Forged Hand Tools from China, 50755 

Stainless Steel Sheet and Strip from Germany, 
Italy, Japan, Korea, Mexico, and Taiwan, 
46323 

Antidumping Duty Investigations and Preliminary 
Phase Investigations: 
Large Power Transformers from Korea, 43343 
Antidumping Duty Orders; Determinations to 
Conduct Full Five-Year Reviews: 

Tin- and Chromium-Coated Steel Sheet from 

Japan, 58536 
Antidumping Duty Orders; Expedited Five-Year 
Reviews: 

Certain Welded Stainless Steel Pipe from Korea 
and Taiwan, 64106 

Gray Portland Cement and Cement Clinker from 
Japan, 50252 

Light-Walled Rectangular Pipe from Taiwan, 
64105 

Pure Magnesium From China, 62091 

Stainless Steel Wire Rod from India, 64105 

Antidumping Duty Orders; Five-Year Reviews: 

Certain Lined Paper School Supplies From 
China, India, and Indonesia, 72213 

Silicomanganese From Brazil, China, and 
Ukraine, 72212 

Tapered Roller Bearings From China, 72213 

Antidumping Duty Orders; Full Five-Year 
Reviews: 
Certain Orange Juice from Brazil, 43344 
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Antidumping Duty Orders; Institutions of Five- 
year Reviews: 

Ferrovanadium and Nitrided Vanadium from 
Russia, 54490 

Fresh Garlic from China, 54487 

Furfuryl Alcohol from China, 54493 

Helical Spring Lock Washers from China and 
Taiwan, 31629 

Pure Magnesium from China, 31635 

Tin- and Chromium-Coated Steel Sheet from 
Japan, 31633 

Antidumping Duty Orders; Investigations, Full 
Five-Year Reviews: 
Solid Urea from Russia and Ukraine, 15339 
Antidumping Duty Orders; Results, Reviews, 
Amendments, etc.: 
Stainless Steel Butt-Weld Pipe Fittings from 
Italy, Malaysia, and the Philippines, 67473 
Antidumping Duty Orders; Reviews, Results, 
Extensions and Amendments: 
Silicon Metal from China, 67476 
Antidumping Duty Orders; Scheduling of 
Expedited Five-Year Reviews: 
Granular Polytetrafluoroethylene Resin from 
Italy, 28455 
Antidumping Duty Orders; Schedulings of 
Expedited Five-year Reviews: 
Heavy Forged Hand Tools from China, 31631 
Antidumping Duty Orders, Institutions of Five- 
Year Reviews: 

Brass Sheet and Strip from France, Germany, 

Italy, and Japan, 11509 
Antidumping Investigations: 

Certain Steel Nails from United Arab Emirates; 

Final Scheduling, 72438 
Antidumping Investigations and Scheduling of 
Preliminary Phase Investigations: 

Certain Stilbenic Optical Brightening Agents 

from China and Taiwan, 19383 
Antidumping Investigations and Schedulings of 
Preliminary Phase Investigations: 
Certain Steel Nails from United Arab Emirates, 
19124 
Commission Determination Not to Review an 
Initial Determination Terminating the 
Enforcement Proceeding, etc.: 

Certain GPS Devices and Products Containing 

Same, 12133 
Commission Determinations: 

Certain Ground Fault Circuit Interrupters and 
Products Containing Same, 35014 
Certain Multimedia Display and Navigation 
Devices and Systems, Components 

Thereof, and Products Containing Same, 
38417 
Commission Determinations to Conduct Full Five- 
Year Reviews Concerning the Antidumping 
Duty Orders: 
Brass Sheet and Strip from France, Germany, 
Italy, and Japan, 35910 
Commission Determinations to Review in Part 
Final Initial Determinations Finding No 
Violation, etc.: 

Certain Electronic Devices Including Mobile 
Phones, Portable Music Players and 
Computers, 31983 

Competitive Factors in Brazil Affecting U.S. and 
Brazilian Agricultural Sales in Selected Third 
Country Markets, 30195 

Complaints, 25706, 27662, 29264, 29790, 30196, 
32372, 33780, 33781, 34100, 35014, 35238, 
35910, 35911, 36935, 36936, 36937, 39121, 
39894, 40744, 41521, 42135, 45293, 45394, 
45615, 45850, 50756, 51395, 52347, 53153, 
54251, 55108, 60080, 60081, 62092 

Certain Automotive GPS Navigation Systems, 
Components Thereof, and Products 
Containing Same, 66750 


Certain Birthing Simulators and Associated 
Systems, 797 
Certain Blu-Ray Disc Players, 77014 
Certain Communications Equipment, etc., Used 
in WLANs and Cameras, 68785 
Certain Devices with Secure Communication 
Capabilities, etc., 70164 
Certain Digital Televisions and Components 
Thereof, 7583 
Certain Display Devices, Including Digital 
Televisions and Monitors, 8769 
Certain Dynamic Random Access Memory 
Devices, and Products Containing Same, 
73676 
Certain Electric Fireplaces, Components 
Thereof, and Manuals for Same, etc., 
78693 
Certain Electronic Devices, Including Mobile 
Phones, etc., and Components Thereof, 
18247 
Certain Electronics Devices Having a Blu-Ray 
Disc Player and Components Thereof, 7582 
Certain Gemcitabine and Products Containing 
Same, 4722 
Certain Glassware, 11266 
Certain Handheld Electronic Computing 
Devices, Related Software, and 
Components Thereof, 18246 
Certain Integrated Circuits, Chipsets, and 
Products Containing Same including 
Televisions, 76434 
Certain Integrated Solar Systems and 
Components Thereof, 62842 
Certain Kinesiotherapy Devices and 
Components Thereof, 76758 
Certain Light-Emitting Diodes and Products 
Containing Same, 43722 
Certain Liquid Crystal Display Devices, 
Products Containing Same, and Methods 
for Using the Same, 5399 
Certain Motion-Sensitive Sound Effects Devices 
and Image Display Devices, etc., 19384 
Certain Portable Communication Devices, 
76759 
Certain Products Containing Interactive Program 
Guide and Parental Controls Technology, 
72215 
Certain Projectors with Controlled-Angle 
Optical Retarders, Components Thereof, 
and Products Containing Same, 66750 
Certain Radio Control Hobby Transmitters and 
Receivers and Products Containing Same, 
3924 
Certain Semiconductor Chips With DRAM 
Circuitry, and Modules and Products 
Containing Same, 72214 
Certain Set-Top Boxes, and Hardware and 
Software Components Thereof, 5204 
Certain Silicon Microphone Packages and 
Products Containing Same, 78042 
Certain Video Game Systems and Wireless 
Controller and Components Thereof, 18247 
Certain Wiper Blades, 67207, 68206 
Solicitation of Comments Relating to Public 
Interest, 383, 32987 
Complaints; Receipts: 
Solicitation of Comments Relating to Public 
Interest, 28456 
Compiaints; Solicitation of Comments Relating to 
Public Interest, 31632 
Complaints; Solicitations of Comments, etc.: 
Certain Consumer Electronics and Display 
Devices and Products Containing Same, 
72439 
Complaints; Solicitations of Comments Relating 
to Public Interest, 6631, 46323 
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Consolidated Advisory Opinions and Modification 
Proceedings: 
Certain Ink Cartridges and Components 
Thereof, 16639 
Countervailing Duty and Antidumping 
Investigations: 
Bottom Mount Combination Refrigerator- 
Freezers from Korea and Mexico, 72440 
Certain Steel Wheels from China; Scheduling 
of Final Phase, 72441 
Galvanized Steel Wire from China and Mexico, 
72721 
Multilayered Wood Flooring from China, 33782 
Determination: 
Certain Electronic Imaging Devices, 60867 
Certain Lighting Control Devices Including 
Dimmer Switches and Parts Thereof (IV), 
57075 
Determination Not to Review Initial 
Determination; Issuance of Consent Order; 
and Termination of Investigation: 
Certain Toner Cartridges and Components 
Thereof, 28457 
Determinations: 
Ammonium Nitrate from Russia, 47238 
Artists’ Canvas from China, 67208 
Certain Composite Wear Components and 
Welding Products Containing Same, 4373 
Certain Digital Televisions and Components 
thereof, 4374 
Certain Electronic Devices with Image 
Processing Systems, Components Thereof, 
and Associated Software, 55944 
Certain Inkjet Ink Supplies and Components 
Thereof, 55704 
Certain Light-Emitting Diodes and Products 
Containing Same, 67761 
Certain Polyester Staple Fiber From Korea and 
Taiwan, 58040 
Certain Reduced Ignition Proclivity Cigarette 
Paper Wrappers and Products Containing 
Same, 22145 
Cut-to-Length Carbon-Quality Steel Plate from 
India, Indonesia, Italy, Japan, and Korea, 
80963 
Glycine From China, 55109 
Helical Spring Lock Washers from China and 
Taiwan, 72722 
Multilayered Wood Flooring From China, 
76435 
Pure Magnesium from China, 69284 
Stainless Steel Plate From Belgium, Korea, 
Italy, South Africa, and Taiwan, 50495 
Determinations Not to Review Initial 
Determinations: 
Certain Flat Panel Display Devices, and 
Products Containing Same, 63657 
Certain Radio Control Hobby Transmitters and 
Receivers and Products Containing Same, 
33362 
Determination to Conduct Full Five-Year Reviews: 
Certain Pipe and Tube From Brazil, India, 
Korea, Mexico, Taiwan, Thailand, and 
Turkey, 65748 
Determination to Rescind in Part Limited 
Exclusion Orders: 
Certain Silicon Microphone Packages and 
Products Containing the Same, 68207 
Determination to Review in Part a Final Initial 
Determination; Schedule for Filing Written 
Submissions: 
Certain Portable Electronic Devices and Related 
Software, 79708 
Drill Pipe and Drill Collars from China, 11812 
Earned Import Allowance Program: 
Evaluation of the Effectiveness for Certain 
Apparel from the Dominican Republic, 
5821 


Expedited Five-Year Review of Antidumping Duty 
Order Investigation: 

Artists’ Canvas From China, 54789 

Granular Polytetrafluoroethylene Resin from 
Italy, 27663 

Expedited Five-Year Reviews: 
Fresh Garlic From China, 78694 
Expedited Five-year Reviews Concerning 
Antidumping Duty Orders: 

Helical Spring Lock Washers From China and 

Taiwan, 57075 
Expedited Five-Year Reviews of Antidumping 
Orders: 

Carbon Steel Butt-Weld Pipe Fittings from 
Brazil, China, Japan, Taiwan, and Thailand, 
5205 

Porcelain-On-Steel Cooking Ware from China, 
2920 

Expedited Five-Year Reviews Of Suspended 
Investigations: 
Uranium from Russia, 64107 
Extension of Time Limit for Preliminary Results: 
Ninth Administrative Review of Honey from 
the People’s Republic of China, 47238 
Filing Procedures, 39757 
Filing Procedures Handbook; Availability, 62092 
Five-Year Review of Antidumping Orders: 
Orange Juice from Brazil, 5822 
Five Year Reviews: 

Ferrovanadium and Nitrided Vanadium from 
Russia, 79214 

Foundry Coke from China, 74810 

Stainless Steel Bar From Brazil, India, Japan, 
And Spain, 74807 

Five-Year Reviews of Antidumping Orders: 

Glycine from China, 8771 

Polyethylene Terephthalate Film from Korea, 
8770 

Five-Year Reviews of Countervailing Duty Orders 
and Antidumping Duty Orders: 

Cut-to-Length Carbon Steel Plate from India, 
Indonesia, Italy, Japan, and Korea, 22725 

Fresh and Chilled Atlantic Salmon From Norway, 
166 
Full Five-Year Review Concerning the 
Antidumping Duty: 
Orange Juice From Brazil, 30197 
Full Five-Year Reviews on Antidumping and 
Countervailing Duty Orders: 
Cut-to-Length Carbon Steel Plate from India, 
Indonesia, Italy, and Korea, 8772 
FY 2010 Service Contract Inventory; Availability, 
33783 
General Exclusion Orders: 

Certain Coaxial Cable Connectors and 
Components Thereof and Products 
Containing Same, 58040 

Heavy Forged Hand Tools From China, 168 
Initial Determinations; Denial of Temporary 
Relief: 
Certain Muzzle-Loading Firearms and 
Components Thereof, 71354 
Institution of a Five-Year Review Concerning 
Antidumping Duty Orders: 
Stainless Steel Wire Rod from India, 38686 
Institution of a Five-Year Review Concerning the 
Antidumping Duty Orders: 

Certain Welded Stainless Steel Pipe from Korea 

and Taiwan, 38688 
Institution of Antidumping and Countervailing 
Duty Investigations: 

Circular Welded Carbon-Quality Steel Pipe 
from India, Oman, United Arab Emirates, 
and Vietnam, 68208 

High Pressure Steel Cylinders from China, 
28807 
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Institution of Five-Year Review Concerning 
Countervailing Duty Orders: 

Certain Pipe and Tube from Brazil, India, 
Korea, Mexico, Taiwan, Thailand, and 
Turkey, 38691 

Institution of Five-Year Review Concerning the 
Antidumping Duty Orders: 

Silicomanganese from Brazil, China, and 

Ukraine, 45856 
Institution of Five-Year Reviews Concerning 
Countervailing Duty Orders: 

Certain Bearings from China, France, Germany, 
and Italy, 45853 

Certain Lined Paper School Supplies from 
China, India, and Indonesia, 45851 

Institution of Five-Year Reviews Concerning 
Suspended Investigations: 
Uranium from Russia, 38694 
Institution of Formal Enforcement Proceedings: 

Certain DC-DC Controllers and Products 

Containing Same, 55109 
Institution of Investigation: 

Certain Navigation Products, Components 

Thereof, and Related Software, 68209 
Institution of Investigations: 

Certain Wireless Communication Devices and 
Systems, Components Thereof, and 
Products Containing Same, 33363 

Investigation: 

Certain Strollers and Playards, 12368 

Porcelain on Steel Cooking Ware from China, 
12369 

Investigations: 

Advice Concerning Possible Modifications to 
U.S. Generalized System of Preferences, 
2010 Review, etc., 2415 

Ammonium Nitrate from Russia, 11273, 34749 

Artists Canvas from China, 24516 

Bottom Mount Combination Refrigerator- 
Freezers From Korea and Mexico, 19125, 
29791 

Business Jet Aircraft Industry; Structure and 
Factors Affecting Competitiveness, 35912 

Carbon and Alloy Seamless Standard, Line, And 
Pressure Pipe from Japan and Romania, 
18251 

Carbon Steel Butt-Weld Pipe Fittings from 
Brazil, China, Japan, Taiwan, and Thailand, 
19788 

Cased Pencils from China, 11267, 38697 

Certain Adjustable-Height Beds And 
Components Thereof, 26768 

Certain Aluminum Extrusions from China, 
29007 

Certain Automotive GPS Navigation Systems, 
Components thereof, and Products 
Containing Same, 72442 

Certain Biometric Scanning Devices, 
Components Thereof, Associated Soft 
ware, and Products Containing the Same, 
52970 

Certain Birthing Simulators and Associated 
Systems, 6632, 26315 

Certain Ceramic Capacitors and Products 
Containing Same, 11275 

Certain Coenzyme Q10 Products and Methods 
of Making Same, 42729 

Certain Communication Equipment, 
Components Thereof, and Products 
Containing Same, etc., 76436 

Certain Computer Forensic Devices and 
Products Containing the Same, 53695 

Certain Computing Devices with Associated 
Instruction Sets and Software, 70490 

Certain Data Storage Products and Components 
Thereof; Termination of Investigation, 
2707 


International 


Certain Devices for Improving Uniformity Used 
in Backlight Module and Components 
Thereof, etc., 56796 

Certain Devices for Mobile Data 
Communication, 63657 

Certain Devices With Secure Communication 
Capabilities, Components Thereof, and 
Products Containing the Same, 76435 

Certain Digital Photo Frames and Image 
Display Devices and Components Thereof, 
59737 

Certain Digital Set-Top Boxes and Components 
Thereof, 45616 

Certain Digital Televisions and Components 
Thereof, 11268, 12994, 42728 

Certain Digital Televisions Containing 
Integrated Circuit Devices and Components 
Thereof, 58041 

Certain Display Devices, Including Digital 
Televisions and Monitors II, 13432 

Certain Dynamic Random Access Memory and 
NAND Flash Memory Devices and 
Products Containing Same, 55417 

Certain Dynamic Random Access Memory 
Devices, and Products Containing Same, 
80964 

Certain Electric Fireplaces, Components 
Thereof, Manuals for Same, etc., 43345 

Certain Electronic Devices Having a Digital 
Television Receiver and Components 
Thereof, 32373 

Certain Electronic Devices, Including Mobile 
Phones, Mobile Tablets, Portable Music 
Players, and Computers, and Components 
Thereof, 24051 

Certain Electronic Devices, Including Wireless 
Communication Devices, Portable Music 
And Data Processing Devices, And Tablet 
Computers, 45860 

Certain Electronic Devices with Communication 
Capabilities, Components Thereof, and 
Related Software, 60870 

Certain Electronic Devices with Graphics Data 
Processing Systems, Components Thereof, 
and Associated Software, 70490 

Certain Electronic Devices with Image 
Processing Systems, Components Thereof, 
and Associated Software, 73677 

Certain Electronic Devices with Multi-Touch 
Related Touchpads and Touch Screens, 
30967 

Certain Electronic Digital Media Devices and 
Components Thereof, 47610 

Certain Electronic Paper Towel Dispensing 
Devices and Components Thereof, 53154 

Certain Equipment For Communications 
Networks, etc., 36154 

Certain Flash Memory and Devices Containing 
Same, 25707 

Certain Flash Memory and Products Containing 
Same, 13207 

Certain Flat Panel Display Devices, and 
Products Containing Same, 45296 

Certain Flip-Top Vials and Products Using 
Same, 36576 

Certain Foam Footwear, 24052 

Certain Game Devices, Components Thereof 
and Products Containing Same, 5206 

Certain Gemcitabine and Products Containing 
Same, 16445 

Certain Glassware, 16639 

Certain GPS Navigation Products, Components 
thereof, and Related Software, 39896 

Certain Ground Fault Circuit Interrupters and 
Products Containing Same, 2708, 17670 

Certain Handbags, Luggage, Accessories, and 
Packaging Thereof, 585, 24522 
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Certain Handheld Electronic Computing 
Devices, Related Software, and 
Components Thereof, 22918 

Certain Inkjet Ink Supplies and Components 
Thereof; Termination, 2921 

Certain Integrated Circuits, Chipsets, and 
Products Containing Same Including 
Televisions, 41521 

Certain Integrated Solar Power Systems and 
Components Thereof, 69284 

Certain LED Photographic Lighting Devices and 
Components Thereof, 55416 

Certain Light-Emitting Diodes and Products 
Containing Same, 54254 

Certain Light-Emitting Diodes and Products 
Containing Same, 40745, 40746, 51396, 
52348, 64108, 77552 

Certain Lighting Control Devices Including 
Dimmer Switches and Parts Thereof, 35015 

Certain Liquid Crystal Display Devices and 
Products Containing Same, 39897 

Certain Liquid Crystal Display Devices, 
Products Containing Same and Methods for 
Using Same, 11512, 30968 

Certain MEMS Devices and Products 
Containing Same, 13433 

Certain Microprocessors, Components Thereof, 
and Products Containing Same, 39895 

Certain Mobile Telephones and Modems, 5824 

Certain Motion-Sensitive Sound Effects Devices 
And Image Display Devices And 
Components And Products Containing 
Same, 29006, 42136 

Certain Multimedia Display and Navigation 
Devices and Systems, 11271, 22726, 25707 

Certain Muzzle-Loading Firearms and 
Components Thereof, 35469 

Certain Poliimide Films, Products Containing 
Same, and Related Methods, 25373 

Certain Polyester Staple Fiber from Korea and 
Taiwan, 11268 

Certain Portable Electronic Devices and Related 
Software, 50253 

Certain Pressure Steel Cylinders from China, 
38697 

Certain Products Containing Interactive Program 
Guide and Parental Controls Technology, 
54253, 79214 

Certain Projectors with Controlled-Angle 
Optical Retarders, Components thereof and 
Products Containing Same, 72722 

Certain Protective Cases and Components 
Thereof, 38417, 52969 

Certain Radio Control Hobby Transmitters and 
Receivers and Products Containing Same, 
12995 

Certain Reduced Ignition Proclivity Cigarette 
Paper Wrappers and Products Containing 
Same, 4935 

Certain Semiconductor Chips and Products 
Containing Same, 384, 14687 

Certain Semiconductor Chips with Dram 
Circuitry, and Modules and Products 
Containing Same, 79215 

Certain Set-Top Boxes, and Hardware and 
Software Components Thereof, 11511 

Certain Starter Motors and Alternators, 3158, 
28808 

Certain Static Random Access Memories and 
Products Containing Same, 45295 

Certain Steel Nails from the United Arab 
Emirates, 29266 

Certain Steel Wheels from China, 29265 

Certain Stilbenic Optical Brightening Agents 
from China and Taiwan, 30967 

Certain Universal Serial Bus (USB) Portable 
Storage Devices, Including USB Flash 
Drives and Components Thereof, 42730 


Certain Vaginal Ring Birth Control Devices, 
17444 

Certain Video Analytics Software, Systems, 
Components Thereof, and Products 
Containing Same, 45859 

Certain Video Game Systems and Wireless 
Controllers and Components Thereof, 
23624 

Certain Welded Large Diameter Line Pipe from 
Mexico, 608 

Certain Welded Stainless Steel Pipe From Korea 
and Taiwan, 76437 

Certain Wiper Blades, 73677 

Certain Wireless Devices with 3G Capabilities 
and Components Thereof, 54252 

Circular Welded Carbon-Quality Steel Pipe 
From India, Oman, United Arab Emirates, 
and Vietnam, 78313 

Crystalline Silicon Photovoltaic Cells and 
Modules From China, 78313 

Fresh and Chilled Atlantic Salmon from 
Norway, 38698 ; 

Galvanized Steel Wire from China and Mexico, 
29266 

Granular Polytetrafluoroethylene Resin from 
Italy, 29008, 39896 

Gray Portland Cement and Cement Clinker from 
Japan, 24519, 76760 

Hot-Rolled Flat-Rolled Carbon-Quality Steel 
Products From Brazil, Japan, and Russia, 
34101 

Large Power Transformers from Korea, 54790 

Magnesium from China and Russia, 11813 

Paper Clips from China, 42730 

Polyester Staple Fiber from Korea and Taiwan, 
37830 

Polyethylene Terephthalate Film from Korea, 
54791 

Polyvinyl Alcohol from Taiwan, 13660 

Purified Carboxymethylcellulose From Finland, 
Mexico, Netherlands and Sweden, 27663 

Remanufactured Goods; Overview of the U.S. 
and Global Industries, Markets, and Trade, 
44606 

Solid Urea from Russia and Ukraine, 23835 

Sulfanilic Acid from China and India, 18248 

U.S.-Korea Free Trade Agreement, Passenger 
Vehicle Sector Update, 5825 

Certain Light-Emitting Diodes and Products 
Containing Same, 60082 


Investigations; Commission Decisions Not to 


Review Initial Determinations: 
Certain Products Containing Interactive Program 
Guides and Parental Controls Technology, 
46841 


Investigations; Complaints: 


Certain Liquid Crystal Display Devices and 
Products Containing Same, 51054 


Investigations; Determinations: 


Sulfanilic Acid from China and India, 62843 

Carbon and Alloy Seamless Standard, Line, and 
Pressure Pipe from Japan and Romania, 
60083 


Investigations; Determinations Not to Review 


Initial Determinations, etc.: 
Certain Toner Cartridges and Components 
Thereof, 41822 


Investigations; Determination to Review Final 


Determination of No Violation of Section 
337, etc.: 
Certain Mobile Telephones and Wireless 
Communication Devices Featuring Digital 
Cameras, and Components Thereof, 17965 


Investigations; Remand Proceedings: 


Certain Standard Steel Fasteners from China 
and Taiwan, 58536 
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Investigations; Reviews: 

Certain Inkjet Ink Cartridges with Printheads 

and Components Thereof, 51055 
Investigations; Terminations: 

Certain Flash Memory Chips and Products 
Containing Same, 41824 

Certain Wind- and Solar-Powered Light Posts 
and Street Lamps, 53489 

Investigations; Terminations; Commission 
Determinations to Review-In-Part Final Initial 
Determinations: 

Certain Electronic Devices with Multi-Touch 
Enabled Touchpads and Touchscreens, 
39898 

Investigations; Terminations, Modifications and 
Rulings: 

Base Quantity of Imports; Ethyl Alcohol for 
Fuel Use, 82320 

Certain Electronic Imaging Devices, 75910 

Certain Electronic Paper Towel Dispensing 
Devices and Components Thereof, 76181 

Certain Inkjet Ink Supplies and Components 
Thereof, 75910 

Certain Personal Data and Mobile 
Communications Devices and Related 
Software, 80402 

Certain Video Game Systems and Controllers, 
75911 

Certain Wireless Devices With 3g Capabilities 
And Components Thereof, 81527 

Solid Urea From Russia and Ukraine, 77015 

Investigations, etc.: 

Certain Electronic Devices Having Digital 
Television Receiver and Components 
Thereof, 54496 

Certain Mobile Telephones and Modems, 54495 

Limited Exclusion and Cease and Desist Orders; 
Issuance; Terminations of Investigations: 

Certain Biometric Scanning Devices, 
Components Thereof, Associated Software 
and Products Containing the Same, 69762 

Limited Exclusion Orders; Cease and Desist 
Orders; Terminations of Investigations: 

Certain Birthing Simulators and Associated 

Systems, 54497 
Meetings: 

Caribbean Basin Economic Recovery Act; 
Impact on U.S. Industries and Consumers 
and on Beneficiary Countries, 29008 

Meetings; Sunshine Act, 5608, 5609, 7583, 8772, 
13207, 15339, 17966, 21006, 22146, 25709, 
26316, 28241, 33783, 35470, 39122, 39437, 
44358, 47611, 51397, 52013, 54791, 56222, 
62444, 63326, 66751, 68210, 69763, 72444, 
72723, 75912, 77553, 79710 

Paper Clips from China, 171 

Possible Shutdown of Investigative Activities, 
20707 

Probable Economic Effect of Providing Duty-Free, 
Quota-Free Treatment for Imports From 
Least-Developed Countries, 2012 Report, 
41300 

Proposed Consent Agreements: 

Irving Oil Limited and Irving Oil Terminals 
Inc., 31985 

Receipt of Complaint: 

Solicitation of Comments Relating to Public 
Interest, 19126 

Solicitation of Comments Relating to the Public 
Interest, 11813 

Recent Trends in U.S. Services Trade, 2012 
Annual Report, 40747 

Recommendations for Modifying Harmonized 
Tariff Schedule of United States: 

Certain Festive Articles, 15340 

Remand Proceedings: 


Ball Bearings from Japan and the United 
Kingdom, 798 

Certain Lightweight Thermal Paper From 
Germany, 42137 

Rescinding of Limited Exclusion and Cease and 
Desist Orders: 

Certain Digital Television Products And Certain 
Products Containing Same And Methods 
Of Using Same, 42138 

Rescinding of Limited Exclusion Order and Cease 
and Desist Orders: 

Certain GPS Devices and Products Containing 
Same, 15340 

Reviews in Part of Final Initial Determination 
Findings of Violations: 

Certain Personal Data and Mobile 
Communications Devices and Related 
Software, 58537 

Revised Schedule for Subject Reviews: 

Cut-To-Length Carbon-Quality Steel Plate from 
India, Indonesia, Italy, Japan, and Korea, 
56797 

Revised Schedule for the Adequacy Phase of the 
Subject Five-year Review: 
Granular Polyetrafluoroethylene Resin from 
Italy, 4936 
Scheduling of an Expedited Five-Year Review 
Concerning the Antidumping Duty Order: 
Paper Clips from China, 31360 
Scheduling of Expedited Five-Year Reviews: 
Furfuryl Alcohol from China, 78945 
Scheduling of Expedited Five-Year Reviews 
Concerning the Antidumping Duty Orders: 

Carbon and Alloy Seamless Standard, Line, and 
Pressure Pipe From Japan and Romania, 
44608 

Scheduling of Expedited Five-Year Reviews on 
Countervailing Duty and Antidumping Duty 
Orders: 

Sulfanilic Acid from China and India, 50756 

Scheduling of Full Five-Year Reviews Concerning 
Antidumping Duty Orders: 

Brass Sheet And Strip From France, Germany, 
Italy, And Japan, 58299 

Subject Reviews: 

Purified Carboxymethylcellulose from Finland, 
Mexico, Netherlands and Sweden, 3159 

Summary of Commission Practice Relating to 
Administrative Protective Orders, 78945 

Termination of Five-Year Review: 

Stainless Steel Plate from Belgium, 28809 

Termination of Five-Year Reviews: 

Ball Bearings and Parts Thereof From France, 
Germany, and Italy, 60871 

Termination of Investigations: 

Certain Ceramic Capacitors and Products 
Containing Same, 23837 

Certain Digital Set-Top Boxes and Components 
Thereof, 59425 

Certain Display Devices Including Digital 
Televisions and Monitors, 6826 

Certain Liquid Crystal Display Devices and 
Products Interoperable with the Same, 6496 

Certain MEMS Devices and Products 
Containing Same, 28809 

Certain Silicon Microphone Packages and 
Products Containing the Same, 4936 

Terminations of Five-Year Reviews: 

Forged Stainless Steel Flanges from India and 
Taiwan, 8772 

Granular Polytetrafluoroethylene Resin from 
Japan, 8774 

Porcelain-on-Steel Cooking Ware from Taiwan; 
Top-of-the-Stove Stainless Steel Cooking 
Ware from Korea, 2708 

Sparklers from China, 8773 
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Superalloy Degassed Chromium from Japan, 
8773 


Terminations Of Investigations: 
Certain Automotive Vehicles and Designs 
Thereof, 14070 
Certain Connecting Devices (Quick Clamps) for 
Use with Modular Compressed Air 
Conditioning Units, Including Filters, 
Regulators, etc., 13661 
Certain Devices Having Elastomeric Gel and 
Components Thereof, 13434 
Certain Digital Imaging Devices and Related 
Software, 43724 
Certain Digital Televisions and Components 
Thereof, and Certain Electronic Devices 
Having a Blu-Ray Disc Player and 
Components Thereof, 58841 
Certain Display Devices, Including Digital 
Televisions and Monitors II, 58840 
Certain Electronic Devices; Including Mobile 
Phones, Portable Music Players and 
Computers, 40930 
Certain Electronic Devices, Including Mobile 
Phones, Mobile Tablets, Portable Music 
Players, and Computers, and Components 
Thereof, 41522 
Certain Flash Memory and Products Containing 
Same, 40931 
Certain Flat Panel Digital Televisions and 
Components Thereof, 360 
Certain Flip-Top Vials And Products Using The 
Same, 58841 
Certain Foam Footwear, 43723 
Certain Game Devices, Components Thereof, 
And Products Containing Same, 69285 
Certain Gemcitabine And Products Containing 
Same, 55110 
Certain Glassware, 39898 
Certain Inkjet Ink Cartridges with Printheads 
and Components Thereof, 66964 
Certain Integrated Circuits, Chipsets and 
Products Containing Same Including 
Televisions, Media Players and Cameras, 
34101 
Certain Large Scale Integrated Circuit 
Semiconductor Chips and Products 
Containing Same, 14688 
Certain Mic Flash Memory Devices and 
Products Containing Same, 4375 
Certain Mobile Communications and Computer 
Devices and Components Thereof, 41523 
Certain Printing and Imaging Devices and 
Components Thereof, 5399 
Certain Products and Pharmaceutical 
Compositions Containing Recombinant 
Human Erythropoetin, 65210 
Certain Radio Control Hobby Transmitters and 
Receivers and Products Containing Same, 
60872 
Certain Toner Cartridges and Components 
Thereof, 60871 
Certain Turbomachinery Blades, Engines, And 
Components Thereof, 51056 
Certain Video Displays, Components Thereof 
and Products Containing Same, 7584 
Collaborative System Products and Components 
Thereof, 11277 
Countervailing Duty and Antidumping Duty 
Orders; Determinations to Conduct Full Five- 
Year Reviews: 
Fresh and Chilled Atlantic Salmon from 
Norway, 22422 


Joint Board for Enrollment of 
Actuaries 

RULES 

Actuarial Services; Corrections, 81362 


| 


Joint 


Governing Performance of Actuarial Services 
under 1974 Employee Retirement Income 
Security Act, 17762 


NOTICES 
Meetings: 
Advisory Committee, 17967, 34750, 75912 
Advisory Committee on Actuarial Examinations, 
56797 


Judicial Conference of the United 
States 


NOTICES 
Hearings: 
Committee on Criminal Rules; Cancellation, 
78695 
Judicial Conference Committee on Evidence; 
Cancellation, 78694 
Hearings of the Judicial Conference Advisory 
Committees: 
Rules of Appellate, Bankruptcy, Civil, and 
Criminal Procedure and the Federal Rules 
of Evidence, 52349 
Meetings: 
Advisory Committee on Rules of Appellate 
Procedure, 27089 
Advisory Committee on Rules of Bankruptcy 
Procedure, 27089 
Advisory Committee on Rules of Civil 
Procedure, 27090 
Advisory Committee on Rules of Criminal 
Procedure, 27089 
Advisory Committee on Rules of Evidence, 
27090 
Committee on Rules of Practice and Procedure, 
27089 
Judicial Conference Committee on Civil Rules; 
Cancellation, 65749, 77250 


Justice Department 


See Alcohol, Tobacco, Firearms, and Explosives 
Bureau 

See Antitrust Division 

See Drug Enforcement Administration 

See Executive Office for Immigration Review 

See Federal Bureau of Investigation 

See Foreign Claims Settlement Commission 

See Justice Programs Office 

See Juvenile Justice and Delinquency Prevention 
Office 

See National Institute of Corrections 

See National Institute of Justice 

See Parole Commission 

See Prisons Bureau 

See Victims of Crime Office 

RULES 

Assumption of Concurrent Federal Criminal 
Jurisdiction in Certain Areas of Indian 
Country, 76037 

Attorney General’s Guidelines on Implementation 
of the Provisions of the Voting Rights Act 
Regarding Language Minority Groups, 54110 

James Zadroga 9/11 Health and Compensation Act 
of 2010, 54112, 54112 

James Zadroga 9-11 Health and Compensation Act 
of 2010; Correction, 65112 

Nondiscrimination on the Basis of Disability by 
Public Accommodations and in Commercial 
Facilities; Corrections, 13286 

Nondiscrimination on the Basis of Disability in 
State and Local Government Services; 
Corrections, 13285 

Procedures Governing Administrative Review of 

a United States Trustees Decision to Deny 

a Chapter 12 or Chapter 13 Standing Trustees 

Claim of Actual, Necessary Expenses, 31225 
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Redelegation of Authority to Compromise and 
Close Civil Claims, 15212 

Voting Rights Procedures; Revision, 21239 

PROPOSED RULES 

Assumption of Concurrent Federal Criminal 
Jurisdiction in Certain Areas of Indian 
Country, 29675 

Consolidation of Seizure and Forfeiture 
Regulations, 26660 

Federal Bureau of Investigation Anti-Piracy 
Warning Seal Program, 55332 

Freedom of Information Act, 57940 

Freedom of Information Act Regulations, 15236 

James Zadroga 9/i1 Health and Compensation Act 
of 2010, 36027, 36027 

National Standards to Prevent, Detect, and 
Respond to Prison Rape, 6248 

Preliminary Plan for Retrospective Review Under 
E.O. 3563, 34003 

Retrospective Review under E.O. 3563, 11163 

State Capital Counsel Systems; Certification 

Process, 11705 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 8774, 
10064, 10065, 11277, 19385, 24053 
Alien Change of Address Forms, 64377 
Alien’s Change of Address Form, 80403 
Annual Certification Report and Equitable 
Sharing Agreement, 23338, 38699 
Annual Progress Report for the STOP Formula 
Grants Program, 68786 
Appeal from Decision of Immigration Judge, 
70754 
Application for Cancellation of Removal (42) 
for Certain Permanent Residents, etc., 
70754 
Application for Registration under Domestic 
Chemical Diversion Control Act of 1993, 
etc., 24056 
ARCOS Transaction Reporting, 24057 
Assumption of Concurrent Federal Criminal 
Jurisdiction in Certain Areas of Indian 
Country, 81966 
Claim for Damage, Injury, or Death, 68787 
Claims Filed Under the Radiation Exposure 
Compensation Act, 62445 
Claims under Radiation Exposure Compensation 
Act, 46324 
Community Policing Self-Assessment, 5207 
COPS Application Package, 61114, 61383, 
76761 
COPS Police and Communities Together 
(PACT) 360 Needs Assessment Survey, 
31988 
COPS Police and Communities Together 360 
Needs Assessment Survey, 17151 
Creation of Concept Map, 40932 
Customer Outreach and Information, 45861 
Department Annual Progress Report, 13435, 
28458 
Elder Justice Roadmap Project, 20708, 20709 
Federal Coordination and Compliance Section 
Complaint Form, 2416 
Fee Waiver Request, 39122, 56222 
Generic Information Collection Review of 
Customer Outreach and Information, 30389 
National Drug Threat Survey, 53696, 71072 
National Survey of Youth in Custody, 2011- 
2012, 21780 
Registrants Inventory of Drugs Surrendered, 
24054 
Report of Theft or Loss of Controlled 
Substances, 24055 
Semi-Annual Progress Report for Grantees from 
State Sexual Assault and Domestic 
Violence Coalitions Program, 27347 


Semi-Annual Progress Report for Grantees from 
the Services, Training, Education and 
Policies to Reduce Domestic Violence, etc., 
30388, 30389, 45861, 45862 

Semi-Annual Progress Report for Grantees of 
Reduce Violent Crimes Against Women on 
Campus Program, 27348 

Semi-Annual Progress Report for Grants to 
Indian Tribal Governments Program, 
21914, 37151 

Semi-Annual Progress Report for Grants to 
State Sexual Assault and Domestic 
Violence, 27349 

Semi-Annual Progress Report for Rural 
Domestic Violence and Child Victimization 
Enforcement Grant Program, 59160, 76760 

Enforcement Assistance Program, 

Semi-Annual Progress Report for Safe Havens, 
Supervised Visitation and Safe Exchange, 
27347 

Semi-Annual Progress Report for the Grantees 
from the Transitional Housing Assistance 
Grant, 57076, 57077 

Semi-Annual Progress Report for the Grants to 
Encourage Arrest Policies and 
Enforcement, 68787 

Semi-Annual Progress Report for the Legal 
Assistance for Victims Grant Program, 
40933 

Semi-Annual Progress Report for the 
Transitional Housing Assistance Grant 
Program, 40934 

Title II of the Americans with Disabilities Act/ 
Section 504 of the Rehabilitation Act of 
1973 Discrimination Complaint Form, 
67208 

Understanding Trends in Hate Crimes Against 
Immigrants and Hispanic Americans, 
62444 

Certification of the Attorney General, Maricopa 
County, AZ, 12369 

Certifications of Attorney General: 

Panola County, MS, 45297 

Department of Justice FY 2010 Service Contract 
Inventories; Public Availability, 361 

Filing of Settlement Agreement under CERCLA, 
24522 

Guidance Concerning Redistricting under Section 
5 of the Voting Rights Act, 7470 

Lodging of a Bankruptcy Settlement Agreement 
Under CERCLA, 76437 

Lodging of Agreement and Order Regarding 
Modification of Consent Decree: 

United States v. The Kansas City Southern 
Railway Co., 4722 

Lodging of an Amendment to Consent Decree 
Under the Clean Air Act: 

United States, et al. v. Lafarge North America, 
et al., 11280 

Lodging of Consent Decree Pursuant to CERCLA, 
3924 

Lodging of Consent Decrees, 1192, 19127, 20371, 
21006, 21405, 26768, 36577, 40393, 45617, 
63326 

U.S. and State of Nebraska v. Union Pacific 
Corp., Union Pacific Railway Co., and 
Gould Electronics Inc., 33364 

U.S. v. Bunting Bearings, LLC, 25710 

United States and State of Indiana v. City of 
Evansville, Indiana and Evansville Water 
and Sewer Utility Board, 3159 

United States of America, Commonwealth of 
Kentucky v. Winchester Municipal Utilities 
and City of Winchester, KY; Modification, 
4723 

United States of America, et al. v. AK Steel 

Corp., et al., 14426 
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United States of America v. Boeing Co. et al., 
385 
United States v. SKF USA, Inc., Crane Co., 
and Osram Sylvania, Inc., 11814 
United States v. Western Reman Industrial Inc., 
2922 
Lodging of Consent Decrees and Settlement 
Agreements: 
Natural Resource Damage Claims Between 
Debtors, United States of America, State 
of Indiana, et al., 20372 
Lodging of Consent Decrees Pursuant to CERCLA 
United States v. Beazer East, Inc., et al., 10390 
Lodging of Consent Decrees Under CERCLA, 
20709, 28458, 40748, 41301, 53155, 55419, 
57763, 58042, 66083, 78314, 78949, 79710, 
80403, 81967 
United States and New Jersey v. Dominick 
Manzo, Carmella Manzo, and Ace-Manzo, 
Inc., 12369 
United States v. Alcoa, Inc., et al., 586 
United States v. Stephen C. Lyon, et al., 6158 
Lodging of Consent Decrees Under CERCLA and 
Texas Solid Waste Disposal Act, 67209 
Lodging of Consent Decrees Under CERCLA and 
the Clean Water Act, 35470 
Lodging of Consent Decrees under Clean Water 
Act, 27350, 49505 
Lodging of Consent Decrees under Comprehensive 
Environmental Response, Compensation, and 
Liability Act, 50254 
Lodging of Consent Decrees Under the Clean Air 
Act, 35238, 39899, 43725, 57764, 66083, 
69285, 76762, 80404, 80964 
Lodging of Consent Decrees Under the Clean 
Water Act, 12369, 24057, 50757, 53941, 
56223, 68788, 75913, 79710 
United States v. Consol Energy, Inc., et al., 
15998 
Lodging of Consent Decrees Under the Resource 
Conservation and Recovery Act, 76763, 
76761 
Lodging of Consent Decrees Under the Toxic 
Substances Control Act, 52692 
Lodging of Consent Decree Under CERCLA, 
2134, 31360 
United States of America et al. v. Lookout 
Mountain Mining and Milling Co., and 
Silver Bowl, Inc., 5400 
United States v. United Illuminating Co. and 
The Fitchburg Gas and Electric Light Co., 
5609 
Lodging of Consent Decree under CLERCA, 
11814 
Lodging of Consent Decree Under the Clean Air 
Act, 2922, 3656, 12134, 22918, 31361, 
34102, 76762 
United States v. CEMEX, Inc. and CEMEX 
Construction Materials Atlantic, LLC, 9052 
Lodging of Consent Decree under The Clean 
Water Act and Safe Drinking Water Act, 
30197, 31361, 72973 
Lodging of Consent Decree Under the 
Comprehensive Environmental Response, 
Compensation and Liability Act (CERCLA), 
58300, 72216 
Lodging of First Addendum to Consent Decrees, 
53942 
Lodging of Joint Stipulation Under the Clean Air 
Act, 45618 
Lodging of Material Modification to Consent 
Decrees, 35471 
Lodging of Modification of Consent Decrees 
Under the Resource Conservation and 
Recovery Act, 65534 
Lodging of Modification of Consent Decree Under 
the Clean Water Act, 75913 


Lodging of Modifications to Consent Decrees 
Under CERCLA, 58043 
Lodging of Proposed Amendment to Consent 
Decree Under the Clean Water Act, 31362 
Lodging of Proposed Consent Decree and 
Settlement Agreement: 
Motors Liquidation Corp, et al., 13208 
Lodging of Proposed Consent Decree Pursuant to 
the Clean Water Act: 
United States v. Eastwood Construction, LLC, 
et al., 10390 
Lodging of Proposed Consent Decrees, 20009, 
25710, 78314 
United States v. John R. Cumbie, 12757 
United States v. Rutherford Oil Corp., et al., 
6826 
Lodging of Proposed Consent Decrees Under 
CERCLA, 64378 
Lodging of Proposed Consent Decrees Under the 
Clean Water Act, 64379 
Lodging of Settlement Agreements, 47239 
Lodging of Settlement Agreements Under 
CERCLA, 50758, 62446 
Lodging of Settlement Agreement under 
CERCLA, 19127 
Lodging of Settlement Agreement Under 
CERCLA, etc., 2134, 30390 
Lodging of Settlement Agreement Under the 
Resource Conservation and Recovery Act, 
etc., 51397 
Lodging of Stipulated Order for Preliminary 
Relief: 
United States of America, et al. v. City of 
Alameda, et al., 15341 
Lodging of Stipulation of Judgment Pursuant to 
Safe Drinking Water Act, 19128 
Lodging of Stipulations of Settlements and 
Judgments Pursuant to the Clean Water Act, 
58043 
Lodgings of Consent Decrees, 19386, 23624, 
33784, 37152, 42138 
Resolving Claims for Contamination of 
Mountain Lake in Presidio of San 
Francisco, 72444 
USS. v. Caterpillar Inc., 47239 
U.S. v. Dow Chemical Co., 46842 
US. v. Wilko Paint, Inc., 46842 
Lodgings of Consent Decrees Under CERCLA, 
52350, 60529, 70164, 71072, 77846 
Lodgings of Consent Decrees under Clean Air 
Act, 43346, 52692, 59425, 61738, 63953 
Lodgings of Consent Decrees under Clean Water 
Act, 51397, 61384, 61738, 63954 
Lodgings of Consent Decrees under National 
Marine Sanctuaries Act, etc., 59738 
Lodgings of Proposed Consent Decrees, 23625, 
33784, 37153, 44358, 44956, 63954 
Lodgings of Proposed Consent Decrees Under the 
Clean Water Act: 
United States v. Orval Kent Food Co., Inc., 
6497 
Lodgings of Stipulated Orders under Clean Water 
Act, 46325 
Lodings of Consent Decrees under CERCLA, 
63954 
Meetings: 
National Advisory Committee on Violence 
Against Women, 52971 
Office on Violence Against Women, 1629, 
27664, 74075 
Membership of Senior Executive Service Standing 
Performance Review Boards, 56471 
Membership of the Senior Executive Service 
Standing Performance Review Board; 
Correction, 68505 
Privacy Act; Systems of Records, 57078, 66752, 
77015, 77846, 79216 
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Privacy Act of 1974; System of Records, 65535 
Proposed Consent Decrees, 28810 
U.S., State of Missouri, et al. v. Metropolitan 
St. Louis Sewer District; Extension of 
Comment Period, 55705 
United States of America and State of Alaska 
v. Unisea, Inc., 15999 
United States v. Mariana Acquisition Corp., 
17671 
Proposed Consent Decrees under CERCLA, 
39899, 53697, 54791 
United States, et al. v. HOVENSA, LLC, 5609 
Proposed Consent Decrees Under the Clean Air 
Act: 
United States, et al. v. Ampersand Chowchilla 
Biomass, LLC, 610 
United States, et al. v. Merced Power, LLC, 
609 
Proposed Consent Decree Under the Clean Air 
Act, 43725 
Proposed Modification To Consent Decree Under 
The Resource Conservation And Recovery 
Act, 28242 
Proposed Partial Consent Decrees Under CERCLA 
and the Clean Air Act, 51398 
Settlement Agreements; Revision, 14427 
Supplemental Guidelines for Sex Offender 
Registration and Notification, 1630 


Justice Programs Office 


RULES 
International Terrorism Victim Expense 
Reimbursement Program; Limitation 
Removal, 19909 
NOTICES 
2011 National Institute of Justice Body Armor 
Workshop, 27355 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 5401, 
17152, 20044, 30741, 35023, 44044, 64382 
2012-2013 Census of State and Federal Adult 
Correctional Facilities, 67224 
2012 Census of Adult Probation Supervising 
Agencies, 74812 
Annual Parole Survey, Annual Probation 
Survey, and Annual Probation Survey 
(Short Form), 31989 
Census of Problem-Solving Courts, 53489, 
2011, 53489 
Crime Victim Compensation State Certification 
Form Request, 79219 
Identity Theft Supplement to the National Crime 
Victimization Survey, 50758, 66086 
National Survey of Youth in Custody, 2011- 
2012, 5208 
Office for Victims of Crime Trafficking 
Information Management System, 50499 
OVC Training and Technical Assistance Center 
and OJJDP National Training and 
Technical Assistance Center Evaluation 
Feedback Form Package, 28459 
Police Public Contact Survey, 5207, 18582 
Prison Population Reports, Summary of 
Sentenced Population Movement - National 
Prisoner Statistics, 14073 
Survey of State Court Criminal Appeals 2010, 
18581 
Teen Dating Relationships; Opportunities for 
Youth to Define What’s Healthy and 
Unhealthy, 29794, 14072 
Understanding Trends in Hate Crimes Against 
Immigrants and Hispanic Americans, 
46326, 62444 
Victim of Crime Act, Crime Victim Assistance 
Grant Program, Subgrant Award Report, 
77258 
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Victims of Crime Act, Victim Compensation 
Grant Program, State Performance Report, 
1641 

Ballistic-Resistant Body Armor Standard 
Workshop, 70165 

Compliance Testing Program Administrative 
Clarification: 

National Institute of Justice Standard-0101.06, 
Ballistic Resistance of Body Armor, 54497 
Establishment of Science Advisory Board, 1640 
Federal Advisory Committees; Establishments: 
Attorney General’s National Task Force on 
Children Exposed to Violence, 67761 

Hearings: 

Attorney General’s National Task Force on 
Children Exposed to Violence, 67761 

Hearings of the Review Panel on Prison Rape, 
56481 

Law Enforcement Vehicular Digital Multimedia 
Evidence Recording System Selection and 
Application Guide, 19128, 27355 

Meetings: 

Advisory Committee on Juvenile Justice, 53965 

Department of Justice’s National Motor Vehicle 
Title Information System Federal Advisory 
Committee, 64108 

Global Justice Information Sharing Initiative 
Federal Advisory Committee, 13226, 
54498, 5499 

National Institute of Justice Offender Tracking 
System Standard Workshop, 22919 

National Motor Vehicle Title Information 
System Federal Advisory Committee, 8778, 
38209 

Public Safety Officer Medal of Valor Review 
Board, 37375, 56226 

Review Panel on Prison Rape; Hearings, 20711 

Science Advisory Board, 1641, 31991, 79220 

National Institute of Justice Interview Room 
Recording Systems and License Plate Readers 
Workshops, 60531 

National Institute of Justice Protective Helmet 
Standards Workshop, 35023 

National Institute of Justice Stab-Resistant Body 
Armor Standard Workshop, 35024 

NIJ Draft Metal Detector Standards for Public 
Safety, 174 

Request for Comments on Draft Vehicular Digital 
Multimedia Evidence Recording System 
Certification, etc., 13436 

SANE/SART AI/AN Initiative Committee; 
Establishment, 44045 

Special Technical Committee Request for 
Proposals for Certification and Testing 
Expertise: 

Protective Helmet Standard, 22919 
Stab Resistance of Personal Body Armor (2000) 
Standard, 22920 

Stab-Resistant Body Armor Standard Workshop, 
69764 

Vehicular Digital Multimedia Evidence Recording 

System Standard, Certification Program 


Requirements, etc., 52350 
Juvenile Justice and Delinquency 
Prevention Office 
NOTICES 


Final Plan for Fiscal Year 2011, 40394, 40394 
Proposed Plan for Fiscal Year 2011, 2135 


Labor Department 


See Disability Employment Policy Office 

See Employee Benefits Security Administration 
See Employment and Training Administration 

See Federal Contract Compliance Programs Office 
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See Labor-Management Standards Office 

See Labor Statistics Bureau 

See Mine Safety and Health Administration 

See Occupational Safety and Heaith 
Administration 

See Veterans Employment and Training Service 

See Wage and Hour Division 

See Workers Compensation Programs Office 


RULES 
Nondisplacement of Qualified Workers under 
Service Contracts, 53720 


PROPOSED RULES 
Retrospective Review under E.O. 3563, 15224 
Semiannual Regulatory Agenda, 40086 
NOTICES 
Advisory Committee on Veterans’ Employment, 
Training and Employer Outreach; Re- 
establishment, 34252 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 587, 
19790, 19791, 22920, 24533, 24912, 25710, 
35472, 47240, 58540, 66996, 73680, 76182 
Affordable Care Act Enrollment Opportunity 
Notice Relating to Extension of Dependent 
Coverage, 4377 
Affordable Care Act Internal Claims and 
Appeals and External Review Procedures 
for Non-grandfathered Plans, 11283 
Agreement and Undertaking, 67226 
Alleged Safety or Health Hazards, 17446 
Alternative Method of Compliance for Certain 
Simplified Employee Pensions, 44961 
Application for Alien Employment Certification, 
4131 
Application for Continuation of Death Benefit 
for Student, 4376 
Application for Use of Public Space by Non- 
DOL Agencies in Frances Perkins 
Building, 6634 
Application for Waiver of Surface Facilities 
Requirements, 20711 
Application of the Employee Polygraph 
Protection Act, 44046 
Attestation by Employers Using Crewmembers 
for Longshore Activities at Locations in 
State of Alaska, 59165 
Baseline Information for Green Jobs and Health 
Care Impact Evaluation of ARRA-funded 
Grants, 29272 
Benefits.gov Online, 61739 
Census of Fatal Occupational Injuries, 10624 
Certificate of Medical Necessity, 67227 
Certification of Funeral Expenses, 11283 
Claim Adjudication Process for Alleged 
Presence of Pneumoconiosis, 54256 
Claim for Continuance of Compensation, 24913 
Cognitive and Psychological Research, 81983 
Coke Oven Emissions, 77020 
Comparability of Current Work to Coal Mine 
Employment, 11284 
Compliance Information Report—Workforce 
Investment Act of 1998 and Complaint 
Information Form, 24059 
Confined and Enclosed Spaces and Other 
Dangerous Atmospheres in Shipyard 
Employment, 45620 
Consent to Receive Employee Benefit Plan 
Disclosures Electronically, 54258 
Construction Recordkeeping and Reporting, 
66756 
Construction Standards on Posting Emergency 
Telephone Numbers and Floor Load 
Limits, 30971 
Consumer Expenditure Surveys; Quarterly 
Interview and Diary, 11666 


Consumer Price Index Commodities and 
Services Survey, 27665 

Contribution Operations, 81982 

Current Population Survey Volunteer 
Supplement, 44608 

Current Population Survey—Basic Labor Force, 
21407 

Davis-Bacon Certified Payroll, 76438 

Delinquent Filer Voluntary Compliance 
Program, 24060 

Design of Excavation Cave-in Protection 
Systems, 45297 

Disclosures to Workers under the Migrant and 
Seasonal Agricultural Worker Protection 
Act, 10393 

Earnings, Dual Benefits, Dependents, and Third 
Party Settlements, 10625 

Employee Retirement Income Security Act 
Prohibited Transaction Exemption, 20372, 
60531 

Employment and Training Administration 
Disaster Unemployment Assistance 
Handbook, 42733 

Employment and Training Data Validation 
Requirement, 10624 

Enhanced Traditional Jobs Demonstration, 
56814 

Enhanced Transitional Jobs Demonstration, 
31639 

Equal Access to Justice Act, 15341, 45298 

Escape and Evacuation Plans, 28094 

Evaluation of the Adult and Dislocated Worker 
Program in the Workforce Investment Act, 
42139 

Evaluation of the Young Parents Demonstration 
Project, 78950 

Evaluation of Unemployment Compensation 
Provisions of American Recovery and 
Reinvestment Act, 77260 

Examinations and Testing of Electrical 
Equipment Including Examinations, 
Testing, and Maintenance of High Voltage 
Longwalls, 29795 

Family and Medical Leave Act Employer and 
Employee Surveys, 2011, 53491 

Family and Medical Leave Act of 1993, 81981 

Family Medical Leave Act Employee and 
Employer Surveys, 18254 

Federal Contractor Veterans Employment 
Report, 29271 

Federal Employees Compensation Act Medical 
Report Forms, Claim for Compensation, 
59162 

Fire Brigades, 31364 

Fire Protection in Shipyard Employment, 29011 

Furnishing Documents to the Secretary of Labor 
on Request Under ERISA, 77553 

Gear Certification, 5402 

Grain Handling Facilities, 32988 

Grantee Quarterly Progress Report, 5211 

Green Jobs and Health Care Impact Evaluation 
of ARRA-funded Grants, 81980 

Green Jobs and Health Care Implementation 
Study, 81981 

Green Technologies and Practices Survey, 
30198 

Growing America Through Entrepreneurship II 
Evaluation, 77554 

Guam Military Base Realignment Contractors 
Recruitment Standards, 59163 

Handbook 361, Unemployment Insurance Data 
Validation, 11514 

Hazard Communication, 54257 

High Growth and Community-Based Job 
Training Grants, 30391 

Hoist Operators Physical Fitness, 28812 
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Housing Occupancy Certificate—Migrant and 
Seasonal Agricultural Worker Protection 
Act, 30972 

Impact Evaluation of the YouthBuild Program, 
68219 

Impact of American Recovery and Reinvestment 
Act COBRA Subsidy Survey, 77263 

Internal Fraud Activities, 30743 

Interstate Arrangement for Combining 
Employment and Wages, 28095 

Ionizing Radiation Standard, 29010 

Local Area Unemployment Statistics Program, 
81984 

Longshore and Harbor Workers Compensation 
Act Pre-Hearing Statement, 16840 

Mass Layoff Statistics Program, 82322 

Material Hoists, Personnel Hoists, and 
Elevators, 28813 

Mine Accident, Injury and Illness Report and 
Quarterly Mine Employment and Coal 
Production Report, 27355 

Miners Claim for Benefits Under the Black 
Lung Benefits Act and Employment 
History, 60532 

National Compensation Survey, 5210 

Notice of Controversion of Right to 
Compensation, 82321 

Occupational Safety and Health Act Variance 
Regulations, 76763 

Occupational Safety and Health Onsite 
Consultation Agreements, 67227 

Office of Federal Contract Compliance 
Programs Complaint Form, 5612 

One-Stop Workforce Information Grant Plan 
and Annual Performance Report, 28093 

Payment of Compensation Without Award, 
66755 

Permissible Equipment Testing, 52015 

Petition for Classifying Labor Surplus Areas, 
16839 

Powered Industrial Trucks Standard, 48900 

Powered Platforms for Building Maintenance, 
28095 

Producer Price Index Survey, 32226 

Proposed Evaluation of the Aging Worker 
Initiative Grants, 17153 

Proposed Quarterly Census of Employment and 
Wages Green Goods and Services Survey, 
10392 

Qualification/Certification Program and Man 
Hoist Operators Physical Fitness, 30973 

Qualification/Certification Program Request for 
Mine Safety and Health Administration 
Individual Identification Number, 11282 

Quarterly Census of Employment and Wages, 
45298 

Radiation Sampling and Exposure Records, 
11281 

Recordkeeping and Reporting Occupational 
Injuries and Illnesses, 17153 

Records of Tests and Examinations of Mine 
Personnel Hoisting Equipment, 29009 

Refuse Piles and Impounding Structures, 
Recordkeeping and Reporting 
Requirements, 29796 

Regulations Containing Procedures for Handling 
of Retaliation Complaints, 5403 

Rehabilitation Action Report, 44045 

Rehabilitation Plan and Award, 29272 

Reintegration of Ex-Offenders-Adult Reporting 
System, 68509 

Report of Changes That May Affect Your Black 
Lung Benefits, 35914 

Report of Construction Contractor’s Wage 
Rates, 5212 

Report on Alien Claims Activity, 41301 


Report on Current Employment Statistics, 44960 

Representative of Miners, Notification of Legal 
Identity, and Notification of 
Commencement of Operations and Closing 
of Mines, 20712 

Representative Payee Report, Short Form, 
Physician’s/Medical Officer’s Statement, 
60533 

Repurposed Auto Manufacturing Facilities 
Study, 21781 

Requirements of a Bona Fide Thrift or Savings 
Plan and Requirements of a Bona Fide 
Profit-Sharing Plan or Trust, 73682 

Respirator Program Records, 28811 

Respiratory Protection Standard, 44372 

Rock Burst Control Plan—Pertains to 
Underground Metal and Nonmetal Mines, 
28460 

Sealing of Abandoned Areas, 35473 

Slope and Shaft Sinking Plans, 4132 

Special Employment Under the Fair Labor 
Standards Act, 5209 

Standard on Manlifts, 5402 

Standard on Slings, 67225 

Standard on the Control of Hazardous Energy— 
Lockout/Tagout, 30970 

Steel Erection, 33786 

Storage and Handling of Anhydrous Ammonia, 
5613 

Trade Adjustment Assistance Community 
College and Career Training Grant 
Program, 39128 

Training Plan Regulations and Certificate of 
Training, 28096 

Underground Construction Standard, 30971 

Unemployment Insurance Data Validation 
Program, 29012 

Unemployment Insurance Facilitation of 
Claimant Reemployment, 52, 42734 

Unemployment Insurance State Quality Service 
Plan, 53492 

Unemployment Insurance Trust Fund Activities 
Reports, 75561 

Vendor Outreach Session Information 
Management System, 12757, 30742 

Vertical Tandem Lifts for Marine Terminals, 
73681 

Voice in Workplace Survey, 77259 

Voluntary Protection Program Information, 
35914 

Well-Being Supplement to the American Time 
Use Survey, 66326 

Work-Flex Plan Submission and Reporting 
Requirements, 14995 

Workforce Flexibility Program, 44047 

Work Opportunity Tax Credit and Welfare-to- 
Work Tax Credit, 73682 

Work Opportunity Tax Credit Program, 55946 

YouthBuild Reporting System, 5612 

Office of Federal Contract Compliance 
Programs Recordkeeping and Reporting 
Requirements—Supply and Service, 60083 

All Items Consumer Price Index for All Urban 
Consumers; U.S. City Average, 31991 

Bahrain - U.S. Free Trade Agreement; 
Determinations, 35244 

Charter Reestablishment: 

National Advisory Committee for Labor 
Provisions of U.S. Free Trade Agreements, 
13436 

Child Labor and Forced Labor in Foreign 
Countries in the Production of Goods, 22921 
Debarments: 
Manheim, Inc., 59738 
Determinations: 
U.S.-Peru Trade Promotion Agreement, 44609 
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FY 2010 Service Contract Inventory; Availability, 
5614 
Initial Determinations: 

Revising List of Products Requiring Federal 
Contractor Certification as to Forced/ 
Indentured Child Labor, 61384 

Intents to Award Sole Source (Cooperative 
Agreement): 
Industrial Relations Promotion Project, Phase II 
in Vietnam, 55947 

Labor Capacity-Building Efforts under Dominican 
Republic - Central America - U.S. Free Trade 
Agreement, 20713 

List of Goods From Countries Produced by Child 
or Forced Labor; 2011 Update, 61115 

List of Products Requiring Federal Contractor 
Certification as to Forced or Indentured Child 
Labor; Revisions, 31365 

Meetings: 

Advisory Committee on Veterans Employment, 
Training and Employer Outreach, 55948, 
72977 

Labor Advisory Committee for Trade 
Negotiations and Trade Policy, 31641, 
71378 

National Advisory Committee for Labor 
Provisions of U.S. Free Trade Agreements, 
48901, 59741 

Nominations for Iqbal Masih Award for the 
Elimination of Child Labor, 48902 
Request for Comments under E.O. 2898, 81541 
Request for comments under Executive Order, 
2898, 66087 
Review for Submissions: 
Bahrain - U.S. Free Trade Agreement, 81984 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Suspension of Pension Benefits, 22423 


Labor-Management Standards Office 


RULES 


Labor Organization Officer and Employee Reports, 
66442 


PROPOSED RULES 
Electronic Voting Systems in Union Officer 
Elections; Usage Guidelines, 1559 
Labor-Management Reporting and Disclosure Act: 
Interpretation of Advice Exemption; Correction, 
37292 
Interpretation of the Advice Exemption, 36178, 
45480 


Labor Statistics Bureau 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2149, 
6161, 814, 14106, 15999, 17710, 41302, 
56226, 59741, 60930, 64975, 70165, 71073, 
71075, 71076, 76764 

Meetings: 

Data Users Advisory Committee, 12996, 61386 

Request for Comments on Experimental 

Aggregation System, 28467 


Land Management Bureau 


RULES 
Minerals Management: 

Cost Recovery Fees; Adjustment, 59058 
Segregation of Lands—Renewable Energy, 23198 
PROPOSED RULES 
Competitive Process for Leasing Public Lands for 

Solar and Wind Energy Development, 81906 
Segregation of Lands—Renewable Energy, 23230 
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NOTICES 
Agency Information Collection Activities; 


Proposals, Submissions, and Approvals, 3650, 


4369, 6814, 6815, 16802, 17149, 27085- 
27086, 29263, 35236, 44038, 44600, 58532, 
68780, 77550 
Federal Advisory Committee Background 
Information Nomination Form, 81523 


Alaska Native Claims Selection, 3156, 5395, 8375, 


13428, 14684, 23834, 34248, 38678, 40929, 
45604, 47234, 53150, 53151, 55414, 57759, 
72212, 75899, 81524 
Decision Approving Lands for Conveyance, 
67472 
Alaska Native Claims Selection; Decisions 
Approving Lands for Conveyance, 43340 
Alaska Native Claims Selections, 16804, 16805, 
54787, 61736, 65530, 73657 
Decision Approving Lands for Conveyance, 
61737 
Application for a Recordable Disclaimer of 
Interest for Lands Underlying Whitefish Lake 
and its Outlet in Alaska, 45604, 45605 
Application for Withdrawal and Public Meeting; 
Oregon; Correction, 55415 
Application for Withdrawal of National Forest 
System Lands, Oregon, 45848 
Applications for Disclaimers of Interest: 
Pennington County, SD, 38206 
Boundary Changes: 
Elimination of County Split of Lewis and Clark 
County in Montana Offices, 77008 
Call for Nominations: 
2011 National Petroleum Reserve—Alaska Oil 
and Gas Lease Sale, 36145 
California Desert District Advisory Council, 
16805 
Primary and Alternate Representatives, Santa 
Rosa and San Jacinto Mountains National 
Monument Advisory Committee, 38679 
Resource Advisory Councils, 14684 
Calls for Nominations: 
North Slope Science Initiative, Science 
Technical Advisory Panel, Alaska, 56789 
Steens Mountain Advisory Council, 64099 
Utah Resource Advisory Council, 72969 
Calls for Nominations for Advisory Groups, 2410 
Change of Hours of Operation and Closure of 
P.O. Box for Nevada State Office, 51053 
Coal Exploration; Invitation, 31976 
Coal Exploration License Application; 
Participation, 38680 
Coal Exploration License Application, Colorado; 
Invitation to Participate, 53693 
Coal Exploration License Application 
Participation: 
OKNM 126630, Oklahoma, 50753 
Coal Exploration License Applications; Invitations 
to Participate: 
NMNM 126245, New Mexico, 53483 
Coal Exploration License Applications MTM 
101687 and MTM, 01688, 20369 
Coal Exploration License Application 


WYW 180006; Invitation to Participate, 31626 


Competitive Coal Lease Sale: 
West Antelope II North Coal Tract, Wyoming, 
11258 
Competitive Coal Lease Sales: 
Montana, 63323 
Utah, 63951 
Wyoming, 18240, 64099 
Competitive Coal Lease Sale, Wyoming, 28063, 
35465 
Conveyance of Public Lands for Airport Purposes 
in Clark County, NV; Correction, 29784, 
35908 
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Designation of Elkhorn Ridge Wilderness, CA, 
2411 
Dominguez-Escalante National Conservation Area 
Advisory Council; Nominations, 47234 
Emergency Withdrawal of Public and National 
Forest System Lands: 
Coconino and Mohave Counties, AZ, 37826 
Environmental Assessments; Availability, etc., 
43704 
Amendment to the Cascade-Siskiyou National 
Monument Resource Management Plan, 
OR, 67205 
Castle Rocks and Cedar Fields Areas, Burley 
Field Office, Burley, ID, 52687 
Disposal of Public Lands, Jerome County, ID, 
28804 
Farmington, NM, Field Office Visual 
Resources, 34249 
Federal Coal Lease Applications in Haskell and 
LeFlore Counties, OK; Correction, 60524 
Four Federal Coal Lease Applications in 
Haskell and LeFlore Counties, OK, 37145 
Land Use Plan Amendment to Provide for a 
Proposed Direct Land Sale in Blaine 
County, ID, 70162 
Proposed Gila Lower Box Area of Critical 
Environmental Concern, Hidalgo and Grant 
Counties, NM, 34250 
Recreation in Spruce Mountain Area, Nevada; 
Intent to Prepare Amendment to 1985 
Wells Resource Management Plan, 41814 
Resource Management Plan Amendments, 
Castle Rocks and Cedar Fields Areas, 
Idaho, 69279 
Sage Creek Holdings, LLC, Federal Coal Lease 
Application, COC-, 4219, 37826 
San Luis Resource Area, CO; Intent to Amend 
Resource Management Plan, 62819 
Environmental Assessments; Avalaibility, etc.: 
Caliente Resource Management Plan, 56790 
Environmental Impact Statements; Availability, 
etc., 41815 
Allocation of Oil Shale and Tar Sands . 
Resources in Colorado, Utah, and 
Wyoming, 21003 
Alton Coal Tract Coal Lease, Utah, 68501 
Approved Grand Staircase-Escalante National 
Monument Management Plan Amendment, 
etc., 56791 
Bighorn Basin Resource Management Plan 
Revision Project, Cody and Worland Field 
Offices, WY, 22721 
Buckskin Mine Hay Creek II Coal Lease-by- 
Application; Wyoming, 45612 
Celatom Mine Expansion Project in Harney and 
Malheur Counties, OR, 19786 
China Mountain Wind Project, 1987 Jarbidge 
Draft Resource Management Plan 
Amendment, 19784 
Clark, Lincoln, and White Pine Counties 
Groundwater Development Project, 
Nevada, 34097 
Colorado River Valley Field Office, Colorado, 
57760 
Cortez Hills Expansion Project, Lander County, 
NV, 2705 
Desert Renewable Energy Conservation Plan, 
Habitat Conservation Plan, etc., Southern 
California, 45606 
Desert Sunlight Holdings, LLC, Desert Sunlighi 
Solar Farm and Proposed California Desert 
Conservation Area Plan Amendment, 
21402 
Domestic Sheep Grazing Allotments for Term 
Grazing Permit Renewals in the Southern 
San Luis Valley, CO, 31977 


Draft Baker Resource Management Plan, 
Oregon/Washington, 72718 

Draft Bakersfield Resource Management Plan, 
California, 55941 

Energy Gateway South 500-Kilovolt Alternating 
Current Transmission Line Project in 
Wyoming, Colorado, and Utah, 18241 

Gateway West 230/500 kV Transmission Line 
Project in Idaho, Nevada, and Wyoming, 
45609 

Genesis Project, Eureka County, NV, 21403 

Glade Run Recreation Area, Farmington Field 
Office, NM, 41819 


‘Greater Natural Buttes Area Gas Development 


Project, Uintah County, UT, 34096 

Groundwater Development Project, Clark, 
Lincoln, and White Pine Counties, NV, 
50249 

Iberdrola Renewable/Pacific Wind Development 
Tule Wind Project, etc., San Diego County, 
CA, 381 

Incorporating Greater Sage-Grouse Conservation 
Measures Into Land Use and Land 
Management Plans, 77008 

In-Situ Solution Mine Project, Eddy County, 
NM, 21401 

Kremmling Field Office, Colorado, 57759 

K Road Calico Solar Project, San Bernardino 
County, CA, 66079 

Lander Resource Management Plan Revision 
Project, Lander Field Office, Wyoming, 
55939 

Las Vegas Field Office, NV, 5199 

Little Snake Resource Management Plan; 
Availability of Records of Decision, 64100 

Lower Sonoran and Sonoran Desert National 
Monument, Arizona, 53484 

Mount Hope Project, Eureka County, NV, 
75554 

Northern Arizona; Proposed Withdrawal, 66747 

Northern Arizona Proposed Withdrawal, 594 

North Steens Transmission Line Project in 
Harney County, OR, 65531 

Ocotillo Sol Solar Project, Imperial County, 
CA, 41816 

Palen Solar Power Plant and Proposed 
California Desert Conservation Area Plan 
Amendment, 28064 

Pattern Energy Group Ocotillo Express Wind 
Energy Project, Imperial County, CA, 
40390 

Phoenix Copper Leach Project, Lander County, 
NV, 66956 

Pony Express Resource Management Plan 
Amendment/Mona to Oquirrh Transmission 
Corridor, 7581 

Proposed Alta East Wind Project, Kern County, 
CA, 41817 

Proposed Blackfoot Bridge Mine, Caribou 
County, ID, 13429 

Proposed Casa Diablo IV Geothermal 
Development Project, Mammoth Lakes, 
Mono County, CA, 16806 

Proposed enXco Desert Harvest Solar Farm 
Project, Riverside County, CA, 57073 

Proposed First Solar South Project Near Primm 
in Clark County, NV, 54483 

Proposed Hycroft Mine Expansion Project, 
Humboldt and Pershing Counties, NV, 
18243 

Proposed Ironwood Forest National Monument 
Resource Management Plan, 59156 

Proposed Lost Creek In Situ Uranium Recovery 
Project, Sweetwater County, WY, 7877 

Proposed McCoy Solar Energy Project and 
Possible Land Use Plan Amendment, 
Riverside County, CA, 53693 
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Proposed Normally Pressured Lance Natural 
Gas Development Project, Sublette County, 
WY, 20370 

Proposed Over The River Art Project, Colorado, 
45614 

Proposed Rising Tree Wind Farm, Kern County, 
California, 5396 

Proposed San Juan Basin Energy Connect 
Project, San Juan County, NM and La 
Plata County, CO, 4371 

Proposed Sonoran Solar Energy Project, 
Maricopa County, AZ, 65532 

Proposed Stateline Solar Farm, San Bernardino 
County, CA, 47235 

Proposed Sun Valley to Morgan 500/230kV 
Transmission Line Project, etc., Maricopa 
County, AZ, 20006 

Proposed Valley Electric Association Hidden 
Hills Transmission Project, Clark and Nye 
Counties, NV, 62820 

Quaking Aspen Wind Energy Project, 
Wyoming, 69279 

Quartzsite Solar Energy Project, La Paz County, 
AZ, 17668 

Rasmussen Valley Mine and Reclamation Plan, 
Caribou County, ID, 11259 

Rice Solar Energy Project and Proposed 
California Desert Conservation Area Plan 
Amendment, 47608 

Rock Springs Field Office, Wyoming, 5607 

Salt Wells Energy Projects, Churchill County, 
NV, 5198, 44042 

San Juan Land Management Plan, Colorado, 
53485 

Segregation of Public Lands for Proposed 
Chokecherry and Sierra Madre Wind Farm 
Project; Wyoming, 44039 

Sheep Mountain Uranium Project, Fremont 
County, WY, 52688 

Shoshone Basin Grazing Permit Renewal, 54482 

Sigurd to Red Butte No. 2 - 345 Kilovolt 
Transmission Line Project, Utah, 30962 

Sloan Hills Competitive Mineral Material Sales, 
Clark County, NV, 47607 

Solar Energy Development in Six Southwestern 
States, 66958 

South Coast Draft Resource Management Plan 
Revision, 59155 

South Gillette Area West Coal Creek Coal 
Lease-by-Application, Wyoming, 34096 

Taos Field Office, NM, 75556 

TransWest Express 600 kV Direct Current 
Transmission Project, Wyoming, Colorado, 
Utah, and Nevada, 379 

Tule Wind Project, California, 65746 

West Chocolate Mountains Renewable Energy 
Evaluation Area, Imperial Valley, CA, and 
Draft California Desert Conservation Plan 
Amendment, 38680 

West Eugene Wetlands Planning Area in State 
of Oregon, 33341 

Westside Land Conveyance Project, Washakie 
and Big Horn Counties, WY, 7878 

Wright Area North Porcupine Coal Lease-by- 
Application, Wyoming, 65209 

Wright Area South Porcupine Coal Lease-by- 
Application, Wyoming, 51393 

Expirations of Withdrawals and Openings of 

Lands: 

Idaho, 2411 
Fees on Public Land in Tangle Lakes, AK, 16807 
Filing of Plat of Survey: 

Eastern States, 2133, 6816 

Eastern States; Louisiana, 3651 

Minnesota, 16444 
Filing of Plat of Survey, Wyoming, 30387 
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Filing of Plats, 38415 

Colorado, 79707 

Filing of Plats of Survey: 

Alaska, 53939, 58298 

Arizona, 53940, 62821 

California, 4934, 21779, 72970, 76179 

Idaho, 4934, 50492, 66322, 80388 

Montana, 5397, 49, 11261, 21778, 22141, 
27661, 37372, 38416, 53695, 72970, 76178 

Nevada, 19787, 61113, 68782 

New Mexico, 70482, 76178, 77551 

Oregon/Washington, 12752, 17669, 35908, 
56466, 61114, 64101, 66322 

Oregon; Washington, 26314 

Oregon, Washington, 78020 

South Dakota, 70481 

Wyoming, 12131 

Filing of Plats of Survey; Arizona, 56217 
Filing of Plats of Survey: Oregon/Washington, 
72212 
Filing of Plats of Survey, Wyoming and Nebraska, 
13659 
Filings of Decision Documents: 
Idaho, 71353 
Filings of Plats: 
Colorado, 74073 
Filings of Plats of Survey: 

Arizona, 34749 

Eastern States, 33342, 65533 

Idaho, 23333 

Montana, 17443 

Nebraska, 25366 

New Mexico, 4372, 15994 

Filings of Plats of Surveys: 

Alaska, 72435 

Arizona, 38681, 72000 

California, 64968 

Eastern States, 4888, 45292, 77846 

Eastern States; Correction, 26767 

Idaho, 42724 

Louisiana, 55700 

Minnesota, 27086, 55700 

Montana, 2919, 41821, 44946, 44947, 46320, 
56792, 63951, 63952, 70163 

Nebraska, 71070 

Nevada, 41820 

New Mexico, 26766, 52012 

North Dakota, 44946, 58533 

Oregon/Washington, 41515, 43341, 52012 

South Dakota, 64967 

Wyoming and Nebraska, 55700 

Final Supplementary Rules Concerning Fireworks 
on Public Land in Colorado, 64969 
Final Supplementary Rules for Public Lands: 

Bangs Canyon Special Recreation Management 
Area, CO, 62824 

Emerald Mountain Special Recreation 
Management Area, Routt County, CO, 
62827 

North Fruita Desert Management Area, CO, 
62821 

Final Supplementary Rules for Public Lands 
Managed by California Desert District, 33342 

Final Supplementary Rules for Upper Snake Field 
Office, Idaho, 33346 

Final Supplementary Rules on Public Lands in 
Idaho, 40391 

Intents to Amend Resource Management Plans, 
Prepare Environmental Assessments, and 
Realty Actions: 

Grand Junction, CO, 2412 

Intents to Collect Fees on Public Land: 

San Joaquin River Gorge Special Recreation 
Management Area, Eastern Fresno and 
Madera Counties, CA, 33778 

Intent to Collect Fees on Public Land in Alamosa 


County, CO, 72971 
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Intent to Prepare an Environmental Impact 
Statements: 
Proposed Wilson Creek Wind Project, Lincoln 
County, NV, 30963 
Invitations To Participate: 
Exploration for Coal in Colorado License 
Application COC-, 4895, 55701 
Invitation to Participate: 
Coal Exploration License Applications, New 
Mexico, 50754 
Invitation to Participate In Coal Exploration 
License, Utah, 16808 
Meetings: 
Alaska Resource Advisory Council, 13660, 
65747 
Albuquerque District Resource Advisory 
Council, New Mexico, 72001 
Arizona Recreation Resource Advisory Council 
Workgroup, 31626 
BLM-Alaska Resource Advisory Council; 
Correction, 70163 
Boise District Resource Advisory Council, 7230 
Boise District Resource Advisory Council, 
Idaho, 35466 
California Desert District Advisory Council, 
13430, 28450, 51053 
Carrizo Plain National Monument Advisory 
Council, 22724 
Central California Resource Advisory Council, 
10064 
Central Montana Resource Advisory Council, 
21780, 52968, 69281 
Coeur d’ Alene District Resource Advisory 
Council Meeting; Idaho, 7230, 24048, 
48883, 79707 
Coos Bay District Resource Advisory 
Committee, 46838 
Dakotas Resource Advisory Council, 21779, 
43705 
Dominguez-Escalante Advisory Council, 2919, 
17443, 44354 
Dominguez-Escalante Advisory Council; 
Change in Date, 72000 
Dominguez-Escalante Resource Advisory 
Council, 81961 
Eastern Montana Resource Advisory Council, 
49, 43705, 70163 
Eugene District Resource Advisory Committee, 
37147 
Farmington District Resource Advisory Council, 
New Mexico, 65747 
Front Range Resource Advisory Council, 14685, 
77552 
Front Range Resource Advisory Council; 
Cancellation, 63656 
Grand Staircase-Escalante National Monument 
Advisory Committee, 63324 
Idaho Falls District Resource Advisory Council, 
3651, 28805, 48883, 76179 
John Day-Snake Resource Advisory Council, 
46321, 67206, 78691 
Joint Colorado Resource Advisory Council, 
4721 
Las Cruces District Resource Advisory Council, 
61379 
Medford District Resource Advisory Committee, 
42724 
Mojave-Southern Great Basin Resource 
Advisory Council, Nevada, 10914 
New Mexico Resource Advisory Council, 39893 
Northeast California Resource Advisory Council 
and Northwest California Resource 
Advisory Council, 15995, 30964, 78692, 
81962 
Northeastern Great Basin Resource Advisory 
Council, NV; Correction, 11506, 12992 
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North Slope Science Initiative - Science 
Technical Advisory Panel, 10388, 55943, 
79211 
Northwest California Resource Advisory 
Council; Cancellation, 18578, 30965, 
44355 
Northwest Colorado Resource Advisory 
Council, 22142, 66079 
Oregon; Applications for Proposed Withdrawal 
Extensions, 79211 
Pecos District Resource Advisory Council, New 
Mexico, 72435 
Pinedale Anticline Working Group; Wyoming, 
65209 
Pinedale Anticline Working Group, Wyoming, 
22723 
Powder River Regional Coal Team Activities, 
58533 
Proposed Land Withdrawals, 32225 
Proposed Withdrawal Extension; Colorado, 
38684 
Proposed Withdrawal Extension; Montana, 
37372 
Proposed Withdrawal Extension; Montana; 
Correction, 41516 
Proposed Withdrawal of Public Land, Crear 
Creek Management Area, 12992 
Resource Advisory Councils, Nevada, 80961 
Resource Advisory Council to Boise District, 
53486 
Rio Grande Natural Area Commission, 39120, 
55416, 73657 
Salem District Resource Advisory Committee, 
30739 
Santa Rosa and San Jacinto Mountains National 
Monument Advisory Committee; 
California, 5397, 53695 
Sierra Front Northwestern Basin Resource 
Advisory Council, Nevada, 595 
Southeast Oregon Resource Advisory Council, 
16444, 30965, 46320 
Southwest Colorado Resource Advisory 
Council, 24048, 81962 
State of Arizona Resource Advisory Council, 
584, 44602, 67206 
Steens Mountain Advisory Council, 17669 
Twin Falls District Resource Advisory Council, 
Idaho, 16809, 26314, 30388, 51053, 79707 
Utah Resource Advisory Council, 18244, 39434 
Utah Resource Advisory Council; Statewide 
Travel and Transportation Management 
Planning Policy; Conference Call, 51054 
Western Montana Resource Advisory Council, 
4372, 27661, 53940 
Wild Horse and Burro Advisory Board, 7231, 
55107 
Wyoming Resource Advisory Council, 32225, 
56217, 78691 
Meetings; Cancellation, 28450 
Memorandum of Understanding; Availability 
Bureau of Land Management and the U.S. Fish 
and Wildlife Service to Promote 
Conservation of Migratory Birds, 6494 
National Petroleum Reserve—Alaska Oil and Gas 
Lease Sale, 68502, 2011, 68502 
Nominations for Wyoming Resource Advisory 
Council, 68782 
Notice of Proposed Reinstatement of Terminated 
Oil and Gas Lease WYW1, 0429, 14986 
Opening of Lands Subject to Section 24 of the 
Federal Power Act: 
Alaska, 68783 
Permanent Closure of Public Lands: 
Clackamas and Multnomah Counties, OR, 
54788 
Plats of Survey: 
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Arizona, 8375 
Montana, 29006 


Plats of Survey; Filings: 


Oregon/Washington, 3157 


Proposed Class II Reinstatement of Terminated 


Oil and Gas Lease, Utah, 14686 


Proposed Class II Reinstatements of Terminated 


Oil and Gas Leases: 
Utah, 46838, 66080 


Proposed Environmental Plan Amendment: 


West Mojave Plan, Motorized Vehicle Access 
Element; Inyo, Kern, Los Angeles and San 
Bernardino Counties, CA., 56466 


Proposed Reinstatement of Terminated Oil and 


Gas Leases, 399, 42725, 3277, 61381, 4263, 
52690, 5397, 6122, 10389, 8794, 23834, 
13431, 24513, 61380, 61381, 61382 
Mississippi, 62830 
Montana, MTM 94684 and MTM, 4685, 28452 
Montana, MTM 99624 and MTM, 9625, 28452 
Nevada, 34251 
Nevada, NVN-, 5901, 28451, 5955, 28450 
Nevada, NVN-84801 and NVN-, 4802, 28451 
New Mexico, NMNM, 12879, 30195, 12906, 
28451 
NMNM, 13399, 60866 
NMNM 113397 and NMNM, 13398, 60866 
NMNM 113413 and NMNM, 17541, 60865 
Wyoming, 61380 
WYW174755, Wyoming, 62830 
WYW176141, Wyoming, 60864 
WYW176209, Wyoming, 60864 
WYW176210, Wyoming, 60864 
WYW176211, Wyoming, 60865 
WYW176212, Wyoming, 60865 
Proposed Reinstatements of Terminated Oil and 
Gas Leases: 
CACA 52030, CA, 66080 
Colorado COC6, 168, 35909 
MTM, 8742, 54484 
NDM, 5192, 46839 
Nevada, 31978, 66081 
WYW140216, Wyoming, 41821 
WYW 143519, Wyoming, 41822 
WYW143524, Wyoming, 41822 
WYW 164400, Wyoming, 18244 
Proposed Withdrawal and Opportunity for Public 
Meeting: 
California, 33352 
Proposed Withdrawal Extension and Opportunity 
for Public Meeting, Wyoming; Correction, 
35909 
Colorado, 33353 
Proposed Withdrawal Extensions and 
Opportunities for Public Meetings: 
Montana, 358 
Proposed Withdrawals and Opportunities for 
Public Meetings: 
Idaho, 359 
Proposed Withdrawals, Transfers of Jurisdiction, 
and Public Meetings: 
California; Correction, 67473 
Public Land Order: 
Partial Revocation Jupiter Inlet Lighthouse, FL; 
Withdrawal, 24513 
Partial Revocation of Public Land Order No. 
1479; Idaho, 24514 
Public Land Order No. 7759; Extension of Public 
Land Order No. 6833: 
Washington, 12131 
Public Land Order No. 7760; Extension of Public 
Land Order No. 6839; Alaska, 18244 
Public Land Order No. 7785; Extension of Public 
Land Order No. 6912: 
Montana, 76179 
Public Land Orders, 28241, 38206 


Alaska, 59736, 60866 
Alaska; Correction, 52346 
Montana, 81524 
No. (7758); Revocation of Secretarial Order 
Dated March 7, 1932; Wyoming, 1629 
No. 7756; Revocation of Secretarial Order, 1628 
No. 7757; Withdrawal of National Forest 
System Land for Big Ice Cave, MT, 1629 
No. 7761; Extension of Public Land Order No. 
6849; Nevada, 23335 
No. 7762; Extension of Public Land Order No. 
6845; New Mexico, 21914 
No. 7763; Partial Revocation of Public Land 
Order No. 3708; Alaska, 23334 
No. 7770; Extension of No. 6884; Alaska, 
36573 
No. 7781; Extension of Public Land Order No. 
6881; Montana, 61738 
No. 7782; Extension of Public Land Order No. 
6880; Oregon, 61737 
No. 7783; Extension of Withdrawal Created by 
Subtitle A of Public Law No. 104 201; 
Colorado, 59157 
No. 7784; Extension of Public Land Order No. 
6886; Wyoming, 62831 
Oregon, 52347, 59736, 75900 
Proposed Withdrawal Extension and 
Opportunity for Public Meeting; Wyoming, 
23333 
Public Land Order No. 7777; Partial Extension 
of Public Land Order No. 6874; Oregon, 
54484 
Utah; Public Meeting, 81525 
Washington, 52346 
Wyoming, 75900 
Public Land Orders; Correction, 40743 
Public Land Orders; Extension 
Montana, 31977 
Public Land Orders; Extensions: 
No. 6888, Alaska, 36574 
Realty Action: 
Competitive Sale of Public Lands in Lake 
County, CA, 31627 
Conveyance of Public Lands for Airport 
Purposes in Clark County; NV, 11262 
Direct Sale of Public Land in Lawrence County; 
SD, 2413 
Direct Sale of Public Land in San Benito 
County, CA, 50492 
Direct Sale of Public Lands in Jerome County, 
ID, 29784 
Proposed Direct Sale of Public Land in 
Shoshone County, ID, 11264 
Recreation and Public Purposes Act 
Classification; Lease of Public Land in 
Canyon County, ID, 29785 
Realty Actions: 
Application for a Recordable Disclaimer of 
Interest in Land; Wyoming, 16811 
Competitive Online Auction of Public Lands 
in Clark County, NV; Correction, 2920 
Competitive Sale of Public Land in Carson City, 
NV, 44355 
Competitive Sale of Public Land in Santa Clara 
County, CA, 72972 
Competitive Sale of Public Lands in Colusa, 
Glenn, and Lake Counties, CA, 37373 
Competitive Sale of Public Lands in Monterey 
County, CA, 5201 
Competitive Sale of Public Lands in Sandoval 
County, NM, 6155 
Competitive, Sealed-Bid Sale of Public Lands 
in Clark County, NV, 18578, 56793 
Conveyance of Federally Owned Mineral 
Interests in Pinal County, AZ, 40744, 
70752, 81525 
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Direct (Non-Competitive) Sale of Reversionary 
Interest in Benton County, WA, 68783 

Direct Sale of Public Land in Monterey County, 
CA, 47237 

Direct Sale of Public Land in Santa Clara 
County, CA, 68784-68785 

Direct Sale of Public Land in Shasta County, 
CA, 62831 

Direct Sale of Public Lands in Santa Clara 
County, CA, 16811 

Extension of Temporary Segregation of Public 
Lands for Proposed Disposal in Blaine 
County, ID, 16444 

Lease and Conveyance of Public Land, Dona 
Ana County, NM, 6816 

Lease and Conveyance of Public Land, Mohave 
County, AZ, 16809 

Modification of Segregative Effect of 
Recreation and Public Purposes Act 
Classifications of Public Lands in Natrona 
County, WY, 2705 

Modified Competitive Bid Sale of Public Land 
in Santa Clara County, CA, 16812 

Modified Competitive Bid Sale of Public Lands 
in Santa Cruz County, CA, 6154 

Non-Competitive (Direct) Sale of Public Land 
in Hot Springs County, WY, 16810 

Opening of Public Land in Elko County, NV, 
12131 

Public Lands in Uinta County, WY, 40743 

Recreation and Public Purposes Act 
Classification of Public Land, Comanche 
County, OK, 5200, 31978, 53152, 60524, 
81526 

Recreation and Public Purposes Lease Partial 
Change of Use of Public Lands in Clark 
County, NV, 28452 

Tenakee Springs, AK, 74805 

Termination of Segregation, Opening of Public 
Lands; Montana, 76180 

Realty Actions; Recreation and Public Purposes 
Act Classifications; Amendments: 

Kingman Resource Management Plan, Arizona, 

$3357 
Record of Decision: 

Blackfoot Bridge Mine, Caribou County, ID, 

35467 
Record of Decision; Availability: 

Rice Solar Energy, LLC, Rice Solar Energy 

Project, 78021 
Record of Decision; Environmental Impact 
Statement: 
Wright Area South Hilight Field Coal Lease- 
by-Application; Wyoming, 12132 
Record of Decision for the Over The River Art 
Project, Colorado, 69281 
Record of Decisions; Availability: 

West Butte Wind Power Right-of-Way, Crook 

and Deschutes Counties, OR, 43341 
Records of Decision; Availability: 

Desert Sunlight Holdings, LLC, Desert Sunlight 
Solar Farm and California Desert 
Conservation Area Plan Amendment, 
50493 

One Nevada Transmission Line Project, Nevada, 
14986 

Sonoran Solar Energy Project, Arizona, 80961 

Southern California Edison Eldorado Ivanpah 
Transmission Project, 30739 

Tule Wind, LLC Tule Wind Project, San Diego 
County, CA, 80962 

Records of Decisions: 

DesertXpress Enterprises, LLC, High-Speed 
Passenger Train Project, 71353 

Southern California Edison Co. Devers-Palo 
Verde No. 2 Transmission Line Project, 
California, 42725 


Relocation of Bureau of Land Management’s 
Gunnison Field Office in Gunnison, CO, 
2414 

Reopening for Nominations for Certain Resource 
Advisory Councils, 50755 

Request for Nominations: 

New Mexico Albuquerque and Farmington 
District Resource Advisory Councils, 
10389 

Requests for Nominations: 

Albuquerque District Resource Advisory 
Council, 73658 

Pinedale Anticline Working Group, Wyoming, 
65534 

Resource Advisory Councils; Call for 
Nominations, 33359 

Rules for Public Lands: 

Ukiah Field Office in Lake, Sonoma, 
Mendocino, Glenn, Colusa, Napa, Marin, 
Yolo, and Solano Counties, CA, 31979 
Segregation of Public Lands: 
Arizona, California, Colorado, Nevada, New 
Mexico, and Utah, 38416 
Stay of Filing of Plat; Colorado, 596, 48174 
Stays of Filings of Plat: 
Colorado, 62088 

Temporary Closure of Caves with Significant Bat 
Resources on Public Lands in New Mexico, 
4373 

Temporary Closure of Selected Public Lands in 
La Paz County, AZ, 5398 

Temporary Closures and Temporary Restrictions 
on Specific Uses of Public Lands: 

Pershing County, NV, 37147 
Temporary Closures of Roads and Trails: 
Public Lands Adjacent to Big Willow Creek, 
Payette County, ID, 44602 
Temporary Closures on Public Lands in Ada and 
_ Elmore Counties, Idaho, 12753 

Temporary Closures on Public Lands in Washoe 
County, NV, 24514 

Temporary Restriction of Discharge of Firearms 
on Public Lands: 

Kanaka Valley, El Dorado County, CA, 5202 

Terminated Oil and Gas Leases; Proposed 
Reinstatements: 

WYW178834, Wyoming, 52013 

Terminations of Recreation and Public Purposes 

Classifications and Opening Orders: 
Comanche County, OK, 2414 

Use Authorizations; Special Recreation Permits, 

Other than on Developed Recreation Sites: 
Fee Adjustments, 10915 

Use of Certified Noxious-Weed-Free Forage and 
Straw on BLM Lands in the State of Idaho, 
43706 

West Tavaputs Plateau Road Restriction Order, 
Utah, 18245 

Wild Horse and Burro Advisory Board; 
Nominations, 48174 

Alaska Native Claims Selections: 

Decision Approving Lands for Conveyance, 
22413 

Amended Proposed Withdrawal; Public Meetings; 

Partial Termination of Segregative Effect: 
Arizona, California, Colorado, Nevada, New 
Mexico, and Utah, 22414 

Proposed Reinstatements of Terminated Oil and 
Gas Leases: 

CACA 49187, California, 22422 


Legal Services Corporation 


RULES 

Fee-Generating Cases, 23502 

Income Level for Individuals Eligible for 
Assistance; Correction, 4550, 5289 
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PROPOSED RULES 

Fee-Generating Cases, 6381 

NOTICES 

Budget Request for FY 2013, 34102 

Calendar Year 2011 Competitive Grant Funds; 
Availability, 1642 

Calendar Year 2012 Competitive Grant Funds; 
Availability, 17711 

Elimination of the Nevada, South Dakota, and 
Wyoming Migrant Service Areas Beginning 
April, 2011, 3926 

Elimination of the West Virginia Migrant Service 
Area, 56482 

Fiscal Oversight Task Force Report and 
Recommendations, 54258 

Grant Awards for the Provision of Civil Legal 
Services: 

Eligible Clients in Louisiana, 19792 

Intent to Award Grants for the Provision of Civil 
Legal Services to Eligible Low-Income 
Clients, 68221 

Meetings: 

Fiscal Oversight Task Force Report and 
Recommendations, 76189 

Meetings; Sunshine Act, 4378, 17459, 20050, 
28097, 34761, 36580, 41306, 44962, 52352, 
53492, 55710, 56482, 57081, 63660, 71078, 
77558, 78701 

Poverty Data and Funding Distribution, 48904 


Library of Congress 


See Copyright Office, Library of Congress 
See Copyright Royalty Board 


Management and Budget Office 


See Federal Procurement Policy Office 


RULES 
Federal Regulations: 

OFPP Policy Letters, and CASB Cost 
Accounting Standards Included in the 
Semiannual Agenda of Federal Activities, 
60357 

Semiannual Agenda of Federal Activities; 
Withdrawal, 70037 


NOTICES 
2010 Pay-As-You-Go (PAYGO) Report, 3657 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
45299, 72446 
Generic Clearance for Collection of Qualitative 
Feedback on Agency Service Delivery; 
Correction, 819 
Partnership Fund for Program Integrity 
Innovation Pilot Idea Template, 32375, 
61753 
Appointment of Lobbyists to Federal Boards and 
Commissions; Final Guidance, 61756 
Audits of States, Local Governments, and Non- 
Profit Organizations: 
OMB Circular A-133 Compliance Supplement, 
32377 
Cost-Based and Inter-Agency Billing Rates for 
Medical Care or Services Provided by the 
Department of Veterans Affairs, 40749 
Cost of Hospital and Medical Care Treatment at 
Department of Defense Medical Treatment 
Facilities: 
Fiscal Year 2011 Rates Regarding Recovery 
From Tortiously Liable Third Persons, 
15349 
Cost of Outpatient Medical Services at Department 
of Defense Medical Treatment Facilities: 
Fiscal Year 2010 Rates Regarding Recovery 
from Tortiously Liable Third Persons, 
15349 


Management 


Discount Rates for Cost-Effectiveness Analysis of 
Federal Programs, 7881 
Draft 2011 Report to Congress on the Benefits 
and Costs of Federal Regulations, 18260 
North American Industry Classification System; 
Revision for 2012, 51240 
Outpatient Medical, Dental, and Cosmetic Surgery 
Services Furnished by Department of Defense 
Medical Treatment Facilities: 
Rates Regarding Recovery From Tortiously 
Liable Third Persons, 72003 
United States Government Inter-Agency Anti- 
Counterfeiting Working Group: 
Strategy to Eliminate Counterfeit Products from 
United States Government Supply Chain, 


48905 
NOTICES 


Classified National Security Information, 34761 

Committee of Scientific Advisors on Marine 
Mammals; Nominations, 23339 

Guidelines for Ensuring and Maximizing Quality, 
Obiectivity, Utility, and Integrity of 
Information, 37376 

Guidelines for Ensuring and Maximizing the 
Quality, Objectivity, Utility, and Integrity of 
Information, 51060 

Meetings; Sunshine Act, 22155 


Maritime Administration 
RULES 
Approval Process for Transfers to Foreign 


Registry of U.S. Documented Vessels Over 
1, Gross Tons, 37280 

PROPOSED RULES 

Retrospective Review under E.O. 13563; 
Meetings; Cargo Preference, 57941 

NOTICES 

Administrative Waiver of the Coastwise Trade 
Laws, 38269 

Administrative Waivers of Coastwise Trade Laws: 

Vessel REEL ATTITUDE, 70216 

Administrative Waivers of the Coastwise Trade 
Laws, 11558, 11559, 11560, 15043, 18299, 
18300, 18302, 30755, 31004 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 4416, 
6181, 12219, 13699, 14745, 22942, 22943, 
24561, 28845, 31005, 32019, 35941, 38270, 
41860, 52382, 55730, 60116, 66126, 67249, 
72034, 75948, 78080 

Generic Clearance for Collection of Qualitative 
Feedback on Agency Service Delivery, 
40981 

Reports, Forms and Recordkeeping 
Requirements, 15364, 33807, 41330, 55731 

Application of Cargo Preference Requirements to 
Maritime Loan Guarantee Program, 37402 

Assistance to Small Shipyard Grant Program, 
77307 

Assistance to Small Shipyards Grant Program, 
24082 

Buy America Waiver, 14457 

Environmental Assessments; Availability, etc.: 

Beaumont Layberth Facility, 19523 

United States Merchant Marine Academy 
Mallory Pier Replacement, 68260 

Environmental Impact Statements; Availability, 
etc.: 

Liberty Natural Gas, LLC, Liberty Liquefied 
Natural Gas Deepwater Port License 
Application, 4417 

Funding Availabilities: 
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Applications for Credit Assistance under 
Transportation Infrastructure Finance and 
Innovation Act Program, 3190 
Inventory of U.S.-Flag Launch Barges, 20080 
Meetings: 
Marine Transportation System National 
Advisory Council, 59769 
Ready Reserve Force Ship Manager Contract 
Program, 76811 
U.S.-Flag Great Lakes Fleet Revitalization 
Study; Correction, 1665 
Offer for Public Sale of Two High Speed Vessels, 
35941 
Public Listening Sessions and Workshops: 
Maritime Administrations Panama Canal 
Expansion Study and America’s Marine 
Highway Program, 55732 
Requested Administrative Waiver of the Coastwise 
Trade Laws, 24562, 24563, 30235, 30236, 
30237, 31006, 31007, 39152 
Vessel DAUNTLESS, 73005 
Requested Administrative Waivers of Coastwise 
Trade Laws, 819, 820, 4419, 13700, 13701, 
26793, 35943, 35944, 35945, 35946, 40772, 
46893, 46894, 55733 
Ariels Song, 402 
Vessel BRUT, 40983 
Vessel CAP II, 66127 
Vessel DANDY, 40982 
Vessel JUANITA, 40984 
Vessel SALLY, 67555 
Vessel SOMEDAY IS NOW, 40984 
Vessel TANTO AMOR, 40983 
Vessel TRILOGY, 40981 
Vessel ARIA; Invitation for Public Comments, 
60117 
Vessel WILDFLOWER; Invitation for Public 
Comments, 60117 
Requested Administrative Waivers of the 
Coastwise Trade Laws, 6182, 6183, 6184, 
28846, 29331, 51464, 51465, 51466, 51467 
Vessel ABOUT TIME, 67254 
Vessel ACERO AZUL, 67253 
Vessel BEIJA FLOR, 67252 
Vessel CELTIC TRAVELLER, 67256 
Vessel d’ ARTAGNAN, 67252 
Vessel DURABO, 67251 
Vessel ELYATT, 67255 
Vessel Jubilee, 57797 
Vessel KAUHALE KAI III, 67251 
Vessel KIWI CAT, 67255 
Vessel LINDA GRACE, 67254 
Vessel THE GIFT, 67253 
Requests for Administrative Waiver of Coastwise 
Trade Laws: 
Vessel OCEAN VUE, 73771 
Requests for Administrative Waiver of the 
Coastwise Trade Laws: 
Vessel CHRYSALIS, 75948 
Vessel DREAM CATCHER, 79764 
Vessel NAGA, 75949 
Vessel PANGAEA, 75949 
Vessel TANGO, 79763 
Requests for Administrative Waivers of the 
Coastwise Trade Laws, 11561 
Vessel Barbary Ghost, 76812 
Vessel FOR-2-NA, 76813 
Vessel LADY KAY, 76812 
Vessel OCEAN VUE, 76811 
Vessel PATRIOT II, 76814 
Vessel PRIORITIES, 76813 
Use of Foreign-Flag Anchor Handling Vessels in 
the Beaufort Sea or Chukchi Sea Adjacent 
to Alaska, 79764 


Voluntary Intermodal Sealift Agreement (VISA): 
Open Season for Enrollment, 41861 


Merit Systems Protection Board 


RULES 

Mandatory Electronic Filing for Agencies and 
Attorneys, Washington Regional and Denver 
Field Office, 63537 

Practices and Procedures, 60706 

Practices and Procedures; Board Meetings, 10755 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
13436 

Fiscal Year 2010 Service Contract Inventory; 
Availability, 42140 

Opportunities To File Amicus Briefs, 59171 

Opportunity to File Amicus Briefs, 44373 

Opportunity To File Amicus Briefs in Matter of 
Jeffrey Denton v. Department of Agriculture, 
2422 

Opportunity To File Amicus Briefs in the Matter 
of Michael B. Graves v. Department of 
Veterans Affairs, 32236 

Oral Arguments, 73691 

Performance Review Board Membership, 14699 


Mexico and United States, 
International Boundary and 
Water Commission 


See International Boundary and Water 
Commission, United States and Mexico 

Millennium Challenge Corporation 

NOTICES 

Candidate Countries for Account Eligibility in 
Fiscal Year 2012; Potential Candidate 
Countries Except for Legal Prohibitions, 
69290 

Compact with Republic of Malawi, 21044 

Compact with the Republic of Indonesia, 73691 

Determination Criteria and Methodology: 

Eligibility of Candidate Countries for Assistance 
in Fiscal Year 2011, 61386, 61386 

Meetings; Sunshine Act, 12134, 34273, 57765, 
74077 

Quarterly Report, 60536 

Quarterly Report (July 1, 2011 - September 30, 
2011), 74813 

Quarterly Report (October 1, 2010 - December 
31, 2010), 19131 

Quarterly Reports: 

January 1, 2011 - March, 1, 2011, 35031 

Report on Countries that are Candidates for 
Millennium Challenge Account Eligibility in 
Fiscal Year 2012, etc., 55419 

Report on Selection of Eligible Countries for 
Fiscal Year 2011, 2423 

Report on the Selection of Eligible Countries for 
Fiscal Year 2012, 79712 


Mine Safety and Health 
Administration 

RULES 

Maintenance of Incombustible Content of Rock 
Dust in Underground Coal Mines, 35968 

PROPOSED RULES 

Examinations of Work Areas in Underground Coal 
Mines and Pattern of Violations, 11187, 
35801 

Lowering Miners Exposure to Dust, 25277, 30878 

Lowering Miners Exposure to Respirable Coal 
Mine Dust, 2617, 12648 

Pattern of Violations, 5719, 18467 

Proximity Detection Systems for Continuous 
Mining Machines in Underground Coal 
Mines, 54163, 63238, 70075 
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NASA 


Underground Coal Mines Safety Stan#lards: 
Pattern of Violations, 25277 
NOTICES 
Affirmative Decisions on Petitions for 
Modification Granted in Whole or in Part, 
2721, 33786, 58300 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals 
Automatic Fire Sensor and Warning Device 
Systems; Examination and Test 
Requirements, 58301 
Examinations and Testing of Electrical 
Equipment, Including High Voltage 
Longwalls, 374 
Hazard Communication, 21410 
Hoist Operators’ Physical Fitness, 3175 


Proper Use and Management of Cost- 
Reimbursement Contracts, 14543 

Public Access to the Federal Awardee 
Performance and Integrity Information 
System, 4188 

Representation Regarding Export of Sensitive 
Technology to Iran, 68028 

Requirements for Acquisitions Pursuant to 
Multiple-Award Contracts, 14548 

Set-Asides for Small Business, 68032 

Small Disadvantaged Business Self- 
Certification, 68026 

Socioeconomic Program Parity, 14566 

Successor Entities to Netherlands Antilles, 
68039 

Sustainable Acquisition, 31395 

Technical Amendments, 14572, 31416, 68043 

TINA Interest Calculations, 39242 

Trade Agreements Thresholds, 14570 


Morris K. Udall Scholarship and 
Excellence in National 
Environmental Policy Foundation 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
44611, 63661 

Meetings; Sunshine Act, 18583, 63329 


National Aeronautics and Space 
Administration 


RULES 

Boards and Committees, 44461 

Federal Acquisition Regulation; Government 
Mine Accident, Injury, Illness, Mine Property Disposal; Forms; CFR Correction, 


Employment, and Coal Production Reports, 18072 Far : 
589 Federal Acquisition Regulation Award Fee 


Qualification/Certification Program and Man 
Hoist Operators Physical Fitness, 376 
Records of Tests and of Examinations of 
Personnel Hoisting Equipment, 3176 
Refuse Piles and Impoundment Structures, 
Recordkeeping and Reporting 
Requirements, 376 
Respirator Program Records, 3175 
Rock Burst Control Plan, Metal and Nonmetal 
Mines, 3178 
Sealing of Abandoned Areas, 375 
Testing, Evaluation, and Approval of Mining 
Products, 24060 
Brookwood-Sago Mine Safety Grants; 
Solicitations, 47262 
Meetings: 
Safety and Health Management Programs for 
Mines, 64110 
Petitions for Modification of Application of 
Existing Mandatory Safety Standards, 22148, 
37831, 51058, 59742, 64384, 69764, 69766 
Petitions for Modification of Existing Mandatory 
Safety Standards, 16640, 16641, 22152 
Petitions for Modifications of Applications of 
Existing Mandatory Safety Standards, 54802 
Petitions for Modifications of Existing Mandatory 
Safety Standards, 2722 
State’s Mine Health and Safety Grants, 1642 


Mine Safety and Health Federal 
Review Commission 


See Federal Mine Safety and Health Review 
Commission 


Minority Business Development 
Agency 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
National Minority Enterprise Development 
Week Awards Program Requirements, 
81915 
Meetings: 
National Advisory Council for Minority 
Business Enterprise, 2662 
National Advisory Council on Minority 
Business Enterprise, 10337, 33245, 56404, 
71514 
Solicitations of Nominations: 
Membership to National Advisory Council on 
Minority Business Enterprise, 10337 


Mississippi River Commission 
NOTICES 
Meetings; Sunshine Act, 13670, 38708 


Language; Revision, 6696 


Federal Acquisition Regulations: 


Additional Requirements for Market Research, 
14562 

Award Fee Language Revision, 46206 

Buy American Exemption for Commercial 
Information Technology—Construction 
Material, 31415 

Clarification of Standard Form 26 - Award/ 
Contract, 18322 

Compensation for Personal Services, 14571 

Contract Closeout, 31402 

Contractor Policies to Ban Text Messaging 
While Driving, 39240 

Disclosure and Consistency of Cost Accounting 
Practices for Contracts Awarded to Foreign 
Concerns, 14570 

Equal Opportunity for Veterans, 39233 

Extension of Sunset Date for Protests of Task 
and Delivery Orders, 39238 

Federal Acquisition Circular 2005-49; 
Introduction, 4188 

Federal Acquisition Circular 2005-49; Small 
Entity Compliance Guide, 4191 

Federal Acquisition Circular 2005-50; 
Introduction, 14542 

Federal Acquisition Circular 2005-50; Small 
Entity Compliance Guide, 14572 

Federal Acquisition Circular 2005-51; 
Introduction, 18304 

Federal Acquisition Circular 2005-51; Small 
Entity Compliance Guide, 18324 

Federal Acquisition Circular 2005-52; 
Introduction, 31394 

Federal Acquisition Circular 2005-52; Small 
Entity Compliance Guide, 31424 

Federal Acquisition Circular 2005-53; 
Introduction, 39232 

Federal Acquisition Circular 2005-53; Smail 
Entity Compliance Guide, 39243 

Federal Acquisition Circular 2005-54; 
Introduction, 68014 

Federal Acquisition Circular 2005-54; Small 
Entity Compliance Guide, 68044 

Iran Sanctions; Certification Requirement and 
Procurement, 68027 

Justification and Approval of Sole-Source 8(a) 
Contracts, 14559 

National Labor Relations Act; Employee Rights, 
68015 

Organizational Conflicts of Interest, 38089 

Oversight of Contractor Ethics Programs, 31416 

Preventing Personal Conflicts of Interest for 
Contractor Employees Performing 
Acquisition Functions, 68017 

Prohibition on Contracting with Inverted 
Domestic Corporations, 31410 
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Uniform Suspension and Debarment 
Requirement, 39236 
Unique Procurement Instrument Identifier, 
39234 
Use of Commercial Services Item Authority, 
14568 
Women-Owned Small Business Program, 18304 
Federal Acquisition Regulations; 
Corrections, 76899 
Federal Acquisition Regulation Supplements: 
Responsibility, Suspension and Debarment, 
72327 
Government Property, 2001 
Information Technology Security, 4079 
Major System Acquisition; Earned Value 
Management, 40280 
Miscellaneous Administrative Changes, 72328 
PROPOSED RULES 
Claims for Patent and Copyright Infringement, 
44504 
Commercial Acquisition; Anchor Tenancy, 30301 
Cross-Waiver of Liability Clauses, 25657 
End-Item Contracts; Service Award Fee, 57014 
Federal Acquisition Regulation: 
Computer Generation of Forms; Standards, 
79609 
Federal Acquisition Regulations: 
Bio-based Procurements, 41179 
Constitutionality of Federal Contracting 
Programs for Minority-Owned and Other 
Small Businesses, 55849 
Contract Transparency; Withdrawal, 7522 
Documenting Contractor Performance, 37704 
Documenting Contractor Performance; 
Correction, 48776, 50714 
Financial Accounting Standards; Board 
Accounting References; Update, 8989 
Government Property, 18497 
Organizational Conflicts of Interest, 23236 
Payments under Time-and-Materials and Labor- 
Hour Contracts, 44884 
Prioritizing Sources of Supplies and Services 
for Use by the Government, 34634 
Privacy Training 2010-2013, 63896 
Service Contracts Reporting Requirements, 
22070 
Service Contracts Reporting Requirements; 
Correction, 24443 
Updates to Contract Reporting and Central 
Contractor Registration, 73564 
Major System Acquisition: 
Earned Value Management, 7526 
National Environmental Policy Act; 
Implementation, 43616 
Responsibility, Suspension, and Debarment, 25656 
Retrospective Review under E.O. 3563, 31884 
Semiannual Regulatory Agenda, 40144 


142 


NASA 


NOTICES 


Aerospace Safety Advisory Panel; Charter 
Renewal, 65750 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 4736, 
4737, 8784, 781, 9820, 12135, 20714, 28039, 
28243, 38429, 41525, 46328, 55950, 60555, 
67762, 79226 
Acquisition of Helium, 12357, 30362 
Biobased Procurements, 81940 
Buy American Act Certificate, 24027 
Buy American—Construction, 65510 
Certification of Independent Price Determination 
and Parent Company and Identifying Data, 
16735 
Federal Acquisition Regulation, 22708 
Federal Acquisition Regulation; Affidavit of 
Individual Surety, 22706 
Federal Acquisition Regulation; Architect- 
Engineer Qualifications, 55389 
Federal Acquisition Regulation; Buy American 
Act—Construction, 40367 
Federal Acquisition Regulation; Certification of 
Independent Price Determination and 
Parent Company and Identifying Data, 
37353 
Federal Acquisition Regulation; Contract 
Financing, 4112 
Federal Acquisition Regulation; Contractor 
Business Ethics Compliance Program and 
Disclosure Requirements, 37353 
Federal Acquisition Regulation; Cost or Pricing 
Data Requirements and Information Other 
Than Cost or Pricing Data, 35218, 67152 
Federal Acquisition Regulation; Duty-Free 
Entry, 22707, 40367 
Federal Acquisition Regulation; Material and 
Workmanship, 76975 
Federal Acquisition Regulation; OMB Circular 
A-, 19, 39402 
Federal Acquisition Regulation; Past 
Performance Information, 67153 
Federal Acquisition Regulation; Payment by 
Electronic Fund Transfer, 35219 
Federal Acquisition Regulation; Place of 
Performance, 17126, 42127 
Federal Acquisition Regulation; Presolicitation 
Notice and Response, 64077 
Federal Acquisition Regulation; Progress 
Payments (SF-1443), 81942 
Federal Acquisition Regulation; Trade 
Agreements Certificate, 24026 
Federal Acquisition Regulations; Architect- 
Engineer Qualifications, 20351 
Federal Acquisition Regulations; Contractor 
Business Ethics Compliance Program and 
Disclosure Requirements, 60837 
Federal Acquisition Regulations; Organization 
and Direction of Work, 72413 
Federal Acquistion Regulation; Environmentally 
Sound Products, 17127, 40368 
Organization and Direction of Work; Federal 
Acquisition Regulation, 49483 
Payment by Electronic Fund Transfer, 67153 
Presolicitation Notice and Response, 22706 
Preventing Personal Conflicts of Interest for 
Contractor Employees Performing 
Acquisition Functions, 27648 
Prohibition on Acquisition of Products Produced 
by Forced or Indentured Child Labor, 
24025, 42709 
Qualitative Feedback on Agency Service 
Delivery, 20714 
Request for Authorization of Additional 
Classification and Rate, 5375 
Federal Acquisition Regulation; Buy American 
Act Certificate, 60049 


Federal Acquisition Regulation; Standard Form 
28, Affidavit of Individual Surety, 60050 
Federal Acquisition Regulation; Trade 
Agreements Certificate, 60048 
Centennial Challenges 2011 Strong Tether 
Challenge, 41526 
Centennial Challenges 2012 Sample Return Robot 
Challenge, 56819 
Charter Renewals: 
NASA Advisory Council, 67482 
Environmental Assessments; Availability, etc.: 
Launch of NASA Routine Payloads on 
Expendable Launch Vehicles, 52694 
Envi ntal Impact Statements; Availability, 
National Environmental Policy Act; Santa 
Susana Field Laboratory, Ventura County, 
CA, 39443 
Sounding Rockets Program, Poker Flat Research 
Range, 20715 
Wallops Flight Facility, VA, 40751 
FY 2010 Service Contract Inventory; Availability, 
6827 
Grant of Partially Exclusive Licenses, 35480 
Grants of Exclusive Licenses, 35480 
Intents to Grant Exclusive Licenses, 67762 
Intents to Grant Partially Exclusive Licenses, 
52696 
Intent to Grant a Partially Exclusive License, 820 
Intent to Grant Exclusive License, 13239 
Intent to Grant Exclusive Licenses, 58047, 65751 
Intent to Grant Partially Exclusive License, 28819 
Intent to Grant Partially Exclusive Licenses, 39444 
International Space Station National Laboratory 
Advisory Committee; Charter Renewal, 
65752 
Meetings: 
Advisory Council, 21072 
Advisory Council; Human Exploration and 
Operations Committee, 63663 
Advisory Council Science Committee, 
Astrophysics Subcommittee, 66998 
Advisory Council Science Committee Planetary 
Science Subcommittee, 75914 
Advisory Council Technology and Innovation 
Committee, 66997 
Aeronautics Committee, 16643, 40753, 58843 
Aeronautics Committee Unmanned Aircraft 
Systems Subcommittee, 75565 
Aerospace Safety Advisory Panel, 2923, 19147, 
36937, 62455 
Aerospace Safety Advisory Panel; Correction, 
23339, 26316 
Audit, Finance, and Analysis Committee, 65540 
Audit, Finance and Analysis Committee, NASA 
Advisory Council, 64112 
Commercial Space Committee, 40753 
Earth Science Subcommittee, 21073 
Education and Public Outreach Committee, 
2150, 21072 
Federal Transition to Secure Hash Algorithm, 
11433 
Heliophysics Subcommittee, 14433, 28470 
International Space Station Advisory Committee 
and the Aerospace Safety Advisory Panel, 
52016 
NASA Advisory Council, 4133, 41825, 64111 
NASA Advisory Council; Aeronautics 
Committee, 183 
NASA Advisory Council; Audit, Finance and 
Analysis Committee, 4380 
NASA Advisory Council; Cancellation, 65540 
NASA Advisory Council; Commercial Space 
Committee, 17712 
NASA Advisory Council; Education and Public 
Outreach Committee, 41825 
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NASA Advisory Council; Information 
Technology Infrastructure Committee, 
64386 
NASA Advisory Council; Science Committee, 
41824 
NASA Advisory Council; Science Committee; 
Astrophysics Subcommittee, 14106, 35481, 
59172 
NASA Advisory Council; Science Committee; 
Earth Science Subcommittee, 49508 
NASA Advisory Council; Science Committee; 
Planetary Science Subcommittee, 31641, 
58303, 64387 
NASA Advisory Council; Science Committee 
Planetary Protection Subcommittee, 69768 
NASA Advisory Council Audit, Finance and 
Analysis Committee, 20717 
NASA Advisory Council Commercial Space 
Committee, 3674 
NASA Advisory Council Science Committee, 
17158 
NASA Advisory Council Science Committee 
Planetary Science Subcommittee; 
Postponement, 69292 
NASA Advisory Council Space Operations 
Committee, 3673, 20717 
National Space-Based Positioning, Navigation, 
and Timing Advisory Board, 30202, 65540 
Planetary Science Subcommittee, Science 
Committee, NASA Advisory Council, 7235 
Science Committee, 8380, 59446 
Science Committee; Planetary Science 
Subcommittee, 62456 
Science Committee, Astrophysics 
Subcommittee, 5405 
Science Committee Planetary Protection 
Subcommittee, 21411 
Science Committee, Planetary Science 
Subcommittee, 10626, 16841 
Space Operations and Exploration Committees, 
41307 
Task Group of the Science Committee, 21073, 
26771 
Technology and Innovation Committee, 40753 
Technology and Innovation Committee of the 
NASA Advisory Council, 19793 
NASA Federal Advisory Committees; 
Nominations and Self-Nominations, 52016 
NASA Routine Payloads on Expendable Launch 
Vehicles, 72218 
National Environmental Policy Act: 
Mars Science Laboratory (MSL) Mission, 4133 
Performance Rev:ew Board, Senior Executive 
Service; Membership, 60090 
Privacy Act; Systems of Records, 1195, 64112, 
64114, 64115, 67763, 78050 
Re-Establishment of the National Space-Based 
Positioning, Navigation, and Timing Advisory 
Board, 22924 
Renewal of NASA International Space Station 
Advisory Committee Charter, 64122 
Review of Regulatory Coverage:. 
Prevention of Personal Conflicts of Interest for 
Contractor Employees, 68046 


National Agricultural Library 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
14899, 42677, 77203 


National Agricultural Statistics 
Service 
NOTICES 


Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 4862, 


6598, 28416, 36518, 45505, 52304, 64299, 
70108 
Agricultural Labor Survey and Farm Labor 
Reports; Suspension, 28730 
Distillers Co-Products Survey and All 
Associated Reports; Suspension, 71309 
Intents to Resume Agricultural Labor Surveys and 
Farm Labor Reports, 38110 
Intent to Reduce the Frequency of Chemical Use 
Surveys and All Associated Reports, 71310 
Intent to Suspend Postharvest Chemical Use 
Survey and All Associated Reports, 59998 
Rice and Potato Stocks Surveys; Reports, 78610 
Suspension of Bee and Honey Surveys and All 
Associated Reports, 71311 
Suspension of Nursery Production, Nursery and 
Floriculture Chemical Use, and Christmas 
Tree Production Surveys and All Associated 
Reports, 78610 
Suspension of July Sheep and Goat Survey, etc., 
39377 


National Archives and Records 
Administration 


See Federal Register Office 

See Information Security Oversight Office 

RULES 

Appeal Authority When Researcher Privileges Are 
Revoked, 6554 

Declassification of National Security Information, 
81827 

New Agency Logos, 1523 

Presidential Library Facilities; Correction, 11337 

Records Reproduction Fees, 62632 


PROPOSED RULES 
Declassification of National Security Information, 
40296 
NARA Records Reproduction Fees, 43960 
NOTICES 
Advisory Committee on Electronic Records 
Archives; Charter Renewal, 52991 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2923, 
4737, 7591, 10406, 11521, 14433, 24920, 
29012, 31641, 43353, 46855, 52991, 67483, 
67484, 72449 
Meetings: 
Advisory Committee on Electronic Records 
Archives, 15349 
Advisory Committee on Presidential Library- 
Foundation Partnerships, 26317, 70765 
Advisory Committee on the Electronic Records 
Archives, 19147, 65218 
Advisory Committee on the Records of 
Congress, 31367 
Nixon Presidential Historical Materials: 
Opening of Materials, 62856 
Nixon Presidential Historical Materials; Opening 
of Materials, 35918 
Opening of Materials: 
Nixon Presidential Historical Materials, 27092 
Privacy Act; Systems of Records, 13671 
Records Schedules, 35048, 43354, 53700, 60931 
Availability and Request for Comments, 59446, 
71079 
Records Schedules; Availability, 6635, 20718, 
22924, 29802, 38210, 49509, 76190, 78315, 
80970, 80971 
Records Schedules; Availability and Request for 
Comments, 1642, 16002, 28098, 28099, 
66761 
Records Schedules; Availability, etc., 10406 — 
Senior Executive Service Performance Review 
Board; Members, 50272 
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National Capital Planning 
Commission 
NOTICES 
Meetings: 
Draft Revisions to Transportation and Federal 
Workplace Elements of Comprehensive 
Plan for National Capital, 43355 


Senior Executive Service; Performance Review 
Board; Members, 29013 


National Council on Disability 


NOTICES 
Meetings; Sunshine Act, 10916, 12373, 27369, 
35481, 41826, 53967, 72220, 75914 


National Credit Union Administration 


RULES 

Community Development Revolving Loan Fund 
Access for Credit Unions, 67583 

Conversions of Insured Credit Unions, 13504 

Corporate Credit Unions, 23861, 79531 

Corporate Credit Unions; Interpretive Ruling and 
Policy Statement, 10209 

Corporate Credit Unions; Technical Corrections, 
16235 

Fair Credit Reporting Act and Bank Secrecy Act 
Compliance: 

Technical Amendments, 18365 

Golden Parachute and Indemnification Payments; 
Correction, 30510, 36979, 73994 

Guidelines for the Supervisory Review Committee, 
23871 

Insured Status, 30521 

Low-Risk Assets; Amended Definition, 16234 

Net Worth and Equity Ratio, 60364 

Remittance Transfers, 44761, 73993 

Sample Income Data to Meet Low-Income 
Definition, 36976 

Share Insurance and Appendix, 30250 

Technical Amendments, 80226 

Truth in Savings, 3487 

PROPOSED RULES 

Community Development Revolving Loan Fund, 
30286 

Corporate Credit Unions, 54991 

Credit Ratings in Regulations: 
Alternatives to the Use of Credit Ratings, 11164 
Credit Union Service Organizations, 44866 
Eligible Obligations, Charitable Contributions, 
Nonmember Deposits, Fixed Assets, 
Investments, etc., 81421 

Financial Derivatives Transactions To Offset 
Interest Rate Risk, 37030 

Incentive-Based Compensation Arrangements, 
21170 

Interest Rate Risk, 16570 

Loan Participations; Purchase, Sale and 
Obligations, 79548 

Maintaining Access to Emergency Liquidity, 
79553 

Net Worth and Equity Ratio, 16345 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 821, 
22156, 54498, 62456, 63955, 67484, 75914, 
75915, 80972 

Guidelines for the Supervisory Review Committee, 
3674 

Loans in Areas Having Special Flood Hazards: 

Interagency Questions and Answers Regarding 
Flood Insurance, 64175 
Meetings; Sunshine Act, 2151, 5405, 6498, 8381, 
13672, 17712, 21782, 24061, 24921, 28243, 


National Foundation 


34103, 34762, 36938, 37379, 42736, 44048, 

52992, 58047, 65752, 70509, 77020, 77268 
Meetings; Sunshine Act; Cancellation, 6637 
Registration of Mortgage Loan Originators, 6185 


National Drug Control Policy Office 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
24537, 52696 

Designation of Eight Counties as High Intensity 
Drug Trafficking Areas, 44613 

Tribal Consultation Policy, 18583 


National Foundation on the Arts and 
the Humanities 


RULES 
Institute of Museum and Library Services; 
Evaluation by Grantees, 13097 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 3677, 
3927, 6498, 610, 13672, 13673, 19474, 
20375, 28100, 32992, 45881, 49510, 70765 
IMLS Digital Collections and Content; An 
Assessment of Opening History, 31368 
IMLS Museum Web Database; 
MuseumsCount.gov, 54807 
Laura Bush 21st Century Librarian Grant 
Program Evaluation, 72003 
Let’s Move Museums, Let’s Move Gardens, 
71080 
National Endowment for Arts; Annual Arts 
Benchmarking Survey, 54807 
Sustainability of Digitized Special Collections, 
52017 
Sustaining Digitized Special Collections and 
Archives Survey, 31367 
Meetings: 
Arts Advisory Panel, 3677, 16842, 20719, 
28244, 41308, 50499, 70510, 78316, 81542 
Arts Advisory Panel National Endowment for 
Arts, 28101, 59447, 63664 
Arts Advisory Panel National Endowment for 
the Arts, 23845, 35049 
Arts and Artifacts Indemnity Panel, 3677, 41526 
Arts and Artifacts Indemnity Panel Advisory 
Committee, 25378 
Federal Advisory Committee on International 
Exhibitions, 70509 
Federal Council on Arts and Humanities; Arts 
and Artifacts Indemnity Panel Advisory 
Committee, 63665 
Humanities Panel, 6828, 20375, 27671, 36156, 
52697, 58048, 59173, 70168, 70765, 77559 
Humanities Panel, 41826 
Humanities Panel; Cancellation, 56242 
Humanities Panels, 378, 14434, 63664 
National Council on Arts, 34273 
National Council on Humanities, 378 
National Council on the Arts, 13240, 13437, 
62094 
National Council on the Humanities, 37379, 
68511 
National Endowment for the Arts Advisory 
Committee on International Exhibitions, 
35049 
National Endowment for the Humanities, 42736 
President’s Committee on Arts and Humanities 
Nationa! Endowment for Arts, 63665 
Meetings; Sunshine Act, 10916, 63666 
National Endowment for Humanities FY 2010 
Service Contract Inventory; Availability, 
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National Foundation 


Renewal of Advisory Committee, Arts and 
Artifacts Indemnity Panel, 75565 
Service Contract Inventories, FY 2010; Public 

Availability, 10917 


National Highway Traffic Safety 
Administration 


RULES 
Anthropomorphic Test Devices: 
Hybrid III] Test Dummy; Side Impact Crash, 
31860 
Event Data Recorders, 47478 
Federal Motor Vehicle Safety Standards: 
Air Brake Systems, 44829 
Child Restraint Systems, 55825 
Ejection Mitigation; Phase-In Reporting 
Requirements, 3212, 10524 
Electric-Powered Vehicles; Electrolyte Spillage 
and Electrical Shock Protection, 45436 
Electronic Stability Control Systems, 55829 
Lamps, Reflective Devices, and Associated 
Equipment, 48009 
No. 108; Lamp, Reflective Devices and 
Associated Equipment, 23506 
Occupant Crash Protection, 53648 
Registered Importers of Vehicles, 53072 
Side Impact Protection, 52880 
Federal Motor Vehicle Safety Standards; 
Motorcycle Helmets, 28132 
Federal Motor Vehicle Theft Prevention Standard, 
24402 
Light Duty Truck Lines; Requirements and 
Exempt, 20251 
Greenhouse Gas Emissions and Fuel Efficiency 
Standards for Medium- and Heavy-Duty 
Engines and Vehicles; Amendments, 65971 
Greenhouse Gas Emissions Standards and Fuel 
Efficiency Standards: 
Medium- and Heavy-Duty Engines and 
Vehicles, 59922 
Insurer Reporting Requirements: 
List of Insurers Required to File Reports, 41138 
List of Nonconforming Vehicles, 59578 
Make Inoperative Exemptions: 
Vehicle Modifications to Accommodate People 
with Disabilities, Head Restraints, 47078 
Make Inoperative Exemptions, Vehicle 
Modifications To Accommodate People With 
Disabilities; Side Impact Protection, 37025 
Motor Vehicle Fuel Economy Label; Correction, 
54932 
Motor Vehicle Fuel Economy Label; Revisions 
and Additions, 39478 
Motor Vehicle Theft Prevention Standard, 2598 
Motor Vehicle Theft Prevention Standard; Theft 
Data, 65610 
New Car Assessment Program: 
Safety Labeling; Correction, 74723 
New Car Assessment Program; Safety Rating 
Information, 45453 
Tire Fuel Efficiency Consumer Information 
Program, 79114 
Uniform Criteria for State Observational Surveys 
of Seat Belt Use, 18042 
PROPOSED RULES 
2017-2025 Model Year Light-Duty Vehicle GHG 
Emissions and CAFE Standards, 48758 
2017 and Later Model Year Light-Duty Vehicle 
Greenhouse Gas Emissions and Corporate 
Average Fuel Economy Standards, 74854 
Alternate Odometer Disclosure; Petition, 65485 
Alternate Odometer Disclosure Requirements, 
48101 
Consumer Information Regulations: 
Fees for Use of Traction Skid Pads, 2309 


144 


Corporate Average Fuel Economy Standards: 

Environmental Impact Statement, 26996 
Federal Motor Vehicle Safety Standards: 

Air Brake Systems, 55859 

Engine Control Module Speed Limiter Device, 
78 

Lamps, Reflective Devices, and Associated 
Equipment, 23254, 23254, 41181 

Power-Operated Window, Partition, and Roof 
Panel Systems, 11415 

Rear Visibility Federal Motor Vehicle Safety 
Standard, Rearview Mirrors, Low-Speed 
Vehicles Phase-in Reporting Requirements; 
Corrections, 11418 

Rear Visibility, Rearview Mirrors, Low-Speed 
Vehicles, Phase-in Reporting 
Requirements; Public Workshop and 
Hearing, 11417 

Roof Crush Resistance, 15903 

School Buses; Denial of Petition for 
Rulemaking, 53102 

Seat Belt Assemblies; Denial of Petition for 
Rulemaking, 53660 

Small Business Impacts of Motor Vehicle 
Safety, 72888 

Theft Protection and Rollaway Prevention, 
77183 

Greenhouse Gas Emissions: 

Corporate Average Fuel Economy Standards; 
2017 and Later Model Year Light-Duty 
Vehicles, 76932 

Insurers Required to File Reports, 20298 
Pedestrian Safety Enhancement Act: 

Environmental Assessment, Pedestrian Alert 
Sound System on Hybrid and Electric 
Vehicles, 40860 

Preliminary Theft Data; Motor Vehicle Theft 
Prevention Standard, 36486 
Registered Importers: 
Vehicles and Equipment Subject to Federal 
Standards, 2631 

Vehicle Safety Rulemaking and Research Priority 
Plan 2011-2013, 17808 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2747, 
3934, 4150, 4420, 6512, 7897, 8399, 633, 
10635, 12791, 16472, 17186, 17746, 21422, 
24957, 24959, 28128, 28300, 28301, 30238, 
30423, 34139, 34290, 34803, 35266, 35270, 
35271, 38457, 41331, 52383, 56003, 57103, 
58341, 58864, 60599, 62148, 66352, 67555, 
71122, 72747, 74845, 74846, 76218, 78333, 
78334, 82038 

Reports, Forms, and Recordkeeping 
Requirements, 2442, 6513, 6514, 6515, 
11848, 15364, 16035, 20437, 37189, 
46895, 55735 

Annual Insurer Report On Motor Vehicle Theft 
For The 2005 Reporting Year: 

Insurer Reporting Requirements, 5248 
Applications for Renewals of Temporary 
Exemptions from the Advanced Air Bag 
Requirements: 


Koenigsegg Automotive AB; Morgan Motor Co. 


Ltd., 20082 
Charter Renewals: 
National Emergency Medical Services Advisory 
Council, 22166 
Consumer Information; Program for Child 
Restraint Systems, 10637 
Correction, 16472 
Decision that Certain Nonconforming Motor 
Vehicles are Eligible for Importation, 54290 
Decision that Nonconforming Vehicles Are 
Eligible for Importation: 


2007-2011 Suzuki GSX1300R Motorcycles, 
30425 

Denial of Motor Vehicle Defect Petition, 51120, 
76481 

Denials of Motor Vehicle Defect Petitions, 73771 

Denials of Petitions for Decisions of 
Inconsequential Noncompliance: 

CFMOTO Powersports, Inc., 66128 

Federal Motor Vehicle Safety Standards: 

Technical Report on Effectiveness of Electronic 
Stability Control Systems for Cars and 
LTVs, 49532 

Grant of Petition for Decision of Inconsequential 
Noncompliance: 

Bentley Motors, Inc., 4744 

Continental Tire North America, Inc., 71434 

Mazda North American Operations, 66130 

Grant of Petitions for Decision of Inconsequential 
Noncompliance: 
Tireco, Inc., 66353 
Grant of Petitions for Decisions of Inconsequential 
Noncompliance: 

General Motors, LLC, 73006 

Goodyear Tire and Rubber Co., 73007 

JCA Corp., 73005 

Grants of Applications for Temporary Exemptions: 

Terrafugia, Inc., 38270 

Grants of Petitions: 
General Motors, LLC, 75599 
Grants of Petitions for Decision of Inconsequential 
Noncompliance: 
Bentley Motors, Inc., 58343 
Grants of Petitions for Renewals of Temporary 
Exemptions from Advanced Air Bag 
Requirements: 
Tesla Motors, Inc., 60118 
Grants of Petitions for Temporary Exemptions 
from Electronic Stability Control 
Requirements: 
Tesla Motors, Inc., 60124 
Insurance Cost Information Regulation; 
Availability, 6516 
Meetings: 

Crash Injury Research and Engineering 
Network, 46359 

Federal Interagency Committee; Emergency 
Medical Services, 72750 

Federal Interagency Committee on Emergency 
Medical Services, 15044, 17485, 36174 

National Emergency Medical Services Advisory 
Council, 4151, 15043, 39977, 51122, 
64174 

Petition for Exemption from the Federal Motor 
Vehicle Motor Theft Prevention Standard: 

General Motors Corp., 12792 

Jaguar Land Rover, 12220 

Toyota, 12221 

Petitions: 

Nonconforming 2000-2003 Kawasaki ZR750 
Motorcycles Are Eligible for Importation, 
82039 

Petitions for Decision of Inconsequential 
Noncompliance: 

BMW of North America, LLC, 51468 

Forest River, Inc., 53715 

Mercedes-Benz USA, LLC and Daimler AG, 
4421 

OSRAM SYLVANIA Products, Inc., 4420 

Petitions for Decisions: 

Nonconforming 1987-1994 ALPINA Burkard 
Bovensiepen GmbH B11 Sedan Model 
Passenger Cars Are Eligible for 
Importation, 69323 

Nonconforming 2002 Kawasaki Ninja ZX-6R 

Motorcycles are Eligible for Importation, 
14116 
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Nonconforming 2005-2006 Porsche Carrera 
(997) Passenger Cars Manufactured Prior 
to September 1, 2006 are Eligible for 
Importation, 14117 

Petitions for Decisions; Nonconforming Vehicles 
Eligible for Importation: 

2008-2010 M and V GmbH Siegmar Fzb 
Trailers, 32019 

Petitions for Decisions of Inconsequential 
Noncompliance: 

Cooper Tire and Rubber Tire Co., 28502 
Goodyear Tire and Rubber Co., 15045 

Jaguar Land Rover North America, LLC, 53532 
Mitsubishi Motors North America, Inc., 1210 
Volkswagen Group of America, Inc., 30239 

Petitions for Decisions that Nonconforming Cars 
Are Eligible for Importation: 

2006 Mercedes-Benz CLS Class Passenger 
Cars, 30426 

Petitions for Decision that Nonconforming 

Passenger Cars Are Eligible for Importation: 
2005 Mercedes-Benz 350 CLS, 28501 

Petitions for Decision that Nonconforming 
Vehicles Manufactured for the Mexican 
Market Are Eligible for Importation: 

2007 Dodge Durango Multipurpose Passenger, 
32391 

2006 and 2007 Aston Martin Vantage Passenger 
Cars, 6841 

Petitions for Exemption from the Federal Motor 
Vehicle Theft Prevention Standard: 

Chrysler, 68260 

Petitions for Exemption from Vehicle Theft 

Prevention Standard; Suzuki, 4991 
Ford Motor Co., 2444 

Petitions for Exemptions from the Vehicle Theft 

Prevention Standard: 
Mazda, 41557 
Mitsubishi Motors, 8400 
Petitions for Exemptions From Vehicle Theft 
Prevention Standards: 
Ford Motor Co., 16472 
Nissan, 36615 
Volkswagen Group of America, 61477 
Petitions for Renewals of Temporary Exemptions: 
Tesla Motors, Inc.; Advanced Air Bag 
Requirements of FMVSS No., 08, 33402 
Petitions for Temporary Exemption Renewals: 
Lotus Cars Ltd.; Advanced Air Bag 
Requirements of FMVSS No., 08, 33406 

Petitions for Temporary Exemptions: 

Tesla Motors, Inc.; Electronic Stability Control 
Requirements, 47639 

Petition to Modify an Exemption of a Previously 
Approved Antitheft Device; Porsche, 69321 

Proposed Model Performance Measures for State 
Traffic Records Systems, 20438 

Receipt of Application: 

Spyker Automobielen B.V., 19179 
Receipt of Petition for Decision of Inconsequential 
Noncompliance: 
BMW of North America, LLC, 12410 
Toyota Motor North America, Inc., 35271 
Receipts of Petitions for Decisions: 
Nonconforming 2002 Jaguar XJ8 Passenger 
Cars Manufactured for Sale in Kuwaiti 
Market are Eligible for Importation, 69796 

Reports, Forms, and Recordkeeping Requirements, 
210, 72750 

Technical Report on Fatality Risk, Mass, and 
Footprint: 

Model Year 2000-2007 Passenger Cars and 
LTVs, 73008 

Technical Reports; Availability: 

Evaluation of the 1999-2003 Head Impact 
Upgrade of FMVSS No. 201, Upper- 
Interior Components, 73010 
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Temporary Exemption Applications: 
Spyker Automobielen B.V., 49533 

Temporary Exemption Applications; Denials: 
Pagani Automobili SpA; Advanced Air Bag 

Requirements, 47641 
Temporary Exemptions from Advanced Air Bag 
Requirements: 

Wheego Electric Cars, Inc., 7898 


National Indian Gaming Commission 


RULES 
Minimum Internal Control Standards for Class II 
Gaming, 53817 


PROPOSED RULES 
Class II Gaming Regulation: 
Poarch Band of Creek Indians on Behalf of 
Tribal Gaming Working Group, 50436 
Definition of Enforcement Action, 80846 
Enforcement Actions, 80847 
Fees, 62684 
Issuance of Investigation Completion Letters, 
63237 
Management Contracts Background Investigations, 
79565 
Meetings: 
Regulatory Review Schedule; Cancellation of 
Consultation, 47089 
Regulatory Review Schedule, 26967, 33181, 
54408, 57683 
Tribal Consultation, 18457 
Review and Approval of Existing Ordinances or 
Resolutions, 63236 
Tribal Background Investigations and Licensing, 
79567 


NOTICES 

Fee Rate, 7879, 38207 

Regulatory Review Schedule; No Action, 63325 
Tribal Consultations; Schedule Update, 81527 


National Institute of Corrections 


NOTICES 
Cooperative Agreements: 
Document; Tools in Assessing Inmates’ Risks 
and Needs; The Assessment Interview, 
31363 
Cooperative Agreement Solicitations: 
Strategic Essentials for the Advancement of 
Women Executives in Corrections, 78047 
Development of Guide; Solicitation of 
Applications: 
Tools for Implementing Inmate Behavior 
Management - Setting Measurable Goals, 
33365 
Meetings: 
Advisory Board, 8380, 30742, 62850, 65750 
Program Development; Solicitations of 
Applications: 
New Jail Planning Initiative - Review and 
Revision, 33366 
Solicitation for Cooperative Agreements: 
Developing a Method for Conducting an 
Internal Evaluation of Gender-Informed 
Policy and Practice, 43726 
Jail as Part of County Government; Review and 
Revision, 80966 
Production of Five Live Satellite/Internet 
Broadcasts, 68505 
Training and Related Assistance for Indian 
Country Jails, 44369 
Solicitations for Cooperative Agreements, 45618 
Correctional Health Care Executive Curriculum 
Development, 44956 
Curriculum Development for Women Offenders; 
Developing Agency-wide Approach, 46849 


National Institute 


Evaluating Early Access to Medicaid as a 
Reentry Strategy, 39438 

‘Evidence-Based Decision Making in Local 
Criminal Justice Systems’ Project, 50265 

New Jail Planning Initiative; Review and 
Revision, 29268 

Quarterly Publication of ‘Corrections Mental 
Health Newsletter’, 44958 

State Jail Inspector, Training Curriculum 
Revision and Update, 615 


National Institute of Food and 
Agriculture 
RULES 
Competitive and Noncompetitive Non-Formula 
Federal Assistance Programs: 

Beginning Farmer and Rancher Development 
Program; Specific Administrative 
Provisions, 35319 

Biomass Research and Development Initiative; 
Administrative Provisions, 35318 

Federal Assistance Programs: 

Biomass Research and Development Initiative; 
Administrative Provisions, 38548 

Sun Grant Program; Administrative Provisions, 
40593 

National Institute of Food and Agriculture; 
Establishment, 4801 


PROPOSED RULES 
Hispanic-Serving Agricultural Colleges and 
Universities Certification Process, 34187 
NOTICES 
Request for Applications for the Veterinary 
Medicine Loan Repayment Program, 31299 
Requests for Nominations: 
Veterinary Shortage Situation Veterinary 
Medicine Loan Repayment Program, 80878 
Solicitation of Input from Stakeholders Regarding 
the Veterinary Medicine Loan Repayment 
Program, 68126 
Veterinary Medicine Loan Repayment Program: 
Solicitation of Nominations for Veterinary 
Shortage Situations, 5131 


National Institute of Justice 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 813 
Interoperability of Automated Fingerprint 
Identification Systems Regarding Latent 
Fingerprint Exchange Survey, 46328, 
64383 
Requirements Data Collection Application for 
the Juvenile Accountability Incentive Block 
Grants Program, 4376 
Teen Dating Relationships, Opportunities for 
Youth to Define what’s Healthy and 
Unhealthy, 14072 
Understanding Trends in Hate Crimes Against 
Immigrants and Hispanic Americans, 
46326, 62444 


National Institute of Standards and 
Technology 

RULES 

National Voluntary Laboratory Accreditation 
Program; Procedures, 78814 

PROPOSED RULES 

National Voluntary Laboratory Accreditation 
Program: 

Operating Procedures, 17367 
NOTICES 


Agency Information Collection Activities; 
Proposals, Submissions, and Approvals 
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National Institute 
Compliance Assessment Program Laboratory 


Application for Assessment and 
Recognition, 43657 
Evacuation Movement and Behavior 
Questionnaire, 43265 
Identification of Human Ceil Lines Project, 
16609 
MEP Client Impact Survey, 43264 
Summer Institute for Middle School Science 
Teachers, etc., 27305 
Three-Year Generic Request for Customer 
Service-Related Data Collections, 58248 
Usage of Elevators for Occupant Evacuation 
Questionnaire, 17838 
Alternative Personnel Management System, 539, 
78889 
American Petroleum Institute’s Standards 
Activities, 16728 
Cybersecurity, Innovation, and the Internet 
Economy, 34965 
Designation as Responsible Organization for 
Certified Liquid Viscosity Reference 
Standards: 
Cannon Instrument Co., 34208 
Draft Federal Information Processing Standard 
180-4, Secure Hash Standard, 7817 
Effectiveness of Federal Agency Participation in 
Standardization in Select Technology Sectors, 
etc., 3877 
Evaluating Test Procedures for Voting Systems, 
27016 
Framework and Roadmap for Smart Grid 
Interoperability Standards, Release 2.0 
(Draft), 66040 
Funds Availabilities: 
Summer Undergraduate Research Fellowships 
Gaithersburg and Boulder Programs, 3 
Meetings: 
Advisory Committee on Earthquake Hazards 
Reduction, 8712, 18165, 64325, 72905 
Cloud Computing Forum and Workshop III, 
13984 
Cloud Computing Forum and Workshop IV, 
62373 
Electroshock Weapons Test and Measurement 
Workshop, 1136 
Feasibility of Establishing a NIST/Industry 
Consortium on Concrete Rheology; 
Enabling Metrology, 66040 
Federal Government Engagement in Standards, 
3089 
Information Security and Privacy Advisory 
Board, 7818, 34650, 59112, 59113, 81477 
Malcolm Baldrige National Quality Award 
Board of Overseers, 22674, 71514 
Malcolm Baldrige National Quality Award 
Panel of Judges, 22675, 44577, 60806 
Manufacturing Extension Partnership Advisory 
Board, 22674, 53666 
National Conference on Weights and Measures, 
81477 
National Construction Safety Team Advisory 
Committee, 64326, 72904 
National Voluntary Laboratory Accreditation 
Program; Public Workshop, 15945 
NIST/Industry Consortium on Neutron 
Measurements for Soft Materials 
Manufacturing; Feasibility, 20633 
Smart Grid Advisory Committee, 12711, 46279, 
70412 
Technology Innovation Program Advisory 
Board, 18166, 22673, 70970 
Tests for Inclusion in the Project 25 Compliance 
Assessment Program, 23992 
Visiting Committee on Advanced Technology, 
2662, 29195, 59659 
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Models for a Governance Structure for the 
National Strategy for Trusted Identities in 
Cyberspace, 34650, 50719 

Models to Advance Voluntary Corporate 
Notification to Consumers, etc., 58466, 68160 

National Conference on Weights and Measures 
2011 Annual Meeting, 540, 34653 

National Construction Safety Team; Establishment, 
42683 

National Fire Protection Association Codes and 
Standards; Request for Comments, 70413 

National Fire Protection Association Proposal to 
Revise Codes and Standards, 70414 

Nationwide Public Safety Broadband Network: 

Research and Development Priorities, 56165 

Performance Review Board Membership, 55880 

Proposed Voluntary Product Performance Standard 
for Wood-Based Structural-Use Panels; 
Correction, 7818 

Public Workshops; Draft Federal Information 
Processing Standard: 

Personal Identity Verification of Federal 
Employees and Contractors, 12712 

Request for Information on How to Structure 
Proposed New Program: 

Advanced Manufacturing Technology Consortia, 
43983 

Request for Nominations: 

National Institute of Standards and Technology 
Federal Advisory Committees Members, 
39379 

Requests for Comments: 

Special Publication 500-293, US Government 
Cloud Computing Technology Roadmap, 
Release 1.0 (Draft), 67418 

Requests for Information: 

How to Structure Proposed New Program; 
Advanced Manufacturing Technology 
Consortia, 59113 

Research and Development Priorities for Desirable 
Features of a Nationwide Public Safety 
Broadband Network, 66694 

Workshops: 

National Strategy for Trusted Identities in 
Cyberspace Governance, 29195 

National Fire Codes; Request for Comments on 
NFPA Technical Committee Reports, 22381 

National Fire Codes; Request for Proposals for 
Revision, 22383 


National Institutes of Health 


NOTICES 
Advisory Committee to the Deputy Director for 
Intramural Research; Establishment, 45585 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
28994, 44937 
A Generic Submission for Theory Development 
and Validation, 62421 
Application for Collaboration with Center for 
Translational Therapeutics, 69743 
Atherosclerosis Risk in Communities Study, 
3146 
Biospecimen and Physical Measures Formative 
Research Methodology Studies for National 
Children’s Study, 23609, 38191, 54474 
California Health Interview Survey Cancer 
Control Module, 2398, 2011, 2398 
Cancer Biomedical Informatics Grid (caBIG) 
Support Service Provider (SSP) Program 
(NCD, 24889, 24890 
Cancer Biomedical Informatics Grid Support 
Service Provider Program, 7867 
Cancer Risk in U.S. Radiologic Technologists, 
72956 


Cancer Risk in U.S. Radiologic Technologists; 
Fourth Survey, 58520 

Construction Grants, 66723 

Environmental Science Formative Research 
Methodology Studies for the National 
Childrens Study, 23603, 38189, 62077 

Ethical Dilemmas in Surgery and Utilization of 
Hospital Ethics Consultation Service; 
Survey, 72955 

Follow-Up Questionnaire for the NIH-AARP 
Diet and Health Study, 6485 

Food Reporting Comparison Study and Food 
and Eating Assessment Study, 21383, 
38669 

Formative Research Methodology Studies for 
National Children’s Study, 38401 

Formative Research Methodology Studies for 
the National Children’s Study, 23608 

Generic Clearance for Collection of Qualitative 
Feedback on Agency Service Delivery, 
64356 

Generic Submission for Formative Research, 
Pretesting, Stakeholder Measures and 
Advocate Forms at NCI, 14034 

Generic Submission for Theory Development 
and Validation, 46307 

Genetic Testing Registry, 72424 

Grantee Outcomes and Satisfaction, 64954 

Health Information National Trends Survey, 
22714 

Healthy Communities Study; How Communities 
Shape Children’s Health, 59706 

Healthy Communities Study: How Communities 
Shape Children’s Health, 35452 

Hispanic Community Health Study/Study of 
Latinos, 48872, 64357 

Interactive Diet and Activity Tracking in 
AARP; Biomarker Based Validation Study, 
13647, 28052 

Loan Repayment Programs, 7570, 23606 

National Institutes of Health Construction 
Grants, 51042 

NCI Cancer Genetics Services Directory Web- 
based Application Form and Update 
Mailer, 14034, 28439 

Neuropsychosocial Measures Formative 
Research Methodology Studies for the 
National Children’s Study, 24497, 38670, 
66724 

NINR End-of-Life and Palliative Care Science 
Needs Assessment; Funding Source 
(Survey of Authors), 35221, 59145 

Office of Intramural Training and Education 
Application, 5181 

Online Skills Training for PCPs on Substance 
Abuse, 1622 

Partner and Customer Satisfaction Surveys, 
53685 

Partners and Customer Satisfaction Surveys, 
44020 

Pretesting of NIAIDs Biomedical HIV 
Prevention Research Communication 
Messages, 6484 

Process Evaluation of the NIH Roadmap 
Epigenomics Program, 13648, 30178 

Prostate, Lung, Colorectal and Ovarian Cancer 
Screening Trial, 2210, 41805 

Qualitative Feedback on Agency Service 
Delivery, 44938, 55398, 74802, 79702 

Questionnaire Cognitive Interviewing and 
Pretesting, 12979 

Questionnaire for the Diet and Health Study, 
19102 

Research Methodology Studies for National 
Children’s Study, 41508 

Simulations for Drug Related Science 
Education, 47594 
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SSA-NIH Collaboration to Improve’ Disability 
Determination Process Validation of IRT- 
CAT Tools, 55690 
SSA-NIH Collaboration To Improve the 
Disability Determination Process; 
Validation of IRT-CAT Tools, 77238 
STAR METRICS (Science and Technology for 
America’s Reinvestment, etc.), 61714 
Study Logistic Formative Research 
Methodology Studies for National 
Children’s Study, 23605, 40379 
Technology Transfer Center External Customer 
Satisfaction Surveys, 11498 
The National Childrens Study, Vanguard (pilot) 
Study, 6478 
Toolbox for Assessment of Neurological and 
Behavioral Function, 1621, 22107 
Web-based Skills Training for Screening Brief 
Intervention and Referral to Treatment, 
30177, 50233 
Best Pharmaceuticals for Children Act: 
Priority List of Needs in Pediatric Therapeutics, 
18228 
Calls For Nominations: 
Interagency Autism Coordinating Committee, 
67747 
Charter Renewal, 19779 
Charter Renewals: 
Advisory Committee to the Director, 35221 
Committee Establishments: 
NCI-Frederick Advisory Committee; Amended, 
15987 
Conferences: 
Role of Active Surveillance in Management of 
Men with Localized Prostate Cancer, 
40736 
Environmental Impact Statements; Availability, 
etc., 61106 
Establishment of NCI-Frederick Advisory 
Committee, 14035 
Expediting Research Tools to NIH Licensees 
Through the Use of Pay.gov for Rapid 
Processing of Royalty Payments, 47216 
Generic Submission of Technology Transfer 
Center External Customer Satisfaction 
Surveys: 
Correction, 8371 
Government-Owned Inventions: 
Availability for Licensing, 72207 
Government-Owned Inventions; Availability for 
Licensing, 4920, 4921, 10374, 10375, 10378, 
13193, 15324, 15326, 18561, 18564, 22109, 
25697, 30731, 31616, 33769, 36549, 36551, 
36553, 36554, 40381, 40383, 44939, 44941, 
45838, 45839, 47217, 51376, 55069, 55070, 
55071, 59410, 61714, 63309, 66726, 66727, 
72713, 76741 
Government-Owned Inventions; Licensing and 
Collaborative Research Opportunity: 
Chemotoxins for Targeted Treatment of 
Diseased Cells, 76743 
PANVAC - Cancer Vaccine for the Prevention 
and Treatment of Colorectal Cancer, 66728 
Initiation of Public Private Industry Partnership 
on Translation of Nanotechnology in Cancer, 
66932 
Laboratory Animal Welfare: 
Adoption and Implementation of the Eighth 
‘Edition of the Guide for the Care and Use 
of Laboratory Animals, 74803 
Proposed Adoption and Implementation of 
Eighth Edition of Guide for Care and Use 
of Laboratory Animals, 17423, 27335 
Proposed Adoption and Implementation of the 
Eighth Edition of the Guide for the Care 
and Use of Laboratory Animals, 10379 


Meetings: 

2011 Technology Transfer Summit North 
America Conference, 52670 

4th Annual Trauma Spectrum Conference, 
72957 

Advisory Committee on Research on Women’s 
Health, Office of Director, 59146 

Advisory Committee to Director, 28055, 55930, 
70155 

Advisory Committee to Director, National 
Institutes of Health, Orientation Work 
Group, 24892 

Advisory Committee to the Director, 31349 

Blue Ribbon Panel, 61719 

Center for Scientific Review, 370, 372, 573, 


1622, 2914, 3149, 3640, 3643, 3914, 3919, 
4923, 4924, 4925, 4928, 5182, 5389, 5594, 
5595, 5597, 6486, 6803, 7225, 7572, 7574, 


7868, 8751, 8753, 354, 10039, 10041, 
10382, 10910, 10912, 10913, 11500, 
12124, 12362, 12980, 13195, 13421, 
14036, 14037, 14674, 16431, 16432, 
16631, 16798, 17141, 17928, 18229, 
18566, 19103, 19104, 19379, 19780, 
20359, 20692, 20694, 21385, 21386, 
22111, 22112, 22716, 22907, 23829, 
24036, 24499, 24891, 24893, 24894, 
24897, 249000, 25701, 26309, 26310, 
26736, 27070, 27652, 28056, 28235, 
28237, 28441, 28793, 29254, 29770, 
30179, 30180, 30371, 30733, 30734, 
30735, 30736, 30734, 31619, 31966, 
31967, 32221, 33322, 33323, 34716, 
34718, 34719, 34720, 35223, 35225, 3527, 
3528, 35453, 35454, 35900, 36555, 36556, 
36931, 36932, 38194, 38404, 38671, 
39113, 40736, 40923, 41509, 42719, 
43335, 43694, 44598, 44600, 44942, 
45842, 45843, 46308, 46822, 46824, 
47218, 47595, 49493, 50235, 50486, 
50742, 51379, 52336, 52958, 52959, 
53479, 53686, 53688, 54242, 54240, 
54238, 54238, 54778, 55075, 55076, 
§5077, 55078, 55400, 55691, 55929, 
56771, 57063, 57064, 57066, 57067, 
58025, 58284, 58522, 58523, 59146, 
59413, 59415, 59707, 60507, 60508, 
60509, 61721, 62079, 62082, 63311, 
63312, 63314, 63315, 63625, 63626, 
64089, 64090, 64359, 64955, 64956, 
65203, 65738, 65739, 66075, 66734, 
67199, 67468, 67469, 67748, 67750, 
68199, 68200, 69744, 69745, 69747, 
69748, 70463, 71047, 71351, 71579, 
72208, 72715, 72958, 75552, 76429, 
77544, 77841, 78284, 78934, 79201, 
79702, 80954, 80955, 81515, 81951 

Center for Scientific Review; Amended, 58286 

Center for Scientific Review; Amendment, 355, 
10910, 31968, 56772 

Center for Scientific Review; Cancellation, 
27069, 31619, 56771 

Centers for Scientific Review, 2399 

Clinical Center, 1186, 13196, 52671, 77543 

Eunice Kennedy Shriver National Institute of 
Child Health and Human Development, 
161, 1186, 5593, 5594, 5595, 6146, 6803, 
6805, 6808, 7224, 8372, 586, 10382, 
11800, 11801, 12125, 13649, 13650, 
13651, 14673, 15329, 15330, 16433, 
17659, 17928, 18566, 19999, 20358, 
20694, 20695, 22113, 25699, 26736, 
27651, 28995, 28996, 30732, 30736, 
32979, 33771, 35226, 35902, 37132, 
37133, 37821, 40737, 43334, 45586, 
50743, 52671, 53686, 55076, 58283, 


FEDERAL REGISTER INDEX, January--December 2011 


NIH 


59415, 59708, 61719, 63624, 63932, 
64091, 64092, 65516, 67468, 67469, 
68199, 69746, 69747, 71987, 72957, 
77544, 78671 

Fogarty International Center, 3148, 18567, 
27652 

Institute of Environmental Health Sciences, 
62080 

Interagency Autism Coordinating Committee 
Services Subcommittee; Workshop, 53689 

Interagency Breast Cancer and Environmental 
Research Coordinating Committee, 4925, 
24899 

Myalgic Encephalomyelitis/Chronic Fatigue 
Syndrome Research, 14979 

National Advisory Council on Alcohol Abuse 
and Alcoholism and National Advisory 
Council on Drug Abuse, 14980, 36930 

National Cancer Institute, 574, 576, 577, 1625, 
2913, 2914, 3641, 5592, 5595, 5597, 7575, 
7869, 353, 9356, 10381, 11800, 14675, 
16431, 17930, 19105, 20360, 20693, 
21386, 26309, 26310, 27069, 28236, 
28238, 29769, 29770, 31619, 33321, 
37357, 39884, 41273, 42718, 44021, 
49493, 50234, 50487, 51044, 51378, 
52960, 53687, 57063, 57748, 59413, 
62079, 62082, 62422, 64090, 66732, 
66733, 69744, 69745, 70154, 73653, 
76981, 78013, 79200, 80374, 81952 

National Cancer Institute; Amended, 3641 

National Cancer Institute; Amendment, 31619, 
75888 

National Cancer Institute Special, 11800 

National Center for Complementary and 
Alternative Medicine, 6806, 10913, 12744, 
16433, 17140, 17659, 19379, 27651, 
29773, 30735, 35227, 38404, 55073, 79201 

National Center for Research Resources, 369, 
4121, 6627, 11798, 12123, 16797, 24500, 
24890, 25700, 27337, 28055, 29254, 
35223, 36556, 40384, 51995, 54239, 
54237, 55074, 57748, 59709, 62814, 78014 

National Center for Research Resources; 
Amendment, 28443, 54238 

National Center on Minority Health and Health 
Disparities, 6808, 11499, 14673, 18566, 
28795, 31618, 40384, 52959, 55075, 
55078, 57068, 63310 

National Centers for Complementary and 
Alternative Medicine, 59707 

National Eye Institute, 2913, 2914, 3917, 
10041, 13197, 24498, 24499, 39406, 
46822, 53687, 66732, 71350 

National Heart, Lung. and Blood Institute, 
58025 

National Heart, Lung, and Blood Institute, 1186, 
2128, 3641, 5596, 8752, 10912, 11253, 
12123, 12362, 12744, 14674, 15330, 
16631, 19103, 19106, 20358, 21387, 
23827, 25701, 27068, 28996, 29254, 
29772, 30371, 31617, 40923, 42718, 
44597, 45843, 47218, 50742, 55077, 
57061, 58285, 58523, 59708, 61720, 
61722, 62422, 64360, 68200, 70154, 
70462, 71580, 71986, 72209, 78285 

National Heart, Lung, and Blood Institute; 
Closed, 37132, 37134 

National Heart, Lung, and Blood Institute 
Notice, 63625 

National Human Genome Research Institute, 
3642, 3917, 5390, 31, 10909, 17930, 
19780, 22112, 28056, 29772, 35223, 
35224, 36930, 50486, 58023, 63932, 
65204, 65738, 66076, 66731, 71581, 79199 

National Institute of Aging, 28794 
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NIH 


National Institute of Allergy and Infectious 
Diseases, 371, 575, 2128, 3917, 4122, 
4926, 4927, 5596, 6626, 6807, 7573, 8753, 
30, 10383, 10384, 11799, 12745, 13195, 
13649, 14673, 16798, 17658, 17928, 
18230, 20360, 21754, 22112, 24500, 
25700, 27069, 28443, 28997, 30373, 
31618, 32980, 34086, 35224, 38405, 
38406, 41806, 45586, 51995, 51996, 
52670, 53688, 53691, 54240, 55074, 
56206, 56207, 58024, 58522, 58523, 
60509, 61719, 62815, 63311, 63933, 
64358, 65204, 65737, 66731, 67749, 
69748, 70155, 71349, 72959, 75552, 
75887, 77241, 78014, 79199, 80955, 81954 

National Institute of Arthritis and 
Musculoskeletal and Skin Diseases, 1187, 
6806, 31, 13649, 14035, 24892, 24896, 
28440, 31968, 35225, 40385, 51044, 
55399, 61722, 65737, 77544 

National Institute of Biomedical Imaging and 
Bioengineering, 370, 572, 5184, 5593, 
10910, 15988, 23326, 28055, 28795, 
40922, 40923, 53690, 58023, 62814, 
69748, 75888, 76744, 77546 

National Institute of Child Health and Human 
Development, 572, 71985 

National Institute of Dental & Craniofacial 
Research, 57748 

National Institute of Dental and Craniofacial 
Research, 4123, 5183, 20693, 22111, 
23612, 28793, 28996, 30370, 30373, 
38193, 48874, 51995, 55399, 57061, 
57066, 58284, 66077, 78013, 79199, 
79202, 80953 

National Institute of Diabetes and Digestive and 
Kidney Diseases, 369, 1624, 3147, 3149, 
4122, 4926, 5591, 6808, 8752, 587, 10039, 
10042, 11253, 11499, 11501, 12124, 
14672, 14676, 16432, 17658, 17929, 
19779, 20358, 20359, 20692, 23325, 
24897, 25700, 28443, 29771, 30370, 
30733, 30735, 31618, 32978, 33322, 
34086, 34717, 35453, 36554, 36931, 
37133, 38193, 39113, 43694, 45585, 
45587, 53690, 54237, 54476, 55400, 
56206, 56207, 57747, 59145, 60507, 
60849, 61721, 62082, 63313, 63315, 
63932, 63933, 64358, 66076, 67749, 
71986, 72425, 75553, 77545, 78013, 
78286, 80954 

Committee; Workshop, 

National Institute of Environmental Health, 
57065 

National Institute of Environmental Health 
Sciences, 5184, 5594, 6146, 7225, 7572, 
7574, 8751, 10040, 11500, 13650, 19378, 
21387, 22110, 24893, 24896, 26311, 
27653, 29772, 30734, 31620, 35225, 
46308, 46823, 50234, 52672, 58521, 
59147, 62422, 62424, 63311, 67748, 
71046, 72715, 77239, 79201, 79202, 80954 

National Institute of General Medical Sciences, 
2914, 3918, 4927, 6803, 7573, 10038, 
10043, 10380, 10381, 10911, 11801, 
12980, 13196, 13197, 14672, 15988, 
19104, 19105, 24499, 29773, 30370, 
30373, 32979, 32980, 35222, 35901, 
36556, 36932, 37359, 41272, 43334, 
44597, 44598, 49492, 62080, 62083, 
62815, 64954, 64957, 67199, 67467, 
68486, 70155, 71350, 79200 

National Institute of Mental Health, 572, 1625, 
2401, 3148, 4122, 6146, 6487, 6807, 7224, 
586, 10380, 10912, 11799, 11801, 14676, 

15988, 15989, 17141, 17660, 17661, 


22717, 23612, 23826, 34717, 36931, 
36932, 38403, 38404, 39884, 51379, 
51380, 55928, 58285, 60508, 63624, 
67468, 77239, 78671, 82313 

National Institute of Mental Health; 
Cancellation, 42718 
National Institute of Neurological Disorders and 
Stroke, 369, 2129, 6485, 6487, 587, 10038, 
10040, 10381, 10382, 14979, 16432, 
17141, 18230, 20691, 20695, 23613, 
25702, 28054, 28440, 34716, 38406, 
41273, 42720, 43333, 47218, 47595, 
51043, 52961, 56772, 57062, 57064, 
59414, 61722, 64360, 66730, 66732, 
69747, 73653, 81951 
National Institute of Nursing Research, 571, 
§596, 10912, 23828, 31621, 32978, 57068, 
59413, 60508, 77240 
National Institute on Aging, 575, 1625, 3148, 
4927, 5391, 6628, 11798, 17929, 19105, 
20360, 21386, 23611, 23827, 24890, 
24901, 27336, 28236, 30374, 32977, 
34720, 35901, 36930, 42719, 46823, 
48873, 54241, 54238, 55691, 57062, 
63313, 65203, 78285, 82313 
National Institute on Alcohol Abuse and 
Alcoholism, 2128, 15989, 16798, 17140, 
22715, 22717, 26308, 26311, 26735, 
32978, 34718, 34719, 39406, 44596, 
44599, 44600, 49494, 50743, 51378, 
59708, 69746, 71047, 77841, 78014, 78015 
National Institute on Deafness and Other 
Communication Disorders, 3918, 31, 
10041, 12744, 14674, 21385, 30179, 
35222, 49492, 51378, 51381, 58023, 
62423, 65738, 80375 
National Institute on Drug Abuse, 2697, 3913, 
3916, 4928, 7571, 7575, 11252, 15328, 
22715, 23826, 24893, 31967, 35226, 
51381, 59414, 65517, 70463, 78671, 
81952, 81954 
National Institute on Drug Abuse; Amended, 
71986 
National Institute on Drug Abuse; Closed, 
31967 
National Library of Medicine, 2913, 5591, 31, 
14036, 14677, 16431, 17660, 31621, 
44599, 45842, 48873, 51994, 54778, 
77239, 77242, 78672, 80953 
Office of AIDS Research Advisory Council, 
65205 
Office of Biotechnology Activities, 3918 
Office of Biotechnology Activities, Office of 
Science Policy, Office of the Director, 
5391, 28793, 77240 
Office of the Director, 5592, 7224, 588, 10911, 
21384, 21755, 62081, 66731 
Office of the Director, National Institutes of 
Health, 37358 
Recombinant DNA Advisory Committee, 28442, 
54241, 71580 
Center for Scientific Review, 60058 
Center for Scientific Review; Amendment, 
60059 
National Institute of Diabetes and Digestive and 
Kidney Diseases, 60057 
National Institute of General Medical Sciences, 
60059 
National Institute on Aging, 60058 
National Institute of Environmental Health 
Sciences Strategic Planning, 13197 
National Institute on Deafness and Other 
Communication Disorders Draft 2012-2016 
Strategic Plan; Availability, 66734 
Office of Biotechnology Activities; Recombinant 
DNA Research: 
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Action Under the NIH Guidelines for Research 
Involving Recombinant DNA Molecules, 
27653 

Pillbox Patient-Safety Initiative, 29773 

Possible Surgeon General Action on Prescription 
Drug Abuse in Youth; Information Request, 
24901 

Proposed National Toxicology Program Review 
Process for the Report on Carcinogens, 67200 

Prospective Grant of Exclusive License, 80955 

Use of Agents Targeting Thrombospondin-1 and 

CD47 to Treat Radiation-Induced Damage, 
etc., 76744 

Prospective Grant of Exclusive Licenses: 

Use of PKM2 Activators for the Treatment of 

Cancer, 48172 
Prospective Grants of Exclusive Licenses: 
Avian Influenza Vaccines, 79203 
Compositions and Method for Preventing 
Reactogenicity Associated with 
Administration of Immunogenic Live 
Rotavirus Compositions, 60510 
Conjugate Vaccines Against B. anthracis and 
Monoclonal Antibodies Against Anthrax, 
53480 

Development of a Companion Diagnostic Kit 
for Predicting Therapeutic Efficacy of 
Anti-cancer Agents, 65518 

Development of Cannabinoid(s) and 
Cannabidiol(s) Based Therapeutics to Treat 
Hepatic Encephalopathy in Humans, 71351 

Development of Human Anti-Mesothelin 
Monoclonal Antibodies for the Treatment 
of Human Cancers, 63317 

Development of Ulipristal Acetate for Treatment 
of Symptomatic Uterine Fibroids, 36556 

Devices for Clearing Mucus from Endotracheal 
Tubes, 36557, 52961 

Electron Paramagnetic Resonance Devices and 
Systems for Oximetry, 67200 

ICAP Ocean Tomo, 14417 

Inhibitors of Plasmodial Surface Anion Channel 
as Antimalarials, 2130 

Secreted Frizzled Related Protein 1 and 
Derivatives Thereof and Their Use In 
Therapeutic Applications, 63316 

Veterinary Biological Products for Swine 
Influenza Vaccines, 79203 

Recombinant DNA Research: 

Action Under the NIH Guidelines for Research 

Involving Recombinant DNA Molecules, 
3150, 44339, 62816 

Requests for Information: 

Interagency Breast Cancer and Environmental 

Research Coordinating Committee, 5185 

Requirements and Registration for the NIBIB 
DEsign by Biomedical Undergraduate Teams 
Challenge, 66735 

Scientific Summit: 

The Science of Compassion - Future Directions 

in End-of-Life and Palliative Care, 47596 

Senior Executive Service 2011 Performance 
Review Board; Members, 60059 

Sixth Annual Philip S. Chen, Jr. Distinguished 
Lecture on Innovation and Technology 
Transfer, 71048 

Statement of Organization, Functions, and 
Delegations of Authority, 62083 

Using Public Data for Cancer Prevention and 
Control; From Innovation to Impact 
Developer Challenge, 44021 

Vitamin D Standardization Program, 11502 

Workshops: 

Clarifying Directions and Approaches to 
Mechanistic and Translational Research on 
Omega-3 Fatty Acids and their 
Metabolites, 6487 


Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Study of Substance Abuse doc.com Module 

Project, 22406 
Meetings: 
National Cancer Institute, 22407 
National Human Genome Research Institute, 
22407 
National Institute on Aging, 22407 
NOTICE 
Meetings: 
Eunice Kennedy Shriver National Institute of 
Child Health and Human Development, 
76169 
National Institute of Diabetes and Digestive and 
Kidney Diseases, 76168 
National Institute of Nursing Research, 76169 


National Intelligence, Office of the 
National Director 


RULES 

Privacy Act of 1974; Implementation, 67599 
PROPOSED RULES 

Privacy Act; Implementation, 43629 
NOTICES 

Privacy Act; Systems of Records, 42737 


National Labor Relations Board 


RULES 
National Labor Relations Act; Employee Rights, 
54006, 82133 
Notification of Employee Rights under National 
Labor Relations Act: 
Delay of Effective Date, 63188 
Representation; Case Procedures, 80138 
Special Procedural Rules, 77699 
National Labor Relations Board; Representation 
Cases, 82131 


PROPOSED RULES 


Representation Case Procedures, 36812, 37291, 
72368 

NOTICES 

Appointments of Individuals To Serve as Members 
of Performance Review Boards, 64387 

FY 2010 Service Contract Inventory, 40937 

Meetings; Sunshine Act, 1197, 8785, 12136, 
25378, 33788, 39445, 45882, 55421, 61757, 
67484, 75566 

Order Delegating Authority to the Chairman, the 
General Counsel, and the Chief 
Administrative Law Judge, 73719 

Orders Contingently Delegating Authority to 
General Counsel, 69768 


National Nuclear Security 
Administration 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
41241 
Amended Record of Decision: 

Nuclear Facility Portion of Chemistry and 
Metallurgy Research Building Replacement 
Project, Los Alamos, NM, 64344 

Environmental Impact Statements; Availability, 
etc.: 

Continued Operation of the Nevada National 
Security Site and Off-Site Locations in the 
State of Nevada, 65508 

Continued Operations of Nevada National 
Security Site and Off-Site Locations in 
State of Nevada, 45548 


Los Alamos National Laboratory, Los Alamos, 
NM; Amended Record of Decision, 40352 

Nuclear Facility of Chemistry and Metallurgy 
Research Building Replacement Project, 
Los Alamos National Laboratory, 24018 

Nuclear Facility Portion of Chemistry and 
Metallurgy Research Building Replacement 
Project at Los Alamos National Laboratory, 
Los Alamos, NM, 28222 

Sandia National Laboratories, New Mexico, 
50212 

Y-12 National Security Complex, 12103 

Production of Tritium in Commercial Light 
Water Reactor, 60017 

Records Of Decisions: 

Continued Operation of Y-12 National Security 

Complex, 43319 


National Oceanic and Atmospheric 
Administration 
RULES 
Accountability Measures and Reduced Season for 
the South Atlantic Recreational Sector: 
Golden Tilefish for the 2011 Fishing Year, 
61284 
Annual Specifications: 
Fisheries Off West Coast States; Coastal Pelagic 
Species Fisheries, 11969 
Atlantic Highly Migratory Species: 
Adjustments to the Atlantic Bluefin Tuna 
General and Harpoon Category, 74003 
Atlantic Bluefin Tuna Fisheries, 18416, 52886, 
76900 
Atlantic Bluefin Tuna Fisheries; In-season 
General Category Retention Limit 
Adjustments, 32086 
Atlantic Bluefin Tuna Fisheries; Northern Area 
Trophy Fishery; Closure, 44834 
Atlantic Bluefin Tuna Quotas and Atlantic Tuna 
Fisheries Management Measures, 39019 
Atlantic Shark Management Measures, 53652 
Bluefin Tuna Fisheries, 69137 
Commercial Porbeagle Shark Fishery Closure, 
53343 
Inseason Action to Close Commercial Gulf of 
Mexico Non-Sandbar Large Coastal Shark 
Fishery, 41723 
Inseason Action to Close Commercial Non- 
sandbar Large Coastal Shark Research 
Fishery, 44501 
Inseason Action to Close the Commercial Non- 
Sandbar Large Coastal Shark Fishery, 
69139 
Modification of the Retention of Incidentally- 
Caught Highly Migratory Species in 
Atlantic Trawl Fisheries, 49368 
North and South Atlantic Swordfish Quotas, 
56120 
Vessel Monitoring Systems, 75492 
Atlantic Surfclam and Ocean Quahog Fisheries: 
2012 Quotas; Suspension of Minimum Atlantic 
Surfclam Size Limit, 56322 
Central Regulatory Area of the Gulf of Alaska: 
Pacific Cod by Vessels Catching Pacific Cod 
for Processing by the Inshore Component, 
80266 
Central Regulatory Areas of Gulf of Alaska: 
Pacific Cod by Vessels Harvesting Pacific Cod 
for Processing by Inshore Component; 
Closure, 63564 
Closure of Pacific Cod Fishery in Western 
Regulatory Area in Gulf of Alaska: 
Non-American Fisheries Act Crab Vessels 
Harvesting for Processing by Inshore 
Component, 59922 
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Endangered and Threatened Species: 
Cook Inlet Beluga Whale; Designation, 20180 
Largetooth Sawfish; Status, 40822 
Nine Distinct Population Segments of 
Loggerhead Sea Turtles; Status, 58868 
Oregon Coast Coho Salmon; Evolutionarily 
Significant Unit; Status, 35755 
Southern Distinct Population Segment of 
Eulachon; Designation, 65324 
Southern Resident Killer Whales; Status, 14299 
Upper Columbia River Steelhead Distinct 
Population Segment; Correction, 12292 
Endangered and Threatened Wildlife and Plants: 
Designation of Critical Habitat for Black 
Abalone, 66806 
Final Policy and Permit Guidance for Submarine 
Cable Projects, 56973 
Fisheries in Eastern Pacific Ocean: 
Pelagic Fisheries; Vessel Identification 
Requirements, 73517 
Fisheries in the Western Pacific: 
Mechanism for Annual Catch Limits and 
Accountability Measures, 37285 
Fisheries of Caribbean, Gulf of Mexico, and South 
Atlantic: 
Closure of 2011-2012 Commercial Sector for 
Black Sea Bass in South Atlantic, 41141 
Coastal Migratory Pelagic Resources of Gulf 
of Mexico and South Atlantic; Closure, 
6364, 7118, 692, 10778, 18415, 56659 
Gulf of Mexico Reef Fish Fishery; 2011 
Commercial Quota and Commercial 
Fishing Season for Greater Amberjack, 
51905 
Increase of Recreational Quota for Red Snapper 
and Suspension of Recreational Red 
Snapper Closure Date, 50143 
Reef Fish Fishery of Gulf of Mexico; Gag 
Grouper Closure Measures, 31874, 69136 
Reef Fish Fishery of Gulf of Mexico; Red 
Grouper Management Measures, 67618 
Snapper-Grouper Fishery; Reopening, 23205 
Snapper-Grouper Fishery; States; Red Snapper 
Management Measures, 23728 
Snapper Grouper Fishery of South Atlantic; 
Closure, 59063 
Snapper-Grouper Fishery of South Atlantic, 
Management Measures, 34892 
South Atlantic Snapper-Grouper Fishery; 2011- 
2012 Accountability Measures for 
Recreational Black Sea Bass, 61285 
Stone Crab Fishery of Gulf of Mexico; Removal 
of Regulations, 59064 
Fisheries of Exclusive Economic Zone Off Alaska: 
Alaska Plaice in Bering Sea and Aleutian 
Islands Management Area, 33171, 33172 
Atka Mackerel in Bering Sea and Aleutian 
Islands Management Area; Closure, 65975 
Deep-Water Species Fishery by Catcher Vessels 
in Gulf of Alaska, 39790 
Greenland Turbot in Bering Sea Subarea, 71269 
Groundfish Retention Standard; Emergency 
Rule Extension, 31881 
Northern Rockfish and Pelagic Shelf Rockfish 
for Trawl Catcher Vessels, etc., in Central 
Regulatory Area; Closure, 39789 
Northern Rockfish in Bering Sea and Aleutian 
Islands Management Area, 39792 
Northern Rockfish, Pacific Ocean Perch, and 
Pelagic Shelf Rockfish for Catcher Vessels 
Participating in Limited Access Rockfish 
Fishery, 39793 
Other Flatfish in Bering Sea Subarea of Bering 
Sea and Aleutian Islands Management 
Area; Closure, 71913 
Pacific Cod by Catcher/Processors Using Pot 
Gear in Bering Sea and Aleutian Islands; 
Closure, 4552 
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Pacific Cod by Catcher Vessels; Bering Sea 
and Aleutian Islands Management Area, 
4081 

Pacific Cod by Non-American Fisheries Act 
Crab Vessels Harvesting Pacific Cod for 
Processing, etc., 3045 

Pacific Cod by Non-American Fisheries Crab 
Vessels; Processing by Offshore 
Component, 4551 

Pacific Cod in Bering Sea and Aleutian Islands 
Management Area, 26, 24404 

Pacific Ocean Perch for Catcher Vessels 
Participating in Rockfish Entry Level 
Trawl Fishery, 39790 

Pacific Ocean Perch in Eastern Aleutian District 
of Bering Sea and Aleutian Islands 
Management Area; Closure, 65972 

Pacific Ocean Perch in Western Regulatory 
Area of Gulf of Alaska; Closure, 39791 

Pacific Ocean Perch, Northern Rockfish, and 
Pelagic Shelf Rockfish in Western 
Regulatory Area, etc.; Closure, 39792 

Parallel Fishery; Pacific Cod; Bering Sea and 
Aleutian Islands Management Area; 
Revisions, 73513 

Pollock in Statistical Area 610 in Gulf of 
Alaska; Temporary Closure, 4082, 17793 

Pollock in Statistical Area 620 in Gulf of 
Alaska; Closure, 55606 

Pollock in Statistical Area 630 in Guif of 
Alaska; Closure Modification, 4082, 55606 

Reallocation of Crab Prohibited Species Catch 
Allowances in Bering Sea and Aleutian 
Islands Management Area, 65973 

Reallocation of Pacific Cod in Bering Sea and 
Aleutian Islands Management Area, 24403, 
54137 

Sculpins, Sharks, Squid, and Octopus in Gulf 
of Alaska, 3044 

Shallow-Water Species by Vessels Using Trawl 
Gear in Gulf of Alaska, 59064 

Shallow-Water Species Fishery by Catcher/ 
Processors in Gulf of Alaska, 39794 

Vessels Harvesting Pacific Cod for Processing 
by Inshore Component in Western 
Regulatory Area; Closure, 693 

Other Rockfish in Aleutian Islands Subarea of 
Bering Sea and Aleutian Islands 
Management Area; Closure, 59923 

Sharks in Bering Sea and Aleutian Islands 
Management Area; Closure, 59924 

Skates in Bering Sea and Aleutian Islands 
Management Area; Closure, 59924 

Fisheries Off West Coast States: 

2011 Management Measures; Correction, 32876 

Coastal Pelagic Species Fisheries; Annual 
Specifications, 3539, 30276 

Coastal Pelagic Species Fisheries; Closure, 
40836, 58720 

Coastal Pelagic Species Fishery Management 
Plan; Annual Catch Limits; Amendment, 
3, 70362 

Magnuson-Stevens Act Provisions; Pacific Coast 
Groundfish Fishery; Biennial Specifications 
and Management Measures, 34910 

Pacific Coast Groundfish Fishery; 2012 
Specifications and Management Measures, 
77415 

Pacific Coast Groundfish Fishery; Biennial 
Specifications and Management Measures; 
Inseason Adjustments, 27508, 28897, 
67092, 79122 

Pacific Coast Groundfish Fishery Management 
Plan; Trawl Rationalization Program, etc.; 
Amendment, 1-1, 74725 

Pacific Coast Groundfish Harvest Specifications; 
2011 Management Measures, 68658 
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West Coast Commercial and Recreational 
Salmon Fisheries; Inseason Actions Nos. 
5 through, 6, 68349, 17033 
West Coast Salmon Fisheries; 2011 
Management Measures, 25246 
West Coast Salmon Fisheries; Amendment 16 
to the Salmon Fishery Management Plan, 
81851 
Fisheries Off West Coast States; Highly Migratory 
Species Fisheries: 
Annual Catch Limits and Accountability 
Measures, 56327 
Fisheries off West Coast States; Pacific Coast 
Groundfish Fishery Management Plan: 
Trawl Rationalization Program; Pacific Halibut 
Bycatch Quota for Remainder of 2011 
Fishery, 42588 
Fisheries of Northeastern U.S.: 
Northeast Skate Complex Fishery; Framework 
Adjustment, 28328 
Fisheries of Northeastern United States: 
2011 Specifications for Spring Dog Fish 
Fishery, 32873 
2011 Specifications for Spiny Dogfish Fishery, 
32873 
Atlantic Bluefish Fishery; Regulatory 
Amendment, 17789 
Atlantic Herring; Amendment, 11373 
Atlantic Herring Fishery; Regulatory 
Amendment, 54385 
Atlantic Herring Fishery; Sub-ACL (Annual 
Catch Limit) Harvested for Management 
Area, 61061, 61059 
Atlantic Mackerel, Squid, and Butterfish 
Fisheries; Closure of Directed Butterfish 
Fishery, 8306, 39313 
Atlantic Sea Scallop Fishery; Closure of 
Nantucket Lightship Access Area, 31491 
Atlantic Sea Scallop Fishery; Hudson Canyon 
Access Area; Closure, 70912 
Bluefish Fishery; Quota Transfer, 74009 
Northeast Multispecies Fishery; Amendment 16, 
Framework Adjustment 44, and Framework 
Adjustment, 5, 42577 
Northeast Multispecies Fishery; Correction to 
Cod Landing Limit for Handgear B Vessels 
in Common Pool Fishery, 61060 
Paralytic Shellfish Poisoning; Emergency 
Closure, 72125 
Recreational Management Measures for Summer 
Flounder, Scup, and Black Sea Bass 
Fisheries, 38307 
Spiny Dogfish Fishery; Annual Quota, 17788 
Spiny Dogfish Fishery; Commercial Period | 
Quota Harvested; Closure, 52286 
Summer Flounder Fishery; Quota Transfer, 
19276, 23206 
Fisheries of the Caribbean, Gulf of Mexico, and 
South Atlantic: 
Coastal Migratory Pelagic Resources; Gulf of 
Mexico and Atlantic Region; Amendment, 
8, 82058, 62309 
Coastal Migratory Pelagic Resources of the Gulf 
of Mexico and South Atlantic; Closure, 
12604, 16547 
Commercial Penaeid Shrimp Trawling; South 
Carolina; Reopening, 30034 
Comprehensive Ecosystem; South Atlantic 
Region; Amendment, 82183 
Generic Annual Catch Limits/Accountability 
Measures; Gulf of Mexico; Amendment, 
82044 
Gulf of Mexico Reef Fish Fishery; 2011 
Accountability Measures for Greater 
Amberjack, Closure of Commercial Sector., 


23909 


Queen Conch and Reef Fish Fishery 
Management Plans; Puerto Rico and the 
U.S. Virgin Islands; Amendments, 82404 

Queen Conch Fishery of Puerto Rico and the 
U.S. Virgin Islands; Management 
Measures, 23907, 30554 

Reef Fish Fishery of the Gulf of Mexico; 
Amendment 26 and 29 Supplement, 68339 

Reef Fish Fishery of the Gulf of Mexico; 
Greater Amberjack Management Measures, 
23904 

Reef Fish Fishery of the Gulf of Mexico; Red 
Snapper Management Measures, 23911 

Shrimp Fishery off the Southern Atlantic States; 
Closure, 16698 

Snapper-Grouper Fishery off the Southern 
Atlantic States; Amendment 15B, 12605, 
12883, 68310 

Snapper Grouper Fishery of the South Atlantic; 
Closure, 5717, 12882 

Spiny Lobster Fishery of the Gulf of Mexico 
and South Atlantic; Amendment, , 75488 

Fisheries of the Economic Exclusive Zone Off 
Alaska: 

Deep-Water Species Fishery by Vessels Using 

Trawl Gear in the Gulf of Alaska, 23511 
Fisheries of the Exclusive Economic Zone Off 
Alaska: 

Atka Mackerel in Bering Sea and Aleutian 
Islands Management Area; Closure, 10780 

Bering Sea and Aleutian Islands; 2011-2012 
Harvest Specifications for Groundfish; 
Correction, 17034 

Bering Sea and Aleutian Islands; 2012-2013 
Harvest Specifications for Groundfish, 
80782 

Bering Sea and Aleutian Islands Crab 
Rationalization Program, 35772, 35781, 
68358 

Bering Sea and Aleutian Islands King and 
Tanner Crabs, 47493 

Bering Sea and Aleutian Islands Management 
Area; Limited Access Privilege Program, 
68354 

Final 2011 and 2012 Harvest Specifications for 
Groundfish, 11139 

Groundfish; Amendment, 8, 81248 

Gulf of Alaska; Harvest Specifications for 
Groundfish, 81860 

Gulf of Alaska, Final 2011 and 2012 Harvest 
Specifications for Groundfish, 11111 

Gulf of Alaska License Limitation Program, 
15826 

Inseason Adjustment to Bering Sea and Aleutian 
Islands Pacific Cod Total Allowable Catch 
Amount, 81873, 81875 

Inseason Adjustment to Bering Sea Pollock 
Total Allowable Catch Amount, 81876 

Inseason Adjustment to the 2011 Bering Sea 
and Aleutian Islands Pacific Cod Total 
Allowable Catch Amount, 467 

Inseason Adjustment to the 2011 Bering Sea, 
et al., Mackerel Total Allowable Catch 
Amount, 1539 

Inseason Adjustment to the 2011 Bering Sea 
Pollock Total Allowable Catch Amount, 
466 

Inseason Adjustment to the 2011 Gulf of Alaska 
Pollock and Pacific Cod Total Allowable 
Catch Amounts, 469 

Northern Rockfish for Catcher/Processors 
Participating in Rockfish Limited Access 
Fishery in Central Regulatory Area of Gulf 
of Alaska, 44283 

Northern Rockfish in the Western Regulatory 
Area of the Gulf of Alaska; Closure, 40837 


FEDERAL REGISTER INDEX, January--December 2011 


Northern Rockfish, Pacific Ocean Perch and 
Pelagic Shelf Rockfish for Vessels 
Participating in Rockfish Entry Level 
Fishery, 54716 

Octopus in Bering Sea and Aleutian Islands 
Management Area, 17360 

Octopus in the Bering Sea and Aleutian Islands; 
Closure, 55276 

‘Other Rockfish’’ in Western Regulatory Area 
of Gulf of Alaska, 46208 

Other Rockfish, Other Flatfish, Sharks, and 
Skates in the Bering Sea and Aleutian 
Islands Management Area, 53840 

Pacific Cod Allocations in the Gulf of Alaska; 
Amendment 83; Correction, 3, 74670, 
81872 

Pacific Cod and Octopus in the Bering Sea and 
Aleutian Islands Management Area, 66655 

Pacific Cod by Catcher/Processors Using Pot 
Gear in the Bering Sea and Aleutian 
Islands Management Area, 66195 

Pacific Cod by Catcher Vessels Less Than 60 
feet Length Overall Using Hook-and-Line 
or Pot Gear, 12606, 13098 

Pacific Cod by Catcher Vessels Using Trawl 
Gear in the Bering Sea and Aleutian 
Islands Management Area, 17569, 20891, 
22057 

Pacific Cod by Vessels Harvesting Pacific Cod 
for Processing by the Inshore Component 
in the Western Regulatory Area of the Gulf 
of Alaska, 66196 

Pacific Cod for American Fisheries Act Catcher/ 
Processors Using Trawl Gear in the Bering 
Sea and Aleutian Islands; Correction, 
47083 

Pacific Cod for Processing by the Inshore 
Component in the Central Regulatory Area 
of the Gulf of Alaska, 5718 

Pacific Cod in the Bering Sea and Aleutian 
Islands Management Area; Reallocation, 
12293, 29671 

Pacific Ocean Perch for Catcher/Processors 
Participating in the Rockfish Limited 
Access Fishery, 43934 

Pacific Ocean Perch for Catcher Vessels 
Participating in Rockfish Entry Level 
Trawl Fishery, etc., 40838, 46207 

Regulatory Area of the Gulf of Alaska, 

Pacific Ocean Perch in the Bering Sea Subarea, 
70665 

Pacific Ocean Perch in the Bering Sea Subarea 
of the Bering Sea and Aleutian Islands 
Management Area, 68658 

Pacific Ocean Perch in the Western Aleutian 
District of the Bering Sea and Aleutian 
Islands Management Area, 43933 

Pacific Ocean Perch in the West Yakutat 
District of the Gulf of Alaska; Closure, 
45709 

Pelagic Shelf Rockfish by Vessels Subject to 
Sideboard Limits in the Western 
Regulatory Area of the Gulf of Alaska, 
40836 

Pelagic Shelf Rockfish for Catcher/Processors 
Participating in the Rockfish Limited 
Access Fishery in the Central Regulatory 
Area of the Gulf of Alaska, 43934 

Pollock; West Yakutat District; Closure, 19912 

Pollock; West Yakutat District of the Gulf of 
Alaska, 17570 

Pollock in Statistical Area 610 in Gulf of 
Alaska, 10779 

Pollock in Statistical Area 610 in the Gulf of 
Alaska, 58156 

Pollock in Statistical Area 620 in the Gulf of 
Alaska; Closnre, 11394, 16699 


Pollock in Statistical Area 630 in the Gulf of 
Alaska, 11393, 13097, 14319, 53658 
Pollock in the Bering Sea and Aleutian Islands; 
Reallocation, 6083 

Pollock in the West Yakutat District of the Gulf 
of Alaska; Closure, 12883 

Reallocation of Pacific Cod in the Bering Sea 
and Aleutian Islands Management Area, 
76903 

Reallocation of Pollock in the Bering Sea and 
Aleutian Islands, 12607 

Reallocation of Yellowfin Sole in the Bering 
Sea and Aleutian Islands Management 
Area, 63204 

Sablefish Managed Under the Individual Fishing 
Quota Program; Opening, 11161 

Sculpins in the Bering Sea Subarea of the 
Bering Sea and Aleutian Islands 
Management Area, 76902 

Shallow-Water Species by Vessels Using Trawl 
Gear in the Gulf of Alaska, 57679 

Shallow-Water Species Fishery by Vessels 
Using Trawl Gear in the Gulf of Alaska; 
Closure, 55276 

Steller Sea Lion Protection Measures for the 
Bering Sea and Aleutian Islands 
Groundfish Fisheries, 2027 


Fisheries of the Northeastern U.S.: 


Atlantic Mackerel, Squid, and Butterfish 
Fisheries; Amendment, 1, 74724 

Interim 2012 Summer Flounder, Scup, and 
Black Sea Bass Specifications; 2012 
Research Set-Aside Projects, 82189 

Northeast Multispecies Fishery; Recreational 
Accountability Measures, 82197 


Fisheries of the Northeastern U.S.; Northeast 


Multispecies Fishery: 
Framework Adjustment, 6, 56985 


Fisheries of the Northeastern United States: 


2011 Summer Flounder, Scup, and Black Sea 
Bass Specifications; Correction, 53831 

Amendment 15 to the Atlantic Sea Scallop 
Fishery Management Plan, 43746 

Atlantic Deep-Sea Red Crab; Amendment, 
60379 

Atlantic Herring Fishery; Adjustment to 
Management Area 1A Sub-Annual Catch 
Limit, 65971 

Atlantic Herring Fishery; Management Area 3; 
Removal of Herring Trip Limit, 68657 

Atlantic Herring Fishery; Sub-ACL; Annual 
Catch Limit, 66654 

Atlantic Mackerel, Squid, and Butterfish 
Fisheries; Amendment, 1, 68642, 13887, 
47492, 51272 

Atlantic Sea Scallop Fishery; Closure of the 
Delmarva Scallop Access Area to Limited 
Access General Category (LAGC) 
Individual Fishing Quota Scallop Vessels, 
5290 

Atlantic Sea Scallop Fishery; Framework 
Adjustment, 2, 43774 

Monkfish; Framework Adjustment, 66192 

Multispecies Fishery; Framework Adjustment, 5, 
23042 

Northeast Multispecies Fishery; 2011 Sector 
Operations Plans and Contracts, and 
Allocation of Northeast Multispecies 
Annual Catch Entitlements, 23076 

Northeast Multispecies Fishery; Trip Limit 
Decrease for the Common Pool Fishery, 
53832 

Northeast Skate Complex Fishery; Secretarial 
Emergency Action, 66856 

Removal of Standardized Bycatch Reporting 
Methodology Regulations, 81844 


FEDERAL REGISTER INDEX, January--December 2011 


NOAA 


Scup Fishery; Adjustment to the 2011 Winter 
TI Quota, 47491 

Summer Flounder Fishery; Quota Transfer, 
17032, 29670, 81851 

Tilefish Fishery; 2012 Quota Specification, 
62642 

Fisheries of the Northeastern United States; 
Monkfish; Amendment, 30265 

Fisheries of the Northeastern United States; 
Northeast Multispecies Fishery: 

Framework Adjustment 45; Adjustments for 
Fishing Year, 56322, 2011, 56322 

Georges Bank Yellowtail Flounder Catch Limit 
Revisions, 61995 

Trip Limit Increase for the Common Pool 
Fishery, 30035 

Fishery Closures: 
Hawaii Bottomfish and Seamount Groundfish 
Fisheries, 10524 

Fishery Management Plan for Scallop Fishery Off 
Alaska; Amendment, 3, 61996 

Fishing Capacity Reduction Program for the 
Southeast Alaska Purse Seine Salmon 
Fishery, 61985 

Fraser River Sockeye and Pink Salmon Fisheries; 
Inseason Orders, 70062 

Gray’s Reef National Marine Sanctuary, 63824 

Grays Reef National Marine Sanctuary; 
Establishment, 77670 

Groundfish Fisheries of the EEZ Off Alaska: 

Pacific Halibut Fisheries; CDQ Program; Bering 
Sea and Aleutian Islands King and Tanner 
Crab Fisheries, 40628 

Groundfish Fisheries of the Exclusive Economic 
Zone Off Alaska: 

American Fisheries Act; Recordkeeping and 

Reporting, 12884 
Gulf of Mexico Reef Fishery: 
Closure of Commercial Sector for Greater 
Amberjack, 64248 
Hawaii Bottomfish and Seamount Groundfish 
Fisheries: 
Fishery Closures; Modification, 15222 
Hawaii Crustacean Fisheries: 

2011 Northwestern Hawaiian Islands Lobster 

Harvest Guideline, 4551 
High Seas Driftnet Fishing Moratorium Protection 
Act: 

Identification and Certification Procedures to 
Address Illegal, Unreported, and 
Unregulated Fishing Activities, etc., 2011 

International Fisheries: 

Pacific Tuna Fisheries; Eastern Pacific Ocean 

Restrictions, 68332 
International Fisheries; Pacific Tuna Fisheries: 
Vessel Capacity Limit in Purse Seine Fishery 
in Eastern Pacific Ocean, 283 
International Fisheries; Western and Central 
Pacific Fisheries for Highly Migratory 
Species: 

Fishing Restrictions for Bigeye Tuna and 
Yellowfin Tuna in Purse Seine Fisheries 
for 2012, 82180 

List of Fisheries for 2012, 73912 

Magnuson-Stevens Act Provisions; Biennial 
Specifications and Management Measures; 
Inseason Adjustments: 

Fisheries off West Coast States; Pacific Coast 
Groundfish Fishery, 38313 

Magnuson-Stevens Act Provisions; Fisheries off 
West Coast States: 

Pacific Coast Groundfish Fishery; Amendments 
20 and 21; Trawl Rationalization Program; 
Correcting Amendments, 53833 

Pacific Coast Groundfish Fishery; Biennial 
Specifications and Management Measures; 
Correction, 54713 
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Pacific Coast Groundfish Fishery; Inseason 
Adjustments to Fishery Management 
Measures, 11381 

Magnuson-Stevens Fishery Conservation and 
Management Act Provisions; Fisheries of 
Northeastern United States: 

Annual Catch Limits and Accountability 

Measures, 60606 
Management Plans of Puerto Rico and the U.S. 
Virgin Islands: 

Reef Fish, Spiny Lobster, Queen Conch and 
Coral and Reef Associated Plants and 
Invertebrates Fishery; Amendments, 82414 

Migratory Species: 
Smoothhound Shark Fishery Management 
Measures; Update, 70064 
Olympic Coast National Marine Sanctuary 
Regulations; Revisions, 67348 
Pacific Cod by Non-American Fisheries Act Crab 
Vessels Harvesting Pacific Cod: 

Processing by Inshore Component in Central 
Regulatory Area of Gulf of Alaska; 
Closure, 58414 

Pacific Halibut Fisheries: 

Guided Sport Charter Vessel Fishery for 
Halibut; Recordkeeping and Reporting, 
6567 

Limited Access for Guided Sport Charter 
Vessels in Alaska, 19708, 34890 

Northeast Multispecies Fishery Management 
Plan and Sector Annual Catch 
Entitlements; Updates 34903 

Pacific Halibut Fisheries; Catch Sharing Plan, 
14300, 14319 

Protective Regulations for Killer Whales in 
Northwest Region under Endangered Species 
Act and Marine Mammal Protection Act, 
20870 

Snapper-Grouper Fishery of South Atlantic: 

Closure of 2011-2012 Recreational Sector for 
Black Sea Bass in South Atlantic, 63563 

Takes of Marine Mammals: 

Space Vehicle and Missile Launch Operations 

at Kodiak Launch Complex, AK, 16311 
Taking and Importing Marine Mammals: 

Keyport Range Complex, U.S. Navy Research, 
Development, Test, and Evaluation 
Activities, 20257 

Military Training Activities Conducted Within 
Gulf of Alaska Temporary Maritime 
Activities Area, 25480 

Navy Training in the Hawaii Range Complex, 
Southern California Range Complex and 
Atlantic Fleet Active Sonar Training, 6699 

Operation and Maintenance of Neptune 
Liquefied Natural Gas Facility off 
Massachusetts; Correction, 34157, 35995 

U.S. Navy Training in the Virginia Capes 
Range Complex and Jacksonville Range 
Complex, 30552 

Taking and Importing of Marine Mammals: 

Military Training Activities Conducted within 
Gulf of Alaska Temporary Maritime 
Activities Area; Correction, 27915 

Taking of Marine Mammals Incidental to 
Specified Activities: 
Training Operations Conducted within the Gulf 
of Mexico Range Complex, 250 
Titles of Officials, Office Names, and References, 
59304 
U.S. Fish Quotas and Effort Allocations: 

Northwest Atlantic Fisheries Organization 

Regulatory Area, 464 
Western and Central Pacific Fisheries for Highly 
Migratory Species: 

2011 Bigeye Tuna Longline Fishery Closure, 

71469 
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2011 Bigeye Tuna Longline Fishery Closure; 

Withdrawal, 74747 
Western Pacific Bottomfish and Seamount 
Groundfish Fisheries: 

2011-12 Main Hawaiian Islands Deep 7 
Bottomfish Annual Catch Limits and 
Accountability Measures, 54715 

Western Pacific Pelagic Fisheries: 

American Samoa Longline Gear Modifications 
to Reduce Turtle Interactions, 52888 

Hawaii-Based Shallow-Set Longline Fishery; 
Court Order, 13297 

Hawaii Shallow-Set Pelagic Longline Fishery; 
Sea Turtle; Closure, 72643 


Prohibiting Longline Fishing; Northern Mariana 


Islands, 37287 


PROPOSED RULES 
Atlantic Coastal Fisheries Cooperative 
Management Act Provisions: 
American Lobster Fishery, 71501 
Atlantic Highly Migratory Species: 
2011 North and South Atlantic Swordfish 
Quotas, 36892 
2012 Atlantic Shark Commercial Fishing 
Season, 67121 
Atlantic Bluefin Tuna Quotas; Management 
Measures, 18504 


Atlantic Bluefin Tuna Quotas and Atlantic Tuna 


Fisheries Management Measures; 
Correction, 13583, 15276 

Atlantic Shark; Management Measures, 62331 

Atlantic Shark Management Measures, 57709, 
72383 

Atlantic Shark Management Measures; 
Correction, 65673 

Bluefin Tuna Bycatch Reduction in Gulf of 
Mexico Pelagic Longline Fishery, 2313 

Electronic Dealer Reporting Requirements; 
Public Hearings, 37750 

Electronic Dealer Reporting System Workshop, 
72382 


Incidentally-Caught Highly Migratory Species in 


Atlantic Trawl Fisheries; Modification, 
14884 

Shark Management Measures, 23935 

Vessel Monitoring Systems, 36071, 38598 

Vessel Monitoring Systems; Correction, 38107 

Endangered and Threatened Species: 

12-month Finding on Petition to Delist Coho 

Salmon South of San Francisco Bay, 6383 


Alewife and Blueback Herring; 90 Day Finding, 


67652 

Atlantic Bluefin Tuna; Listing Determination, 
31556 

Authorizing Release of a Nonessential 
Experimental Population of Upper 
Columbia Spring-run Chinook Salmon in 
the Okanogan River Basin, 42658 

Bearded Seal, 77465 

Bearded Seal; Status for Distinct Population 
Segments, 6755 

Coho Salmon; South of San Francisco Bay; 
Range Extension, 16595 

Designation of a Nonessential Experimental 
Population for Middle Columbia River 
Steelhead, 28715 

Distinct Population Segments of Bearded Seal; 
Public Hearing Status, 14883 

Hawaiian Monk Seals; Critical Habitat, 32026, 
68710 

Leatherback Sea Turtle; Revision, 25660 

Loggerhead Sea Turtles; Listing, 15932 

Protective Regulations for the Gulf of Maine 
Distinct Population Segment of Atlantic 
Sturgeon, 34023 

Ribbon Seal; Status Review, 77467 


Ringed Seal; Status for Subspecies, 6754 

Ringed Seal Subspecies, 77466 

Saltmarsh Topminnowl; 90 Day, 49412 

Scalloped Hammerhead Shark; 90 Day Finding, 
72891 

Six Species of Sawfishes; 90 Day Petition 
Finding, 12308 

Southern Distinct Population Segment of 
Eulachon; Designation of Critical Habitat, 
515 

Subspecies of Ringed Seal; Public Hearings on 
Status, 733 

Subspecies of Ringed Seal; Status, 14882 

Textual Descriptions of Boundaries of Critical 
Habitat; Requirements, 28405 


Endangered and Threatened Species: 17 


Evolutionarily Significant Units and Distinct 
Population Segments of Pacific Salmon and 
Steelhead; 5-Year Reviews, 50448 
5 Evolutionarily Significant Units of Pacific 
Salmon and 1 Distinct Population Segment 
of Steelhead in California, 50447 


Endangered and Threatened Wildlife Species: 


Hawaiian Monk Seals; Public Hearings, 41446 


Fagatele Bay National Marine Sanctuary; 


Expansion; Name Change, 65566 


Fisheries in the Western Pacific: 


Mechanism for Specifying Annual Catch Limits 
and Accountability Measures, 14367, 
17808 

Pelagic Fisheries; Purse Seine Prohibited Areas 
around American Samoa, 23964, 40674 


Fisheries of Caribbean, Gulf of Mexico, and South 


Atlantic: 

Comprehensive Annual Catch Limit; 
Amendment, 74757 

Comprehensive Ecosystem-Based Amendment, 
59371 

Generic Annual Catch Limits/Accountability 
Measures Amendment for Gulf of Mexico, 
59373 

Golden Crab Fishery off Southern Atlantic 
States; Control Date, 15275 

Queen Conch and Reef Fish Fishery 
Management Plans of Puerto Rico and U.S. 
Virgin Islands, 59375 

Queen Conch Fishery of Puerto Rico and U.S. 
Virgin Islands; Management Measures, 
3596 

Reef Fish Fishery of Gulf of Mexico; Greater 
Amberjack Management Measures, 4084 

Reef Fish Fishery of Gulf of Mexico; Red 
Grouper Management Measures, 58455 

Snapper-Grouper Fishery; Southern Atlantic 
States; Management Measures, 78879 

Snapper-Grouper Fishery Off Southern Atlantic 
States; Control Date for Commercial 
Wreckfish Sector, 530, 46718 

Snapper-Grouper Fishery of South Atlantic; 
Snapper-Grouper Management Measures, 
23930 

Spiny Lobster Fishery of Gulf of Mexico and 
South Atlantic, 0, 54727, 59102 

Stone Crab Fishery of Gulf of Mexico; Removal 
of Regulations, 43250 


Fisheries of Exclusive Economic Zone Off Alaska: 


Allocating Gulf of Alaska Fishery Resources; 
Rockfish Program Public Workshops, 
52301 

Bering Sea and Aleutian Islands Crab 
Rationalization Program, 4, 13593, 17088 

Bering Sea and Aleutian Islands King and 
Tanner Crabs, 25295 

Bering Sea and Aleutian Islands Management 
Area; Limited Access Privilege Program, 
45219 
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Central Gulf of Alaska Rockfish Program; 
Amendment, 8, 45217 

Chinook Salmon Bycatch Management in Gulf 
of Alaska Pollock Fishery; Amendment, 3, 
72384 

Groundfish of Gulf of Alaska; Amendment, 8, 
52148 

Pacific Cod Allocations in Gulf of Alaska; 
Amendment, 3, 37763 

Scallops; Availability of Fishery Management 
Plan Amendment; Request for Comments, 
40674 

Fisheries Off West Coast States: 

Coastal Pelagic Species Fisheries; Amendment 
13 to Coastal Pelagic Species Fishery 
Management Plan; Annual Catch Limits, 
37761-37763 

Coastal Pelagic Species Fisheries; Annual 
Specifications, 4854 

Highly Migratory Species Fisheries; 
Amendment, 13592 

Highly Migratory Species Fisheries; Annual 
Catch Limits and Accountability Measures, 
23962 

Highly Migratory Species Fisheries; Swordfish 
Retention Limits, 65155 

Pacific Coast Groundfish Fishery; 2012 
Specifications and Management Measures 
and Secretarial Amendment, 59634 

Pacific Coast Groundfish Fishery Management 
Plan Secretarial Amendment 1; 
Availability, 55865 

West Coast Salmon Fisheries; Salmon Fishery 
Management Plan, Amendment, 6, 65673 

Fisheries Off West Coast States; Coastal Pelagic 
Species Fisheries: 

Fishery Management Plan; Annual Catch 

Limits, 33189 
Fisheries off West Coast States; Pacific Coast 
Groundfish Fishery Management Plans: 

Trawl Rationalization Program; Program 
Improvement and Enhancement; 
Amendment, 1-1, 50449 

Fisheries Off West Coast States; West Coast 
Salmon Fisheries: 
Salmon Fishery Management Plan, 57945 
Fisheries of Northeastern United States: 

Atlantic Bluefish Fishery; 2011 Atlantic 
Bluefish Specifications; Regulatory 
Amendment, 2640 

Atlantic Deep-Sea Red Crab Fishery; 
Amendment, 39369 

Atlantic Herring Fishery, 34947 

Atlantic Mackerel, Squid, and Butterfish 
Fisheries; Amendment, 1, 45742 

Atlantic Sea Scallop Fishery; Amendment 15 
to Management Plan, 16595 

Atlantic Sea Scallop Fishery; Framework 
Adjustment, 2, 23940 

Atlantic Sea Scallop Fishery Management Plan; 
Amendment, 5, 19929 

Changes to Vessel Replacement and Upgrade 
Provisions for Fishing Vessels Issued 
Limited Access Federal Fishery Permits, 
61661 

Monkfish; Amendment, 11737 

Northeast Multispecies Fishery; Limiting 
Excessive Accumulation of Control, etc., 
19305 

Northeast Skate Complex Fishery; Framework 
Adjustment, 18505 

Fisheries of the Caribbean, Gulf of Mexico, and 
South Atlantic: 

Coastal Migratory Pelagic Resources in Gulf 
of Mexico and Atlantic Region; 
Amendment, 8, 60444 


Coastal Migratory Pelagic Resources in the Gulf 
of Mexico and Atlantic Region; 
Amendment, 8, 65662 

Comprehensive Annual Catch Limit; South 
Atlantic; Amendment, 82264 

Comprehensive Annual Catch Limit 
Amendment for the South Atlantic, 65153 

Comprehensive Ecosystem-Based; Amendment, 
69230 

Generic Annual Catch Limits/Accountability 
Measures; Gulf of Mexico; Amendment, 
66021 

King and Spanish Mackerel Coastal Migratory 
Pelagic Fishery off the Southern Atlantic 
States; Control Date, 5326 

Queen Conch and Reef Fish Fishery 
Management Plans of Puerto Rico and the 
U.S. Virgin Islands, 66675 

Reef Fish Fishery; Amendment, 2, 67656 

Reef Fish Fishery of the Gulf of Mexico; 
Amendment, 2, 66672, 50979 

Reef Fish Fishery of the Gulf of Mexico; 
Greater Amberjack Management Measures, 
13122 

Reef Fish Fishery of the Gulf of Mexico; Red 

; Snapper; Management Measures, 735 

Reef Fish Resources of the Gulf of Mexico, 
Commercial Reef Fish Fishery of the Gulf 
of Mexico; Control Date, 74038 

Snapper-Grouper Fishery off the Southern 
Atlantic States; Control Date, 5325 

Fisheries of the Exclusive Economic Zone Off 
Alaska: 

Allocating Bering Sea and Aleutian Islands 
King and Tanner Crab Fishery Resources, 
5556, 44297 

Bering Sea and Aleutian Islands Crab 
Rationalization Program, 8700, 49423 

Bering Sea and Aleutian Islands Management 
Area; Limited Access Privilege Program, 
49417 

Chinook Salmon Bycatch Management in 
Bering Sea Pollock Fishery; Economic 
Data Collection, 42099 

Groundfish; 2012 and 2013 Harvest 
Specifications, 79620 

Pacific Cod; Parallel Fishery in the Bering Sea 
and Aleutian Islands Area; Revision, 13331 

Western Alaska Community Development 
Quota Program; Recordkeeping and 
Reporting, 7788 

Fisheries of the Northeastern U.S.: 
Northeast Multispecies; Amendment, 7, 77200 
Fisheries of the Northeastern United States: 

2011 Specifications for the Spiny Dogfish 
Fishery, 14644 

Annual Catch Limits and Accountability 
Measures, 35578 

Atlantic Deep-Sea Red Crab; Amendment, 
36511 

Atlantic Herring Fishery; Adjustment to 2012 
Annual Catch Limits, 79610 

Atlantic Mackerel, Squid, and Butterfish 
Fisheries; Specifications and Management 
Measures, 66260 

Monkfish; Framework Adjustment, 47533 

Northeast Multispecies Fisheries, Small-Mesh 
Multispecies, 57944 

Northeast Multispecies Fishery; Amendment, 7, 
79612 

Northeast Multispecies Fishery; Amendment 16 
and Framework Adjustment 44, 

Northeast Multispecies Fishery Management 
Plan; Secretarial Amendment, 80318 

Fisheries of the Northeastern United States; 
Monkfish; Amendment, 5555 
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Fisheries of the Northeastern United States; 
Northeast Skate Complex Fishery: 
Secretarial Emergency Action, 53872 
Fishery Management Plans of Puerto Rico and 
the U.S. Virgin Islands: 

Reef Fish, Spiny Lobster, Queen Conch, Coral 
Reefs; Amendments, 68711 

Fishery Management Plans of Puerto Rico and 
U.S. Virgin Islands: 

Reef Fish, Spiny Lobster, Queen Conch and 
Coral and Reef Associated Plants and 
Invertebrates, 59377 

Fishing Capacity Reduction Program for the 
Southeast Alaska Purse Seine Salmon 
Fishery, 29707 

Hawaii Bottomfish and Seamount Groundfish 
Fisheries: 

Modification to Advance Notification Period for 
Fishery Closures, 8330 

International Fisheries; Pacific Tuna Fisheries: 

Fishing Restrictions in the Eastern Pacific 
Ocean, 60790 

Recommendations Adopted by the Inter- 
American Tropical Tuna Commission, 
39808 

Listing Endangered and Threatened Species: 

Chinook Salmon; 90 Day Findings, 20302 

List of Fisheries for 2012, 37716 

Magnuson-Stevens Act Provisions; Fisheries of 
Northeastern United States: 

Northeast Multispecies Fishery; 2011 Sector 
Operations Plans and Contracts, and 
Allocation of Annual Catch Entitlements, 
10852 

Magnuson-Stevens Fishery Conservation and 
Management Act Provisions: 

Atlantic Mackerel, Squid, and Butterfish 
Fisheries; Amendment, 1, 39374 

Fisheries of Northeastern United States; 
Northeast Multispecies Fishery; Framework 
Adjustment, 5, 11858, 6, 42663 

Fisheries of the Northeastern United States; 
Annual Catch Limits and Accountability 
Measures, 29717 

Marine Mammals: 

Subsistence Taking of Northern Fur Seals; 
Harvest Estimates, 45499 

Meetings: 

Distinct Population Segments of Bearded Seal; 
Public Hearings on Status, 734 

National Marine Sanctuary Regulations: 

Low Overflights in Designated Zones; 
Amendments, 294 

Olympic Coast National Marine Sanctuary 
Regulations Revision, 2611, 6368 

Pacific Coast Groundfish: 

Secretarial Fishery Management Plan 
Amendment 1; Public Hearing, 55344 

Pacific Halibut Fisheries: 

Catch Sharing Plan, 2871 

Catch Sharing Plan for Guided Sport and 
Commercial Fisheries in Alaska, 44156, 
55343 

Reducing Regulatory Burden; Retrospective 
Review under E.O. 3563, 13549 

Sea Turtle Conservation and Recovery Actions, 
37050 

Takes of Marine Mammals: 

Operation of the Northeast Gateway Liquefied 
Natural Gas Port Facility in Massachusetts 
Bay, 43639 

Taking and Importing Marine Mammals: 

Operation of Offshore Oil and Gas Facilities 
in the U.S. Beaufort Sea, 39706 

U.S. Navy Training Activities in California, 
70695 


NOAA 


Taking of Marine Mammals Incidental to 
Commercial Fishing Operations: 
False Killer Whale Take Reduction Plan, 42082 
Western Pacific Bottomfish and Seamount 
Groundfish Fisheries: 

2011-12 Main Hawaiian Islands Deep 7 
Bottomfish Annual Catch Limits and 
Accountability Measures, 46719 

Western Pacific Pelagic Fisheries: 

American Samoa Longline Gear Modifications 
to Reduce Turtle Interactions, 29718, 
32929 

Prohibiting Purse Seine Fishing in the U.S. EEZ 
Around Guam and the Northern Mariana 
Islands, etc., 13330, 17811 

Purse Seine Prohibited Areas Around American 
Samoa, 19028 

Fisheries of Northeastern United States: 

Recreational Management Measures for Summer 
Flounder, Scup, and Black Sea Bass 
Fisheries; 2011 Scup Specifications, 22350 

Fisheries of the Caribbean, Gulf of Mexico, and 
South Atlantic: 

Reef Fish Fishery of the Gulf of Mexico; Gag 

Grouper Management Measures, 22345 
National Standard 10 Guidelines, 22342 
NOTICES 
Affirmations of Vertical Data for Surveying and 

Mapping Activities: 

St. Croix, St. John and St. Thomas, USVI, 

77208 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 1602 

Alaska Commercial Operator’s Annual Report, 
53412 

Alaska Individual Fishing Quotas (IFQs) for 
Pacific Halibut and Sablefish, 23993 

Alaska Recreational Charter Vessel Guide and 
Owner Data, 62374 

Alaska Region Bering Sea and Aleutian Islands 
Crab Permits, 3089, 3090 

Alaska Region Logbook Family of Forms, 
41763 

Alaska Saltwater Sportfishing Economic Survey, 
32142 

Aleutian Islands Pollock Fishery Requirements, 
68161 

Application to Shuck Surf Clams/Ocean 
Quahogs at Sea, 65180 

Atlantic Highly Migratory Species Vessel and 
Gear Marking, 54738 

Billfish Certificate of Eligibility, 6400 

Billfish Tagging Report Card, 328 

California Signage Plan; Evaluation of 
Interpretive Signs, 47154 

Certification Requirements for Distributors of 
NOAA Electronic Navigational Charts 
NOAA Hydrographic Products, 72905 

Certification Requirements for Hydrographic 
Product Quality Assurance Program, 4091 

Commercial Fishing Vessel Cost and Earnings 
Data Collection Survey in Northeast 
Region, 26705 

Cooperative Game Fish Tagging Report, 47154 

Coral Reef Conservation Program 
Administration, 63904 

Coral Reef Conservation Program Survey, 
38618 

Customer Surveys, 55362 

Deep Seabed Mining Exploration Licenses, 
65180 

Defining Target Levels for Ecosystem 
Components, A Socio-Ecological 
Approach, 12942 

Economic Expenditure Survey of Golden Crab 
Fishermen in U.S. South Atlantic Region, 
4635 


Economic Surveys of American Samoa, Guam, 
and the Commonwealth of the Northern 
Mariana Islands Small Boat-based 
Fisheries, 10006 

Emergency Beacon Registrations, 17625 

Fisheries Finance Program Requirements, 44306 

Fisheries in the Western Pacific; Seabird- 
Fisheries Interaction Recovery Reporting, 
57715 

Fishermen’s Contingency Fund, 38617 

Fishery Capacity Reduction Program Buyback 
Requests, 54432 

Foreign Fishing Vessel Permit Applications, 
22676 

Highly Migratory Species Permit Family of 
Forms, 65500 

Highly Migratory Species Vessel Logbooks and 
Coast-Earnings Data Reports, 25306 

High Seas Fishing Permit Application 
Information, 47153 

Implantation and Recovery of Archival Tags for 
Highly Migratory Species, 4634 

International Dolphin Conservation Program, 
51943 

Large Pelagic Fishing Survey, 12340 

Marianas Trench Marine National Monument 
Knowledge and Attitudes Survey, 12714 

Marine Recreational Fisheries Statistics Survey, 
28421 

National Marine Sanctuary Permits, 59660 

National Saltwater Angler Registry and State 
Exemption Program, 38619 

Non-commercial Permit and Reporting 
Requirements in the Main Hawaiian Islands 
Bottomfish Fishery, 12069 

Northeast Region Observer Providers 
Requirements, 551 

Northeast Region Permit Family of Forms, 
17839 

Northeast Region Vessel Identification 
Collection, 550 

Northwest Region Gear Identification 
Requirements, 50180 

Northwest Region Vessel Identification 
Requirements, 52317 

Pacific Albacore Logbook, 39072 

Pacific Islands Logbook Family of Forms, 
59113 

Pacific Islands Region Permit Family of Forms, 
22675 

Pacific Islands Region Vessel and Gear 
Identification Requirements, 16610 

Papah 9kuakea Marine National 
Monument Mokupapapa Discovery Center 
Exhibit Evaluation, 69241 

Perceptions about the Biological and Socio- 
Economic Performance of Marine 
Regulations in the U.S. Caribbean, 16612 

Permits for Incidental Taking of Endangered or 
Threatened Species, 70417 

Permitting, Vessel Identification, and Reporting 
Requirements for Deepwater Shrimp 
Fisheries in the Western Pacific Region, 
78615 

Permitting, Vessel Identification, and Vessel 
Monitoring System Requirements, etc., 
59660 

Prohibited Species Donation Program, 7546 

Protocol for Access to Tissue Specimen 
Samples from National Marine Mammal 
Tissue Bank, 24862 

Requirements for Ocean Salmon Fishery Off 
Coasts of Washington, Oregon, and 
California, 329 

Satellite Ground Station Customer 
Questionnaire, 53883 


Seafood Inspection and Certification 
Requirements, 55363 

Sea Grant Program Application Requirements 
for Grants, for Sea Grant Fellowships, etc., 
16612 

Shipboard Observation Form for Floating 
Marine Debris, 52638 

Societal Response to Tornado Warnings, 70971 

Socio-Economic Surveys of Vessel Owners, 
Permit Holders and Crew in New England 
and Mid-Atlantic Fisheries, 16611 

Southeast Region Bycatch Reduction Device 
Certification Family of Forms, 51944 

Southeast Region Gear Identification 
Requirements, 54737 

Southeast Region Vessel Identification 
Requirements, 52637 

Southwest Region Vessel Identification 
Requirements, 12339 

StormReady, TsunamiReady and StormReady/ 
TsunamiReady Application Forms, 38618 

Virginia Modified Pound Net Leader Inspection 
Program, 12941 

West Coast Groundfish Trawl Economic Data, 
75873 

Data Collection and Verification for Marine 
Protected Areas Inventory, 60004 


Anadromous Fish; Research Permit Applications, 


31590 


Application for Exempted Fishing Permit: 


Magnuson-Stevens Act Provisions; General 
Provisions for Domestic Fisheries, 12715 


Application for Exempted Fishing Permits, 37327 
Applications: 


Availability of Seats for Fagatele Bay National 
Marine Sanctuary Advisory Council, 41763 

Endangered Species; File No., 4726, 6118, 
5552, 4635, 5566, 78890, 5672, 23305, 
5685, 35842, 5802, 45230, 6194, 48806, 
6229, 40699, 6253, 37327, 6548, 51945 

Endangered Species; File Nos. 16266 and, 6291, 
15300 

Fagatele Bay National Marine Sanctuary 
Advisory Council, 77780 

Marine Mammals (File No. 15616), 542 

Marine Mammals; File No., 7-1851, 46279, 
4241, 78242, 4259, 3615, 5240, 78890, 
5274, 5338, 5453, 4867, 5530, 10560, 
5646, 28421, 5748, 13603, 5844, 30919, 
6094, 45514, 6124, 70418, 6314, 34053, 
6479, 72389, 6510, 37063, 6553, 51002, 
6685, 65697 

Marine Mammals; File Nos. 16109 and, 5575, 
51001 

Marine Mammals; File Nos. 16163, 16160, and, 
5569, 68161 

Marine Mammals and Endangered Species; File 
No., 6305, 68718 

Marine Mammals, File No., 6087, 13603 

Northwestern Hawaiian Islands Coral Reef 
Ecosystem Reserve Advisory Council, 
77779 


Applications for Exempted Fishing Permits, 


16613, 16614, 65181 
Atlantic Coastal Fisheries Cooperative 
Management Act Provisions; Horseshoe 
Crabs, 31941 


Applications for Incidental Take Permits; Receipt: 


(16230), 61670 


Applications for Permit Amendments 


Marine Mammals, 329 
Marine Mammals; File No. 14326 and, 4329, 
21703 


Applications Received: 


Marine Mammals, 2888 


Atlantic Coastal Fisheries Cooperative 


Management Act Provision: 
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Domestic Fisheries; Application for Exempted 
Fishing Permits, 22875 
General Provisions for Domestic Fisheries; 
Application for Exempted Fishing Permits, 
19748, 41764 
Atlantic Highly Migratory Species: 
Atlantic Shark Management Measures; 2012 
Research Fishery, 67149 
Billfish and Swordfish Catch Card Pilot 
Program for Puerto Rico, 7155 
Exempted Fishing, Scientific Research, Display, 
and Chartering Permits, 72678 
Atlantic Highly Migratory Species Fisheries: 
Vessel Monitoring Systems; Approved Mobile 
Transmitting Units and Communications 
Service Providers, 75523 
Availability of Proposed Low Effect t:bitat 
Conservation Plans: 
Tumalo Irrigation District’s Tumalo 
Conservation Project, 58249 
Availability of Seat for the Gulf of the Farallones 
National Marine Sanctuary Advisory Council, 


1 
Availability of Seats for Stellwagen Bank National 
Marine Sanctuary Advisory Council, 2347 
Availability of Seats for the Cordell Bank National 
Marine Sanctuary Advisory Council, 12069 
Availability of Seats for the Florida Keys National 
Marine Sanctuary Advisory Council, 4868, 
40336 
Availability of Seats for the Grays Reef National 
Marine Sanctuary Advisory Council, 12070 
Availability of Seats for the Monitor National 
Marine Sanctuary Advisory Council, 551 
Coastal Zone Management Program; Illinois, 
57022 
Damage Assessment, Remediation, and 
Restoration Program: 
Indirect Cost Rates for Fiscal Years 2009-2010, 
61089 
Draft 2011 Marine Mammal Stock Assessment 
Reports, 52940 
Draft Companion Manuals; Availability: 
Executive Order 11988 Floodplain Management 
and Executive Order 11990 Protection of 
Wetlands, 57716 
Draft Policy on Interpretation of Phrase Significant 
Portion of Its Range in Endangered Species 
Act’s Definitions, 76987 
Draft Scientific Integrity Policy and Handbook; 
Availability, 36094 
Endangered and Threatened Species: 
5-Year Reviews for 4 Distinct Population 
Segments of Steelhead in California, 76386 
90-Day Finding on Petitions to Delist Coho 
Salmon, 62375 
Barndoor Skate, Winter Skate, and Smooth 
Skate; 90 Day Finding, 78898 
Counterpart Regulations, 61090 
Recovery Plan Module for Columbia River 
Estuary Salmon and Steelhead, 8345 
Recovery Plans; Availability, 52317 
Take of Anadromous Fish, 5338, 5339, 6400, 
6401, 15946, 20956, 27016, 51352, 57717, 
61344 
Take of Anadromous Fish; Application for 
Renewal of Scientific Research Permit, 
21857 
Take of Anadromous Fish; Applications, 27017 
Take of Anadromous Fish; Applications for 
Seven New Scientific Research Permits and 
One Permit Modification, 21858 
Take of Anadromous Fish; Correction, 2664 
Take of Anadromous Fish; Permits, 2663 
Take of Anadromous Fish; Receipt of Permit 
Application; Request for Comments, 21857 


Thorny Skate (Amblyraja Radiata); 90 Day 
Finding, 78891 
Endangered and Threatened Species; Recovery 
Plans, 43985, 
Recovery Plan for the Kemp’s Ridley Sea 
Turtle, 58781 
Endangered and Threatened Species; Take of 
Anadromous Fish, 35842, 43986, 71315, 
77490, 78242 
Issuance of Three Scientific Research Permits, 
39856 
Endangered and Threatened Species Permits: 
Take of Anadromous Fish, 57717 
Endangered and Threatened Wildlife: 
90-Day Finding on a Petition to List the Texas 
Pipefish as Threatened or Endangered, 
7820 
Alabama Shad; 90 Day Petition Finding, 320 
Finding on Petition to List Caribbean Electric 
Ray as Threatened or Endangered, 15947 
Goliath Grouper; 90 Day Findings, 31592 
Endangered Species: 
File No. 16146; Receipt of Application, 44306 
Endangered Species; Applications: 
File No., 5661, 27306 
Permit No., 6439, 33703 
Endangered Species; Issuances of Permits: 
File No., 6174, 71515 
Endangered Species; Receipt of Applications: 
File No., 5634, 58471, 6306, 58471 
File Nos. 16526, 16323, 16436, 16422, 16438, 
16431, 16507, 16547, 16375, 16442, 
16482, and, 6508, 58469 
Endangered Species Act Incidental Take Permit 
Applications, 17434 
Endangered Species Permits: 
File No., 5135, 33245 
Environmental Assessments; Availability, etc.: 
Amendment 4 to the 2006 Consolidated Atlantic 
Highly Migratory Species Fishery 
Management Plan, 41216 
Emergency Restoration of Seagrass Impacts 
from the Deepwater Horizon Oil Spill 
Response, 45780 
Marine Mammals; File No., 5537, 19976 
PacifiCorp Klamath Hydroelectric Project 
Interim Operations; Incidental Take Permit 
and Habitat Conservation Plan, 25307 
Environmental Assessments, General Conservation 
Plans; Availability, etc., 78243 
Environmental Impact Statements; Availability, 
etc.: 
Amendment 21 to the Snapper-Grouper Fishery 
Management Plan of the South Atlantic, 
100 
Amendment 22 to the Fishery Management Plan 
for Snapper-Grouper Resources of the 
South Atlantic, 101 
Amendment 24 to the Fishery Management Plan 
for Snapper-Grouper Resources of the 
South Atlantic, 
Amendment 5 to the Golden Crab Fishery 
Management Plan of the South Atlantic, 
8 
Atlantic Large Whale Take Reduction Plan, 
34654 


Coastal Zone Management Program; Illinois, 
80342 

Deepwater Horizon Oil Spill; Gulf Spill 
Restoration Planning; Scoping Meetings; 
Correction, 13985 

Effects of Oil and Gas Activities in the Arctic 
Ocean, 82275 

Essential Fish Habitat Components of Fishery 
Management Plans 5-year Review, 35408 

Establishment of Annual Quotas for the 
Subsistence Harvest of Bowhead Whales 
by Alaska Natives, 58781 
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Final Habitat Conservation Plan, 39072 
Fisheries of Caribbean, Gulf of Mexico, and 
South Atlantic; Comprehensive Annual 
Catch Limit Amendment, 4868 
Fishery Management Plan for Spiny Lobster 
Resources of the Gulf of Mexico and South 
Atlantic, 57957 
Gulf Spill Restoration Planning, 327 
Gulf Spill Restoration Planning, Deepwater 
Horizon Oil Spill, 11426 
Hawaiian Monk Seal Recovery Actions, 51945 
Joint State and Tribal Resource Management 
Plans for Puget Sound Hatchery Programs, 
45515 
New England Fishery Management Council; 
Northeast Multispecies Fishery, 79153 
Pacific Coast Groundfish Fishery Management 
Plan, 70418 
Replacement of National Marine Fisheries 
Service Southwest Fisheries Science 
Center, La Jolla, CA, 41453 
Replacement of NOAA Southwest Fisheries 
Science Center in La Jolla, CA, 57957 
Snapper-Grouper Fishery off Southern Atlantic 
States; Amendments 18A, 18B, 18C, 20A, 
and 20B, 74046 
Washington Coastal Zone Management 
Program, 31303 
Establishment and Membership Solicitations: 
U.S. Integrated Ocean Observing System 
Advisory Committee, 14375 
Evaluation of State Coastal Management Programs 
and National Estuarine Research Reserves, 
10338 
Evaluations: 
State Coastal Management Programs and 
National Estuarine Research Reserves, 
14376 
Evaluations and Final Findings; Availability: 
State Coastal Management Programs and 
National Estuarine Research Reserves, 
46723 
Extensions of Application Periods and Requests 
for Applications: 
Seats for Stellwagen Bank National Marine 
Sanctuary Advisory Council, 23793 
Fisheries in the Western Pacific: 
American Samoa Pelagic Longline Limited 
Entry Program, 2664 
Fisheries of Caribbean, Gulf of Mexico, and South 
Atlantic: 
Coral and Coral Reefs off Southern Atlantic 
States; Exempted Fishing Permit, 41764 
Gulf of Mexico Reef Fish Fishery; South 
Atlantic Snapper-Grouper Fishery; Request 
for Designation, 64327 
Reef Fish Fishery of Gulf of Mexico; Exempted 
Fishing Permit, 50181, 50182 
Shrimp Fisheries; Application for Exempted 
Fishing Permit, 35409 
Fisheries of Exclusive Economic Zone Off Alaska: 
Application for Exempted Fishing Permit, 
70972 
North Pacific Halibut and Sablefish Individual 
Fishing Quota Cost Recovery Programs, 
77209 
Fisheries Off West Coast States and in Western 
Pacific: 
Pacific Coast Groundfish Fishery; Application 
for Exempted Fishing Permit, 44577 
Fisheries of Pacific Region: 
Determination of Overfishing of Pacific Perch, 
70420 
Western Pacific Region, Determination of 
Overfishing or Overfished Condition, 
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Fisheries of South Atlantic; Southeast Data, 
Assessment, and Review: 

Assessment Process Webinars for South Atlantic 
Black Sea Bass and Golden Tilefish, 47564 

South Atlantic Black Sea Bass and Golden 
Tilefish, 18532, 47563 

Fisheries of the Caribbean; Southeastern Data, 
Assessment, and Review: 

Caribbean Silk Snapper, Queen Snapper, and 
Redtail Parrotfish; Assessment Webinars, 
45231 

Fisheries of the Caribbean, Gulf of Mexico, and 
South Atlantic: 

Gulf of Mexico Reef Fish Fishery; South 

Atlantic Snapper-Grouper Fishery, 78245 
Fisheries of the Exclusive Economic Zone Off 
Alaska: 

Application for an Exempted Fishing Permit, 
17107 

Bering Sea and Aleutian Islands Crab 
Rationalization Cost Recovery Program, 
43658 

Catch Accounting in Longline Catcher/Processor 
Pacific Cod Fishery, 21705 

Prohibited Species Donation Program, 40336 

Fisheries of the Gulf of Mexico and South 
Atlantic; Southeast Data, Assessment, and 
Review: 

Gulf of Mexico Menhaden and Gulf of Mexico 
and South Atlantic Yellowtail Snapper, 
52638 

Fisheries of the Northeastern U.S.: 

Atlantic Surfclam and Ocean Quahog Fisheries; 

2012 Cage Tags, 65697 
Fisheries of the South Atlantic and Gulf of 
Mexico: 

Southeast Data, Assessment, and Review; 

Spanish Mackerel and Cobia, 81479 
Fishing Capacity Reduction Program: 

Longline Catcher Processor Subsector of Bering 
Sea and Aleutian Islands Non Pollock 
Groundfish Fishery, 74048 

Framework for Ranking the Relative Importance 
of Puget Sound Chinook Salmon Populations, 
etc.; Availability, 6402 

General Provisions for Domestic Fisheries: 

Application for Exempted Fishing Permit, 
65698 

Application for Exempted Fishing Permits, 
14922 

Extension for Exempted Fishing Permit, 17109 

Extension of Exempted Fishing Permits, 19749 

Grays Reef National Marine Sanctuary Advisory 
Council Seats; Availability, 27307 

Guideline Harvest Levels for the Guided Sport 
Fishery for Pacific Halibut: 

International Pacific Halibut Commission 
Regulatory Areas 2C and 3A, 54739 

Hawaii Crustacean Fisheries: 

2012 Northwestern Hawaiian Islands Lobster 
Harvest Guideline, 77214 

Identification of Nations Fishing in Waters 
Beyond any National Jurisdiction that Target 
or Incidentally Catch Sharks, 16616 

Incidental Taking of Marine Mammals: 

Explosive Removal of Offshore Structures in 
the Gulf of Mexico, 12070, 23570, 35856 

Incidental Takings of Marine Mammals: 

Explosive Removal of Offshore Structures in 
Gulf of Mexico, 33704 

Indirect Cost Rates for Damage Assessment, 
Remediation, and Restoration Program for 
Fiscal Years 2009-2010, 65182 

International Affairs: 

Identification of Nations Whose Fishing Vessels 
are Engaged in Fishing in Waters Beyond 
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any National Jurisdiction that Target or 
Incidentally Catch Sharks, 79155 
International Conservation and Management 
Measures Recognized by the United States, 
28954 
International Fisheries; Atlantic Highly Migratory 
Species: 
Bluefin Tuna Import, Export, Re-export, 38620 
Issuance of Permit: 
Endangered Species, 19052 
Issuances Of Permits: 
Marine Mammals; File No., 5510, 25308 
Jobos Bay National Estuarine Research Reserve 
Management Plan, 2083 
Magnuson-Stevens Act Provisions; Fisheries of 
Northeastern United States: 

Northeast Multispecies Fishery; Approved 
Sector Monitoring Service Providers, 
21861 

Marine Mammals, 72178 

Application; Correction, 11762 

File No. 14241; Correction, 76386 

File No. 15271, Issuance of Permit, 18534 

File No. 15324, Receipt of Application, 18533 

File No. 15682, Receipt of Application, 18533 

Photography Permit Application No., 6360, 
27307 

Receipt of Application, 4091 

Marine Mammals; Applications: 
File No., 6472, 43266 
Marine Mammals; Applications for Permit 
Amendments: 
File No., 0018, 71938 
Marine Mammals; Issuances of Permit 
Amendments: 
File No., 4352, 20957 
Marine Mammals; Issuances of Permits: 
File No., 6510, 58472 
Marine Mammals; Photography Permit No., 6360, 
40338 
Marine Mammals; Pinniped Removal Authority, 
56167 
Marine Mammal Stock Assessment Reports; 
Availability, 34054 
Meetings: 

Advisory Committee to the U.S. Section of the 
International Commission for the 
Conservation of Atlantic Tunas, 60454 

Advisory Committee to the U.S. Section to the 
International Commission for the 
Conservation of Atlantic Tunas, 552 

Atlantic Highly Migratory Species Advisory 
Panel, 7547, 45781 

Atlantic Shark Identification, and Protected 
Species Safe Handling, Release, and 
Identification Workshops, 11762 

Atlantic Shark Identification Workshops; 
Protected Species Safe Handling, Release, 
and Identification Workshops, 59661 

Bering Sea and Aleutian Islands Crab 
Rationalization Program, 47155 

Caribbean Fishery Management Council, 2665, 
2672, 10562, 12943, 24463, 35857, 37328, 
39074, 41454, 49452, 66041, 71939 

Caribbean Fishery Management Council Catch 
Share Panel, 66913 

Fisheries of Gulf of Mexico; Southeast Data, 
Assessment, and Review, 103 

Fisheries of Gulf of Mexico and South Atlantic; 
Southeast Data, Assessment, and Review, 
13985 

Fisheries of South Atlantic; South Atlantic 
Fishery Management Council, 17382, 
22082 

Fisheries of South Atlantic; Southeast Data, 
Assessment, and Review, 13986, 32956 


Fisheries of South Atlantic and Gulf of Mexico; 
South Atlantic Fishery Management 
Council, 3091, 10887 

Fisheries of South Atlantic, Gulf of Mexico, 
and Caribbean; Southeast Data, 
Assessment, and Review, 2889 

Fisheries of the Caribbean; Southeast Data, 
Assessment, and Review, 34656 

Fisheries of the Gulf of Mexico and South 
Atlantic; Southeast Data, Assessment, and 
Review, 10887, 77491 

Fisheries of the South Atlantic; Southeast Data, 
Assessment, and Review, 10007, 17625, 
34061, 35856 

Fisheries of the South Atlantic and Gulf of 
Mexico; South Atlantic Fishery 
Management Council, 4092 

Fisheries of the South Atlantic, Gulf of Mexico, 
and Caribbean; Southeastern Data, 
Assessment, and Review (SEDAR), 50719 

General Advisory Committee and Scientific 
Advisory Subcommittee to U.S. Section to 
Inter American Tropical Tuna Commission, 
18535 

Gulf of Mexico Fishery Management Council, 
3616, 10561, 12340, 12341, 13130, 16385, 
19750, 20957, 23995, 26252, 29725, 
32956, 37063, 37328, 39857, 41765, 
45516, 53416, 56171, 57023, 58783, 
62042, 80343, 80889, 81480 

Gulf of Mexico Fishery Management Council; 
Correction, 4636, 23994, 60807 

Gulf of Mexico Fishery Management Council; 
Webinar, 28733 

Gulf Spill Restoration Planning; Correction, 
12942 

Hydrographic Services Review Panel, 20323, 
61091 

Interagency Ocean Observation Committee, 
Data Management and Communications 
Steering Team, 27019, 71322 

International Whaling Commission, 30921 

International Whaling Commission; 
Nominations, 34209 

Marine Fisheries Advisory Committee, 14379, 
26253, 34967, 62377 

Marine Protected Areas Federal Advisory 
Committee, 43658, 66912 

Mid-Atlantic Fishery Management Council, 
3878, 553, 12943, 14378, 16617, 16620, 
26252, 27019, 30920, 39074, 41767, 
42684, 45232, 54739, 56735, 58782, 
66041, 68719, 69706, 69707, 70421, 72906 

Monitoring Changes in Extreme Storm 
Statistics; State of Knowledge, 38360 

National Annual Catch Limit Science 
Workshop, 3091 

National Climate Assessment and Development 
Advisory Committee; Time Changes, 
25309, 27020, 44307, 65183, 70116 

National Climate Assessment Development and 
Advisory Committee, 11427, 17626 

National Marine Fisheries Service, 15952 

National Sea Grant Advisory Board, 4299, 
57023 

National Standard 10 Guidelines, 30308 

New England Fishery Management Council, 
543, 4870, 7548, 7823, 755, 9756, 10561, 
10888, 13361, 16619, 17381, 17626, 
19329, 22080, 26253, 26706, 28214, 
29726, 30306, 31304, 32143, 38620, 
39075, 41216, 43266, 44577, 48806, 
50183, 52639, 52640, 53415, 53417, 
54433, 54740, 55645, 55647, 57718, 
61345, 63609, 64073, 64901, 66694, 
70420, 71939, 77214, 77492, 78905, 81480 
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New England Fishery Management Council; 
Cancellation, 2665 
New England Fishery Management Council; 
Correction, 63285 
North Pacific Fishery Management Council, 
2084, 10006, 10008, 13360, 22081, 22677, 
23996, 49453, 52942, 53416, 58472, 
60806, 66274, 71321 
Pacific Fishery Management Council, 542, 
2083, 2085, 3878, 5141, 6402, 8713, 1, 
15301, 17382, 17383, 18534, 20959, 
22081, 22676, 22677, 23794, 26252, 
27999, 30307, 33705, 36901, 36902, 
40886, 42684, 43987, 52640, 53414, 
54217, 54216, 54740, 55363, 55646, 
62377, 63904, 76387, 78904, 80344, 80890 
Pacific Fishery Management Council; Public 
Teleconference Workshop, 72389 
Permanent Advisory Committee to Advise U.S. 
Commissioners to Western and Central 
Pacific Fisheries Commission, 56734 
Science Advisory Board, 2672, 10888, 21335, 
35410, 57023, 67715 
SEDAR Steering Committee, 17627 
South Atlantic Fishery Management Council, 
553, 14377, 14378, 16730, 19977, 30921, 
37788, 40699, 42115, 45780, 53413, 
56171, 57958, 59387, 61091, 62042, 
65699, 71515, 81480 
South Atlantic Fishery Management Council; 
Correction, 62377 
Steering Committee for National Fish, Wildlife 
and Plants Climate Adaptation Strategy, 
27998 
Trends and Causes of Observed Changes in the 
Heat Waves, Cold Waves, Floods and 
Drought, 62777 
Trends in Extreme Winds, Waves, and 
Extratropical Storms along the Coasts, 
74776 
U.S. Coral Reef Task Force, 52318 
Western Pacific Fishery Management Council, 
6403, 12341, 13604, 16618, 30107 
Western Pacific Regional Fishery Management 
Council, 56405 
Western Pacific Fishery Management Council, 
60004 
Membership of National Oceanic and Atmospheric 
Administration Performance Review Board, 
54217, 59662 
Membership Solicitations; Hydrographic Services 
Review Panel, 32957 
Modification Requests: 
Endangered Species; Permit No., 3330-01, 
14650 
Monterey Bay National Marine Sanctuary 
Advisory Council; Availability of Seats, 
17109, 20324 
National Aquaculture Policy, 210 
National Coastal Management Program under the 
Coastal Zone Management Act: 
Alaska Coastal Management Program 
Withdrawal, 39857 
National Estuarine Research Reserve System, 
16620, 40338 
National Marine Protected Areas Center External 
Review, 74777 
National Policy for Distinguishing Serious from 
Non-serious Injuries of Marine Mammals, 
42116 
National Saltwater Angler Registry Program, 4092, 
22082, 37064 
National Sea Grant Advisory Board; Nominations, 
16731 
National System of Marine Protected Areas: 
Nominations and Updates, 6119 


National System of Marine Protected Areas; 
Updates, 16732 
NOAA Policy on Prohibited and Approved Uses 
of the Asset Forfeiture Fund, 16386 
Nomination of Existing Marine Protected Areas 
to the National System of Marine Protected 
Areas, 82277 
Nominations for the Western and Central Pacific 
Fisheries Commission Advisory Committee, 
10563 
Nominations to the Marine Fisheries Advisory 
Committee, 40887 
Office of Ocean Exploration and Research 
Strategic Plan FY 2011 - FY, 015, 26254 
Office of Oceanic and Atmospheric Research 
Draft Strategic Plan, 64327 
Payment Policy Change for Access to 
Environmental Data, Information, and Related 
Products and Services, 39385 
Permit Amendment Applications: 
Marine Mammals; File No., 4534, 76949 
Permit Amendment Applications: 
Marine Mammals; File No., 4241, 75524 
Permit Amendments: 
Endangered Species Permit No. 1578-01 and 
Permit No., 595-04, 3092 
Marine Mammals; File No., 7-1851, 70421, 16- 
1691, 26255, 4326, 35410, 5471-01, 60808 
Permit Applications: 
Endangered and Threatened Species; Take of 
Anadromous Fish, 8713, 14923 
Endangered Species; File No., 6134, 76950 
Fisheries of the Caribbean, Gulf of Mexico, and 
South Atlantic; Coral and Coral Reefs off 
the Southern Atlantic States Coral and 
Coral Reefs off the Southern Atlantic 
States, 30110 
Marine Mammals; File No., 5453, 30109, 6053, 
28422, 6443, 45232, 6473, 76950 
Permit Modification Applications: 
Endangered Species; File No., 0027, 34967 
Permit Modifications: 
Endangered Species; File No., 551, 48146 
Permits: 
Endangered Species; File No., 3330-01, 45517, 
4949, 22677, 5552, 45781, 5566, 22877, 
5596, 2348, 5614, 31597, 5677, 32144, 
5802, 77781, 6439, 74778 
Endangered Species; File No. 10022; 
Modification, 77780 
Endangered Species; File Nos. 13599 and, 614, 
80890 
Endangered Species; File Nos. 16266 and, 6291, 
37065 
Marine Mammals, 79155 
Marine Mammals; File No., 78-1791, 7824, 
3602, 7823, 3927, 67151, 4259, 28423, 
4329, 31942, 4502, 37065, 4525, 43988, 
4676, 68719, 5014-01, 40700, 40701, 5126, 
72681, 5274, 72390, 5324, 30309, 5330, 
48146, 5488, 38361, 5511, 42118, 5537, 
63286, 5543, 32144, 5616, 13605, 5654, 
6405, 5748, 31942, 5750, 72680, 6000, 
35411, 6087, 30309, 6094, 61345, 6314, 
72390, 6443, 63609, 6472, 59663, 6553, 
68719, 6685, 81916 
Marine Mammals; File No. 781-1824; 
Amendment, 77782 
Marine Mammals and Endangered Species; File 
Nos. 14245, 1596-03, and, 4622, 23571, 
4726-01, 30309 
Permits; Foreign Fishing, 27636 
Permits; Issuances: 
Endangered Species; File No., 5606, 20324 
Policy for Assessment of Civil Administrative 
Penalties and Permit Sanctions, 20959 
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Public Workshops: 

Fisheries of the Exclusive Economic Zone Off 
Alaska; Recordkeeping and Reporting 
Requirements, 65500 

Schedules for Atlantic Shark Identification and 
Protected Species Safe Handling, Release, 
and Identification; Correction, 64074 

Request for Information: 

Technical Inputs etc., for the 2013 U.S. 
National Climate Assessment Report, 
55364 

Request for Nominations: 

Advisory Committee on Commercial Remote 
Sensing, 66042 

Advisory Panel and Joint Management 
Committee; Pacific Whiting, 31305 

Advisory Panel for Atlantic Highly Migratory 
Species Southeast Data, Assessment, and 
Review Workshops, 65700 

Requests for Applications: 

Cordell Bank National Marine Sanctuary 
Advisory Council, 66274 

Grays Reef National Marine Sanctuary Advisory 
Council, 68428 

Olympic Coast National Marine Sanctuary 
Advisory Council, 68429 

Stellwagen Bank National Marine Sanctuary 
Advisory Council; Availability of Seats, 
23305 

Vacancies on Flower Garden Banks National 
Marine Sanctuary Advisory Council, 64074 

Requests for Nominations: 

Atlantic Highly Migratory Species Advisory 

Panel, 68162, 68164 
Revised Management Plans; Availability: 
North Inlet-Winyah Bay, SC and San Francisco 
Bay, CA, 2085 
Seats on the Stellwagen Bank National Marine 
Sanctuary Advisory Council; Availability, 
14651 
Small Takes of Marine Mammals Incidental to 
Specified Activities: 

Cape Wind’s High Resolution Survey in 
Nantucket Sound, MA, 56735 

Pier 36/Brannan Street Wharf Project, San 
Francisco Bay, CA, 66274 

Pile Driving in Columbia River, WA, 51947 

Stellwagen Bank National Marine Sanctuary 
Advisory Council; Seat Availability, 51953 
Stock Assessment Reports; Availability: 
Dusky, Sandbar, and Blacknose Sharks in U.S. 
Atlantic and Gulf of Mexico, 61092 
Stock Status Determination for Atlantic Highly 
Migratory Scalloped Hammerhead Shark, 
23794 
Takes of Marine Mammals During Specified 
Activities: 

Blasting Operations by U.S. Army Corps of 
Engineers during Port of Miami 
Construction Project, Miami, FL, 71517 

Takes of Marine Mammals Incidental to Specified 
Activities: 

Air-to-Surface Gunnery Missions in Gulf of 
Mexico, 43267, 62378 

Cape Wind’s High Resolution Survey in 
Nantucket Sound, MA, 80891 

Coastal Commercial Fireworks Displays at 
Monterey Bay National Marine Sanctuary, 
CA, 37788 

Exploration Drilling Program in Chukchi Sea, 
AK, 69958 

Exploration Drilling Program near Camden Bay, 
Beaufort Sea, AK, 68974 

Exploration Drilling Programs in the Chukchi 
and Beaufort Seas, Alaska, 4093 

Harbor Activities Related to Delta IV/Evolved 
Expendable Launch Vehicle at Vandenberg 
Air Force Base, CA, 21862, 33721 
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Low-Energy Marine Geophysical Survey in the 
Western Tropical Pacific Ocean, November 
to December, 2011, 68720, 45518 

Marine Geophysical Survey in Arctic Ocean, 
September-October, 54433, 2011, 54433 

Marine Geophysical Survey in Central Gulf of 
Alaska, June, 2011, 18167 

Marine Geophysical Survey in Central-Western 
Bering Sea, August 2011; Correction, 
33246, 37066 

Marine Geophysical Survey in Commonwealth 

’ of Northern Mariana Islands, February to 

March, 2012, 77782 

Marine Geophysical Survey in Pacific Ocean 
off Costa Rica, April through June, 2011, 
20325 

Marine Geophysical Survey in the Arctic Ocean, 
41463 

Marine Geophysical Survey in the Central 
Pacific Ocean, November 2011 through 
January 2012, 75525, 2012, 57959 

Marine Geophysical Survey in the Pacific 
Ocean off Costa Rica, April through May, 
2011, 6430 

Marine Geophysical Survey in the Western Gulf 
of Alaska, June to August, 2011, 26255 

Operation of Northeast Gateway Liquefied 
Natural Gas Port Facility in Massachusetts 
Bay, 62778 

Physical Oceanographic Studies in the 
Southwest Indian Ocean, January through 
February, 2012, 71940 

Pile-Driving and Renovation Operations on the 
Trinidad Pier by the Cher-Ae Heights 
Indian Community, 28733, 47155 

Pile Replacement Project, 6406, 30130 

Piling and Structure Removal in Woodard Bay 
Natural Resources Conservation Area, WA, 
56172, 67419 

Polar Bear Captures, 13130 

Russian River Estuary Management, 2330 

Russian River Estuary Management Activities, 
14924 

Seabird and Pinniped Research Activities in 
Central California, 2011-2012, 30311 

Seismic Survey in Cook Inlet, AK, 58473 

Shallow Hazards Survey in Chukchi Sea, AK, 
46729 

Shallow Hazards Survey in the Chukchi Sea, 
Alaska, 30110 

St. George Reef Light Station Restoration and 
Maintenance at Northwest Seal Rock, Del 
Norte County, NC, 10564, 79157 

Taking Marine Mammals Incidental to Polar 
Bear Captures, 330 

Test Pile Program, 4300, 38361 

Wharf Construction Project, 79410 

Taking and Importing Marine Mammals: 

Coastal Commercial Fireworks Displays at 
Monterey Bay National Marine Sanctuary, 
CA, 29196 

Construction and Operation of a Liquefied 
Natural Gas Deepwater Port in the Gulf 
of Mexico, 11205 

Geological and Geophysical Exploration of 
Mineral and Energy Resources on the 
Outer Continental Shelf in the Gulf of 
Mexico, 34656 

Military Training Activities and Research 
Conducted Within the Mariana Islands 
Range Complex, 50457 

Missile Launch Operations from San Nicolas 
Island, CA, 73600 

Navy Activities at the Naval Surface Warfare 
Center Panama City Division, 3092 

Navy Operations of Surveillance Towed Array 
Sensor System Low Frequency Active 
Sonar, 51352 


Navy Training Exercises in Three East Coast 
Range Complexes, 68734 

Operation and Maintenance of Neptune 
Liquefied Natural Gas Facility off 
Massachusetts, 41486 

Precision Strike Weapons Testing and Training 
by Eglin Air Force Base in the Gulf of 
Mexico, 7548 

Space Vehicle and Missile Launch Operations 
at Kodiak Launch Complex, AK, 27308 

Space Vehicle and Test Flight Activities from 
Vandenberg Air Force Base, CA, 6448 

Takes Incidental to the Port of Anchorage 
Marine Terminal Redevelopment Project, 
39386 

Taking Marine Mammals Incidental to Coastal 
Commercial Fireworks Displays at 
Monterey Bay National Marine Sanctuary, 
CA, 46753 

Taking Marine Mammals Incidental to Navy 
Training Exercises in Three East Coast 
Range Complexes, 33266 

U.S. Navy Operations of Surveillance Towed 
Array Sensor System Low Frequency 
Active Sonar, 53884 

U.S. Navy’s Atlantic Fleet Active Sonar 
Training, 4637 

U.S. Navy Training in Hawaii Range Complex, 
3095 

U.S. Navy Training in Southern California 
Range Complex, 4870 

U.S. Navy Training in the Hawaii Range 
Complex, 71322 

U.S. Navy Training in the Northwest Training 
Range Complex, 70974 


Taking and Importing of Marine Mammals, 4641, 


40700, 52319 


Taking of Marine Mammals Incicental to 


Specified Activities: 
Construction of East Span of San Francisco- 
Oakland Bay Bridge, 7156 
U.S. Marine Corps Training Exercises at Air 
Station Cherry Point, 71535 


Technical Inputs and Assessment Capacity on 


Topics Related to 2013 U.S. Nationai Climate 
Assessment, 41217 


U.S. Fishing Opportunity in the Northwest 


Atlantic Fisheries Organization Regulatory 
Area, 72907 


U.S. Fish Quotas in Northwest Atlantic Fisheries 


Organization Regulatory Area; International 
Affairs, 77806 


Western Pacific Fisheries: 


Approval of Marine Conservation Plan for 
Guam, 39858 

Approval of Marine Conservation Plan for 
Northern Mariana Islands, 50183 

Approval of Marine Conservation Plan for 
Pacific Insular Areas; Western Pacific 
Sustainable Fisheries Fund, 38370 


Whaling Provisions: 


Aboriginal Subsistence Whaling Quotas, 16388 


Workshops: 


Atlantic Shark Identification and Protected 
Species Safe Handling, Release, and 
Identification, 5340, 77214 

Mid-Atlantic Fishery Management Council, 
56742 

Schedules for Atlantic Shark Identification and 
Protected Species Safe Handling, Release, 
and Identification, 34209 


Applications for Exempted Fishing Permits: 


Snapper-Grouper Fishery off the Southern 
Atlantic States and Coral and Coral Reefs 
Fishery in the South Atlantic, 66273 


Meetings: 


Fisheries of Caribbean; Southeast Data, 
Assessment, and Review, 22385 

Western Pacific Fishery Management Council, 
22386 


National Park Service 


RULES 
Historic Preservation Certifications for Federal 
Income Tax Incentives, 30539 
Special Regulations: 
National Park System Areas, 17027 
Yellowstone National Park, 77131 
Special Regulations for Bicycle Routes, Fishing 
and Vessels: 
Grand Teton National Park, 61266 


PROPOSED RULES 
Off-Road Vehicle Management: 
Cape Hatteras National Seashore, 55840 
Special Regulations: 
Areas of National Park System, Cape Cod 
National Seashore, 15888 
Areas of the National Park System, National 
Capital Region, 57 
Cape Hatteras National Seashore, 39350 
Mammoth Cave National Park, 28388 
Yellowstone National Park, 39048 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 6818, 
16813, 20007, 38207 
Archeological Permit Applications and Reports, 
2404S 
Colorado River Valuation Survey, 6819 
Community Harvest A<sessments for Alaskan 
National Parks and Preserves, 47609, 
79212 
Grand Canyon National Park Backcountry and 
River Permitting, 56217 
Natural Quiet Valuation, 6495 
Nomination of Properties for Listing on the 
National Register of Historic Places, 66081 
Procedures for State, Tribal, and Local 
Government Historic Preservation 
Programs, 31358 
Proposed Reinstatement; Visibility Valuation 
Survey: Pilot Study, 72436 
Shenandoah National Park Angler Survey, 
56219 
Social Science Assessment and Geographic 
Analysis of Marine Recreational Uses and 
Visitor Attitudes at Dry Tortugas and 
Biscayne National Park, 57762 
Visibility Valuation Survey Pilot Study, 12367 
Big Cypress National Preserve Off-Road Vehicle 
Advisory Committee; Renewal, 64102 
Boundary Revisions: 
Chesapeake and Ohio Canal National Historical 
Park, 23335 
Indiana Dunes National Lakeshore, 10915 
Virgin Islands National Park, 38684 
Cesar Chavez Special Resource Study: 
Alameda, Fresno, Imperial, Kern, Los Angeles, 
etc., 28453 
Continuation of Visitor Services, 2705 
Continuations of Visitor Services: 
Yosemite National Park, 52013 
Description of Boundary Addition, Noatak 
National Preserve, 78021 
Environmental Assessments; Availability, etc.: 
Evaluation of Alternatives to Revitalize 
Jefferson National Expansion Memorial, 
Missouri, 44603 
President’s Park; Permanent Roadway Closures, 
Re-Design of Security Elements, and 
Preservation of Historic Landscape, 12753 
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Environmental Impact Statements: 

Winter Use Plan, Yellowstone National Park, 
Idaho, Montana, and Wyoming, 77249 

Environmental Impact Statements; Availability, 

ete.: 

Adoption of a Long-Term Experimental and 
Management Plan for the Operation of 
Glen Canyon Dam, 82320 

Anacostia Park Wetland and Resident Canada 
Goose Management Plan, 44604 

Apostle Islands National Lakeshore, 27086 

Apostle Islands National Lakeshore, WI, 59159 

Backcountry Management Plan, Grand Canyon 
National Park, AZ, 23623 

Big Cypress National Preserve Addition, FL, 
29786 

Big South Fork National River and Recreation 
Area and Obed Wild and Scenic River, 
35009 

Biscayne National Park, Florida, 51394 

Canaveral National Seashore, Florida, 51395 

Cedar Creek and Belle Grove National Historic 
Park; Record of Decision, 46321 

Coral Reef Restoration Plan, Biscayne National 
Park, FL, 24050 

Deer and Vegetation Management Plan, Fire 
Island National Seashore, NY, 35467 

Deer Management Plan, Antietam and 
Monocacy National Battlefields, MD, and 
Manassas National Battlefield Park, VA, 
42726 

Denali Park Road Vehicle Management Plan, 
Denali National Park and Preserve, 45848 

Dog Management Plan/Golden Gate National 
Recreation Area, California, 22917 

Dog Management Plan, Golden Gate National 
Recreation Area, California, 3652 

Drakes Bay Oyster Co. Special-use Permit, 
Point Reyes National Seashore, CA, 59423 

Effigy Mounds National Monument, Iowa, 
59158 

Extension of F-Line Historic Streetcar Service, 
Golden Gate National Recreation Area, 
etc., County of San Francisco, CA, 15996 

General Management Plan/Wilderness Study, 
Hawaii Volcanoes National Park, Hawaii, 
75557 

General Management Plan, Blue Ridge 
Parkway, VA and NC, 62832 

General Management Plan, Cedar Creek and 
Belle Grove National Historic Park, VA, 
596 

General Management Plan for Golden Gate 
National Recreation Area and Muir Woods 
National Monument, 56220 

General Management Plan, Gulf Islands 
National Seashore, Florida and Mississippi, 
55107 

General Management Plan, Manassas National 
Battlefield Park, 42727 

General Management Plan, Paterson Great Falls 
National Historical Park, New Jersey, 
70483 

Glen Canyon Dam Long-Term Experimental 
and Management Plan, 39435 

Golden Gate National Recreation Area, CA, 
79708 

Isle Royale Nationai Park, MI, 60525 

Lake Clark National Park and Preserve, Alaska, 
31359 

Land Owned by Florida Power and Light Co. 
in Everglades National Park, FL, 30740 

Lassen Volcanic National Park, Plumas County, 
CA, Warner Valley Comprehensive Site 
Plan, 23337 

Long Draw Reservoir, Rocky Mountain 
National Park, 21404 


Long Walk National Historic Trail Feasibility 
Study, National Trails Intermountain 
Region, NM, 71601 

Mojave National Preserve, San Bernardino 
County, CA, 27344, 50494 

Morristown National Historical Park, New 
Jersey, 41516 

Nabesna Off-Road Vehicle Management Plan, 
Wrangell-St. Elias National Park and 
Preserve, 52690 

National Mall Plan, National Mall and 
Memorial Parks, Washington, DC, 66960 

New River Gorge National River, WV, 62089 

Protecting and Restoring Native Ecosystems by 
Managing Non-Native Ungulates, Hawaii 
Volcanoes National Park, 72436 

Restoration of the Mariposa Grove of Giant 
Sequoias, Yosemite National Park, CA, 
75558 

Ross Lake National Recreation Area, North 
Cascades National Park Service Complex, 
Skagit and Whatcom Counties, WA, 81962 

Sequoia and Kings Canyon National Parks, 
Tulare and Fresno Counties, CA, 
Wilderness Stewardship Plan, 23335 

Special Flight Rules Area, Grand Canyon 
National Park, AZ, 6496 

Stehekin River Corridor Implementation Plan, 
North Cascades National Park Service 
Complex, 5203 

Susquehanna to Roseland 500-kilovolt 
Transmission Line, 72001 

Tamiami Trail Modifications; Next Steps 
Project, 23337 

Tumacacori National Historical Park, Arizona, 
38685 

Ungulate Management Plan, Great Sand Dunes 
National Park and Preserve, CO, 68503 

Winter Use Plan, Yellowstone National Park, 
27087 

Winter Use Plan, Yellowstone National Park, 
Idaho, Montana, and Wyoming, 68503 

Extensions of Concession Contracts, 2706 
Extensions of Time for Inventories, 33780 
Glen Canyon Dam: 

Long-term Experimental and Management Plan; 

Meetings, 64104 
Honouliuli Special Resource Study: 

Honolulu, Maui, Hawaii, and Kauai Counties, 

HI, 24514 
Intents to Repatriate Cultural Items: 

Field Museum of Natural History, Chicago, IL, 
28067 

Montana Historical Society, Helena, MT, 28065 

Museum of Anthropology at Washington State 
University, Pullman, WA, 28066 

Museum of Anthropology, University of 
Michigan, Ann Arbor, MI, 28068 

Peabody Museum of Natural History, Yale 
University, New Haven, CT, 62833 

Phoebe A. Hearst Museum of Anthropology, 
University of California, Berkeley, 
Berkeley, CA, 28066 

University of Michigan Museum of 
Anthropology, Ann Arbor, MI, 44947 

Intent to Repatriate Cultural Items: 

Arizona State Museum, University of Arizona, 
Tucson, AZ, 14048 

Army Corps of Engineers, Walla Walla, and 
the Museum of Anthropology, Washington 
State University, Pullman, WA, 73660 

Bureau of Indian Affairs, Washington, DC and 
Arizona State Museum, University of 
Arizona, Tucson, AZ, 14045 

California Department of Parks and Recreation, 
Sacramento, CA, 48175 
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National Park 


California Department of Transportation and 
California State University, Sacramento, 
CA, 14047 

California State University, Sacramento, 
Sacramento, CA, 14049 

Denver Museum of Nature and Science, Denver, 
CO, 58032 

Kingman Museum, Inc., Battle Creek, MI, 
75901 

Little Bighorn Battlefield National Monument, 
Crow Agency, MT, 80388, 80389, 80390, 
80391 

Museum of Anthropology at Washington State 
University, Pullman, WA, 14045 

Natchez Trace Parkway, Tupelo, MS, 794 

Peabody Museum of Archaeology and 
Ethnology, Harvard University, Cambridge, 
MA, 14047 

State Historical Society of Wisconsin, Madison, 
WI, 58032 

Tennessee Valley Authority and the University 
of Tennessee McClung Museum, 
Knoxville, TN, 73658 

U.S. Department of the Interior, Bureau of 
Indian Affairs, Washington, DC and 
Arizona State Museum, University of 
Arizona, Tucson, AZ, 14050 

University of Pennsylvania Museum of 
Archaeology and Anthropology, 
Philadelphia, PA, 49 

Washington State University, Museum of 
Anthropology, Pullman, WA, 73663 

Inventory Completion: 

Fowler Museum at UCLA, Los Angeles, CA, 
48176 

Longyear Museum of Anthropology, Colgate 
University, Hamilton, NY, 48178 

Slater Museum of Natural History, University 
of Puget Sound, Tacoma, WA, 48179 

Washington State Department of Natural 
Resources, Olympia, WA and University 
of Washington, Department of 
Anthropology, Seattle, WA, 48177 

Inventory Completions: 

Alaska State Office, Bureau of Land 
Management, Anchorage, AK, 80394 

American Museum of Natural History, New 
York, NY, 43712 

Army Corps of Engineers, Walla Walla, WA 
and Washington State University, Museum 
of Anthropology, Pullman, WA, 73667 

Bureau of Indian Affairs, Washington, DC and 
Arizona State Museum, University of 
Arizona, Tucson, AZ, 14064 

Bureau of Indian Affairs, Washington, DC and 
National Park Service, Mesa Verde 
National Park, Mesa Verde, CO, 14060 

Bureau of Indian Affairs, Washington, DC and 
Oregon Museum of Science and Industry, 
Portland, OR, 43712 

Bureau of Indian Affairs, Washington, DC and 
Sam Noble Oklahoma Museum of Natural 
History, University of Oklahoma, Norman, 
OK, 58038 

Bureau of Indian Affairs, Washington, DC, and 
University of Wyoming, Anthropology 
Department, Human Remains Repository, 
Laramie, WY, 14062 

Bureau of Land Management, Casper Field 
Office, Casper, WY and University of 
Wyoming, Laramie, WY, 14059 

Bureau of Land Management, Meeker, CO and 
Colorado State University, Laboratory of 
Public Archaeology, Fort Collins, CO, 
14054 

Bureau of Land Management, Prineville 
District, Prineville, OR and University of 
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National Park 


Oregon Museum of Natural and Cultural 
History, Eugene, OR, 36147 
Bureau of Reclamation, Pacific Northwest 
Region, Boise, ID, 36153 
Bureau of Reclamation, Phoenix Area Office, 
Phoenix, and Arizona State Museum, 
University of Arizona, Tucson, AZ, 58035 
California State Department of Transportation 
and California State University, 
Sacramento, CA, 14055 
California State University, Sacramento, 
Sacramento, CA, 14052 
Colorado Historical Society (History Colorado), 
Denver, CO, 17444, 28071, 35010 
Denver Museum of Nature and Science, Denver, 
CO, 597, 9598, 9599, 9603, 9604, 9609, 
14061, 43709 
Dinosaur National Monument, Dinosaur, CO, 
7232 
Field Museum of Natural History, Chicago, IL, 
80393 
Florida Department of State/Division of 
Historical Resources, Tallahassee, FL, 
36150 
Forest Service, Sequoia National Forest, 
Porterville, CA, 14068 
Fort Lewis College, Durango, CO, 62835 
Fort Vancouver National Historic Site, 
Vancouver, WA; Correction, 35013 
Fowler Museum at UCLA, Los Angeles, CA, 
36148 
Fremont County Coroner, Riverton, WY, 14058 
Homer Society of Natural History, Pratt 
Museum, Homer, AK, 43720 
Logan Museum of Anthropology, Beloit 
College, Beloit, WI, 28073, 28077 
Maxwell Museum of Anthropology, University 
of New Mexico, Albuquerque, NM, 56468 
Minnesota Indian Affairs Council, Bemidji, 
MN, 75902, 75905, 75906, 75907, 75909, 
78692, 80395, 80398, 80399, 80400 
Museum of Anthropology at Washington State 
University, Pullman, WA, 28073 
Museum of Anthropology, University of 
Michigan, Ann Arbor, MI, 36151 
Museum of Anthropology, Washington State 
University, Pullman, WA; Correction, 
28076 
Natchez Trace Parkway, Tupelo, MS; 
Correction, 795 
Native American Human Remains and 
Associated Funerary Objects, Colorado 
Historical Society, Denver, CO; Correction, 
58037 
Office of the State Archaeologist, Michigan 
Historical Center, Lansing, MI, 14069 
Oregon State University Department of 
Anthropology, Corvallis, OR, 43714 
Organ Pipe Cactus National Monument, Ajo, 
AZ and Arizona State Museum, Tucson, 
AZ, 77012 
Paul H. Karshner Memorial Museum, Puyallup, 
WA, 73666 
Peabody Museum of Archaeology and 
Ethnology, Harvard University, Cambridge, 
MA, 14056, 62842 
Phoebe A. Hearst Museum of Anthropology at 
University of California, Berkeley, CA, 
54485 
Sabine River Authority of Texas, Quitman, TX, 
14052 
San Francisco State University, San Francisco, 
CA, 14051 
Slater Museum of Natural History, University 
of Puget Sound, Tacoma, WA, 43710 
Tennessee Valley Authority and the University 
of Tennessee McClung Museum, 
Knoxville, TN, 73665 


Thomas Burke Memorial Washington State 
Museum, University of Washington, 
Seattle, WA, 28806, 58031, 58033, 58034, 
58039 

U.S. Department of Agriculture, Forest Service, 
Gila National Forest, Silver City, NM and 
Field Museum of Natural History, Chicago, 
IL, 43718 

University of California, San Diego, San Diego, 
CA, 75908 

University of Colorado Museum, Boulder, CO, 
14063, 43713, 43719, 62833, 62839 

University of Denver Department of 
Anthropology and Museum of 
Anthropology, Denver, CO; Correction, 
80401 

University of Maine, Hudson Museum, Orono, 
ME, 56469 

University of Massachusetts, Department of 
Anthropology, Amherst, MA and 
Nantucket Historical Association, 
Nantucket, MA, 14067 

University of Michigan Museum of 
Anthropology, Ann Arbor, MI, 73670, 
80392 

University of Oregon Museum of Natural and 
Cultural History, Eugene, OR, 36146 

University of Pennsylvania Museum of 
Archaeology and Anthropology, 
Philadelphia, PA, 28072 

University of Toledo, Toledo, OH, 62838 

University of Wyoming, Anthropology 
Department, Human Remains Repository, 
Laramie, WY, 14057 

Utah Museum of Natural History, Salt Lake 
City, UT, 28074 

Utah State University/College of Eastern Utah 
Prehistoric Museum, Price, UT, 28068 

Washington State Department of Natural 
Resources, Olympia, WA, et al.; 
Correction, 51 

Washington State University, Museum of 
Anthropology, Pullman, WA, 73664 

Western Michigan University, Anthropology 
Department, Kalamazoo, MI; Correction, 
28077, 28078, 36152 

Western Michigan University, Department of 
Anthropology, Kalamazoo, MI, 36145, 
36146, 36149 


Meetings: 


Acadia National Park Advisory Commission, 
24050, 56471 

Alaska Region’s Subsistence Resource 
Commission, 21404, 44605, 57763 

Alaska Region Subsistence Resource 
Commission Program, 8378, 56221, 62090 

Big Cypress National Preserve Off-Road 
Vehicle Advisory Committee; Cancellation, 
3653, 35468 

Boston Harbor Islands National Recreation Area 
Advisory Council, 3654, 53941 

Cape Cod National Seashore Advisory 
Commission, 8768, 44606, 66082, 81965 

Captain John Smith Chesapeake National 
Historic Trail Advisory Council, 26767, 
52691 

Committee for Preservation of White House, 
58535 

Committee for the Preservation of the White 
House; Correction, 62089 

Concessions Management Advisory Board, 
10915, 58534 

Denali National Park and Preserve Aircraft 
Overflights Advisory Council within the 
Alaska Region, 12367, 62090 

Flight 93 National Memorial Advisory 

Commission, 4131, 64102 


Gettysburg National Military Park Advisory 
Commission, 11812, 70483, 77552 
John H. Chafee Blackstone River Valley 
National Heritage Corridor Commission, 
56471 
Kalaupapa Federal Advisory Commission, 
41517 
Kalaupapa National Historical Park Advisory 
Commission, 360 
Lake Clark National Park Subsistence Resource 
Commission, 3653 
Landmarks Committee of National Park System 
Advisory Board, 15338, 55701 
National Capital Memorial Advisory 
Commission, 2133, 32986, 53487, 75559 
National Christmas Tree Lighting, 66082 
National Park Service Alaska Region’s 
Subsistence Resource Commission 
Program, 64971 
National Park System Advisory Board, 6157, 
60526 
National Park System Advisory Board; 
Teleconference, 34099 
Native American Graves Protection and 
Repatriation Review Committee, 12132, 
69282 
Paterson Great Falls National Historical Park 
Advisory Commission, 165 
Star-Spangled Banner National Historic Trail 
Advisory Council, 35468 
Cedar Creek and Belle Grove National 
Historical Park Advisory Commission, 
60080 
National Park System Advisory Board; 
Landmarks Committee, 60079 
Minor Boundary Revision at Colorado National 
Monument, 72437 
Minor Boundary Revision at Rocky Mountain 
National Park, 29264 
Minor boundary revision of Boston National 
Historical Park, 35013 
Minor Boundary Revision of Lava Beds National 
Monument, 4721 
National Register of Historic Places: 
Notification of Pending Nominations and 
Related Actions, 62442 
Pending Nominations and Related Actions, 382, 
796, 1191, 3654, 5204, 8378, 11507, 
11508, 12992, 14425, 14426, 14686, 
16638, 17670, 22142, 22917, 24050, 
28806, 30965, 33360, 34099, 35469, 
37150, 44044, 46839, 48180, 50494, 
52968, 55702, 56795, 58535, 64102, 
66323, 66961, 67760, 69761, 72002, 
73673, 75560, 77249, 78311, 80963 
Notification of Pending Nominations and 
Related Actions, 60080 
National Register of Historic Places; Nominations 
and Related Actions, 43342 
National Register of Historic Places; Pending 
Nominations and Related Actions, 21005, 
27345, 38208, 40930, 54250, 61382 
Nominations for Na Hoa Pili O Kaloko- 
Honokohau Advisory Commission, 64103 
Paterson Great Falls National Historical Park, 
72003 
Record of Decision: 
General Management Plan for the Cumberland 
Gap National Historical Park, KY, TN, and 
VA, 5820 
Repatriation of Cultural Items: 
Arizona State Museum, University of Arizona, 
Tucson, AZ, 28079 
Fowler Museum at UCLA, Los Angeles, CA, 
43721 
Revised Descriptious of Park, Preserve and 
Wilderness Boundaries: 
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Gates of the Arctic National Park and Preserve, 
78022 

Temporary Concession Contract for Assateague 
Island National Seashore, MD, 20008 

Temporary Concession Contract for Big South 
Fork National Recreation Area, 35909 

Temporary Concession Contract for Blue Ridge 
Parkway, 35909 

Transfer of Administrative Jurisdiction at or Near 
Great Sand Dunes National Park, 57074 

U.S. Nominations to World Heritage List, 41517 


National Science Foundation 


RULES 

Statutory Conflict-of-Interest Exemptions, 3853 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2151, 
5405, 5407, 5841, 7591, 611, 12761, 12763, 
13674, 16456, 19474, 21073, 24061, 27093, 
27369, 28244, 30202, 32378, 37158, 41827, 
44048, 44962, 61757, 63956, 74830, 76441, 
77559, 77852, 77854 

Agency Service Delivery, 10626 

Innovative Technology Experiences for Students 
and Teachers Program, 4137 

National Science Foundation Proposal and 
Award Policies and Procedures Guide, 
4947 

Survey of Principal Investigators on Earthquake 
Engineering Research Awards, 11821 

Antarctic Conservation Act of 1978; Permit 
Modification Requests, 50272 

Antarctic Conservation Act Permit Applications, 
60933, 61117 

Antarctic Conservation Act Permit Modifications, 
62094, 65752, 66089 

Antarctic Conservation Act Permits, 40754 

Assumption Buster Workshop: 

Defense-in-Depth is a Smart Investment for 

Cyber Security, 2151 

Assumption Buster Workshop; Trust Anchors are 
Invulnerable, 10627 

Buy American Waivers Under 2009 American 
Recovery and Reinvestment Act, 184, 186 

Buy American Waivers under American Recovery 
and Reinvestment Act of 2009, 44613, 44613 

Buy American Waivers Under the American 
Recovery and Reinvestment Act of 2009, 
35919, 35920, 35919, 35920 

Buy American Waiver under the American 
Recovery and Reinvestment Act of 2009, 
72449 

Comment Request: National Science Foundation 
Applicant Survey, 11822 

Committee Management; Renewals, 44963 

Committee Management, Establishments: 

U.S. Antarctic Program Blue Ribbon Panel, 

13675 
Committee Management Renewals, 20720, 37380 
Draft Certification Criteria for Non-Federal Asset 
Integration into the Interagency Ocean 
Observing Committee; Availability, 68791 
Environmental Impact Statements; Availability, 
etc.: 

Marine Seismic Research Funded by National 
Science Foundation or Conducted by U.S. 
Geological Survey, 38429 

FY 2010 Service Contract Inventory; Availability, 
6162 

Implementation of Scientific Integrity Principles 
Draft Plan; Availability, 47271 

Meetings: 

Ad Hoc Advisory Committee on Merit Review 
Process, 59173 


Advisory Committee for Biological Sciences, 
12996 
Advisory Committee for Computer and 
Information Science and Engineering, 
20051, 61118 
Advisory Committee for Cyberinfrastructure, 
14436, 69769 
Advisory Committee for Education and Human 
Resources, 20376, 63666 
Advisory Committee for Engineering, 17159, 
60933 
Advisory Committee for Environmental 
Research and Education, 7881, 47611 
Advisory Committee for Geosciences, 12136, 
57765 
Advisory Committee for International Science 
& Engineering, 20051 
Advisory Committee for Mathematical and 
Physical Sciences, 14996, 64123 
Advisory Committee for Polar Programs, 19793, 
64388 
Advisory Committee for Social, Behavioral and 
Economic Sciences, 24062, 65219 
Advisory Panel for Integrative Activities, 20720, 
40754, 72982, 72983 
Assumption Buster Workshop; Abnormal 
Behavior Detection Finds Malicious 
Actors, 22925 
Assumption Buster Workshop; Distributed Data 
Schemes Provide Security, 17158 
Astronomy and Astrophysics Advisory 
Committee, 5214, 7882, 19793, 58049 
Biological Sciences Advisory Committee, 72724 
Business and Operations Advisory Committee, 
24062 
Committee on Equal Opportunities in Science 
and Engineering, 4138, 31642, 55951 
Current Implementations of Cloud Computing 
Indicate New Approach to Security; 
Assumption Buster Workshop, 52353 
Defense-in-Depth is Smart Investment for Cyber 
Security, Workshop, 6637 
National Spectrum Sharing Research 
Experimentation, Validation, Verification, 
Demonstration and Trials; Workshop, 
81991 
President’s Committee on the National Medal 
of Science, 34103 
Proposal Review, 12136, 31991, 50500 
Proposal Review for Physics, 8381 
Proposal Review Panel for Chemistry, 6499, 
12996, 24921, 24922 
Proposal Review Panel for Human Resource 
Development, 60933 
Proposal Review Panel for Ocean Sciences, 
38709 
Proposal Review Panel for Physics, 19147, 
66998 
Proposal Reviews, 75916 
Toward Innovative Spectrum-Sharing 
Technologies, etc.; Technical Workshop, 
32993 
U.S. Antarctic Program Blue Ribbon Panel 
Review, 63329 
Meetings; Sunshine Act, 1644, 2425, 2924, 3180, 
6828, 6829, 8381, 9054, 11288, 15349, 
17970, 20720, 21782, 22734, 24922, 24923, 
30744, 31992, 35050, 35052, 35481, 36938, 
37380, 39132, 39133, 42750, 50273, 50759, 
51064, 55124, 55422, 62457, 63957, 69769, 
70168, 72450, 74077, 76191, 76769, 77268, 
78951, 80972 
Meetings; Sunshine Act; Cancellations, 75916 
National Science Board: 
Delegation of Authority, 12136 
Permit Applications; Antarctic Conservation Act, 
20721 
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National Transportation 


Permit Applications Received, 20721 

Permit Applications Received under Antarctic 
Conservation Act of 1978, 4380, 39905 

Permit Applications Received Under the Antarctic 
Conservation Act of 1978, 611, 30203 

Permit Applications Under the Antarctic 
Conservation Act, 30203, 30397 

Permit Emergency Provisions under the 1978 
Antarctic Conservation Act, 43731 

Permit Modification Issued under the Antarctic 
Conservation Act of 1978, 47611 

Permit Modification Request Received Under the 
Antarctic Conservation Act of 1978, 611 

Permit Modifications Issued under Antarctic 
Conservation Act of 1978, 60090 

Permits Issued under Antarctic Conservation Act, 
39905 

Permits Issued Under the Antarctic Conservation 
Act of 1978, 36938 

Request for Comments on the Intent to Conduct 
an Evaluation of the Scientists and Engineers 
Statistical Data System (SESTAT), 72004 

Solicitations for Membership: 

Committee on Equal Opportunity in Science and 
Engineering, 4138 

The Antarctic Conservation Act; Permit 
Modification, 67485 

U.S. Global Change Research Program Strategic 
Plan Public Comment Period, 60934 


National Technical Information 
Service 
NOTICES 
Meetings: 
National Technical Information Service 
Advisory Board, 2348, 43988 


National Telecommunications and 
Information Administration 


RULES 
Federal Radio Frequency Management; Manual of 
Regulations and Procedures, 56984 
NOTICES 
Cybersecurity, Innovation, and the Internet 
Economy, 34965 
Internet Assigned Numbers Authority Functions, 
10569, 34658 
Low-Power Television and Translator Upgrade 
Program Final Closing Date, 23795 
Meetings: 
Commerce Spectrum Management Advisory 
Committee, 23796, 27636, 38638, 61672 
Membership of National Telecommunications and 
Information Administration’s Performance 
Review Board, 64075 
Models to Advance Voluntary 
Notification to Consumers, etc., 58466, 68160 
Botnets and Related Malware, 
Performance Review Board; Membership, 66043 
Privacy Act; Systems of Records, 80344 
Request for Applications: 
Commerce Spectrum Management Advisory 
Committee, 2086 


National Transportation Safety Board 

RULES 

Rescission of Certain Regulations, 71909 

PROPOSED RULES 

Notification and Reporting of Aircraft Accidents 
or Incidents and Overdue Aircraft, etc., 76686 

NOTICES 

FY2010 Inventory of Service Contracts for 
National Transportation Safety Board; 
Availability, 2924 


National Transportation 


Meetings: 

Public Aircraft Oversight Safety Forum, 71081 

Meetings; Sunshine Act, 12997, 21917, 28470, 
32993, 37842, 40937, 50759, 53967, 56820, 
59745, 67485, 73720 

SES Performance Review Board Members, 70169 


Natural Resources Conservation 
Service 
RULES 
Conservation Program: 
Federal Financial Assistance; Recipient 
Reporting, 19683 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
34036, 49433, 52931 
Environmental Assessments; Availability, etc.: 
Pohick Creek Watershed Dam No. 8, Fairfax 
County, VA, 50170 
Environmental Impact Statements; Availability, 


etc.: 

Henrys Fork Salinity Control Project Plan, 
Sweetwater and Uinta Counties, WY; 
Daggett and Summit Counties, UT, 50171 

Upper Deckers Creek Watershed, Preston 
County, WV, 71936 

Meetings: 
Agricultural Air Quality Task Force, 27003, 
$2932 

Proposed Changes to National Handbook of 
Conservation Practices, 1595, 52635 

Proposed Changes to Section IV of the Virginia 
State Technical Guide, 23970 

Proposed Changes to the National Handbook of 
Conservation Practices, 19971 

Proposed Change to Section I of the South Dakota 
and North Dakota State Technical Guides, 
7810 

Proposed Change to Section IV of the Virginia 
State Technical Guide, 59382 

Proposed Change to Section IV of Virginia State 
Technical Guide, 33193, 50171, 52634 


Navy Department 
RULES 
International Regulations for Preventing 
Collisions; Correction, 8894, 28180, 30254, 
32865, 40233, 58399, 68097 
Certifications and Exemptions, 972, 12859 
Certifications and Exemptions, 12859 
Privacy Act; Implementation, 22616 
International Regulations for Preventing Collisions 
at Sea; Certifications and Exemptions, 1972, 
22322 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals. 
U.S. Navy Disaster Relief Survey, 757 
Availability of Government-Owned Inventions; 
Available for Licensing, 11764 
Environmental Assessments; Availability, etc. 
Development and Operation of Small-Scale 
Wind Energy Projects at U.S. Marine 
Corps Facilities Throughout the U.S., 5566 
Wind Energy Program at Marine Forces 
Reserve Facilities, 42121 
Environmental Impact Statements; Availability, 
etc.: 


Availability of Record of Decision for Keyport 
Range Complex Extension, 43278 

Basewide Water Infrastructure and Stuart Mesa 
Bridge Replacement at Marine Corps Base 
Camp Pendleton, CA; Meeting, 76389 


Basing of MV-22 and H-1 Aircraft in Support 
of III Marine Expeditionary Force 
Elements in Hawaii, 70118 

Disposal and Reuse of Hunters Point Naval 
Shipyard, San Francisco, CA, 10012, 
21711 

Geothermal Development Program, Naval Air 
Facility El Centro, Imperial County, CA, 
33270 

Gulf of Alaska Navy Training Activities, 28964 

Gulf of Mexico Range Complex, 12342 

Land Acquisition and Airspace Establishment 
at Marine Corps Air Ground Combat 
Center Twentynine Palms, CA, 11216 

Medical Facilities Development and University 
Expansion at Naval Support Activity 
Bethesda, Bethesda, MD, 51957 

Military Readiness Activities in Mariana Islands 
Training and Testing Study Area, 55653 

Military Readiness Activities in the Mariana 
Islands Training and Testing Study Area; 
Public Scoping Meetings; Correction, — 
57720 

Military Training Activities at Naval Weapons 
Systems Training Facility, Boardman, OR, 
809106 

Renewal of the Naval Air Weapons Station 
China Lake Public Land Withdrawal, 
California, 34066 

Strike Fighter Realignment at Naval Air Station 
Lemoore, CA, 44579 

Surveillance Towed Array Sensor System Low 
Frequency Active Sonar, 56407 

TRIDENT Support Facilities Explosives 
Handling Wharf, Naval Base Kitsa, 
Bangor, WA, 15302, 24868, 61092 

U. S. Navy F-35C West Coast Homebasing, 
5144 

Exclusive Patent License Agreements: 

OxiCool, Inc., 48147 

Exclusive Patent Licenses: 
Quest Integrated, Inc., 17627 
Final Environmental Assessments; Availability, 
etc.: 

Small-Scale Wind Energy Projects at U.S. 

Marine Corps Facilities, 21712 
Government-Owned Inventions: 
Available for Licensing, 56745 
Government-Owned Inventions; Available for 
Licensing, 20345, 34068, 37795, 42686, 
54222, 58487, 59391 
Government-Owned Inventions Available for 
Licensing, 13135, 30322 
Grant of Exclusive Patent License: 
IRFlex Corp., 2088 
Grant of Partially Exclusive Patent Licenses: 
Dakota Technologies, Inc., 10341 
Intents to Grant Exclusive and Co-Exclusive 
Patent Licenses: 
NanoDynamics Life Sciences, Inc., 2889 
Intents to Grant Exclusive Patent Licenses: 
Enhanced Energy Group, LLC., 59392 
OxiCool, Inc., 59665 
Intents to Grant Partially Exclusive Licenses: 
American Innovations, Inc., 58487 
Intents to Grant Partially Exclusive Patent 
Licenses: 
Sean Linehan, 23314 
TransMembrane Bioscience, Inc., 44309 
Intent to Grant a Partially Exclusive Patent 
License; PopTest Cortisol LLC, 21712 
Intent to Grant Exclusive Patent License: 
PNI Corp., 3881 
Intent to Grant Exclusive Patent Licenses: 
Hadal, Inc., 28215 
Intent to Grant Partially Exclusive Patent Licenses: 


BOLD Industries, Inc., 66283 
Meetings: 
Board of Advisors to The President, Naval 
Postgraduate School, 14379 
Board of Advisors to the Presidents of the 
Naval Postgraduate School and the Naval 
War College, 45235 
Board of Visitors of Marine Corps University, 
12716, 55367 
Chief of Naval Operations Executive Panel, 
20346, 28216, 30322 
Naval Research Advisory Committee, 56407 
Ocean Research and Resources Advisory 
Industry Sub-Panel, 21712 
Ocean Research and Resources Advisory Panel, 
12088, 13999, 16391, 22083, 64329 
Secretary of the Navy Advisory Panel, 40887 
U.S. Naval Academy Board of Visitors, 10341, 
27031, 54223, 70980 
Nominations for Membership on the Ocean 
Research Advisory Panel, 51353 
Partially-Exclusive Patent Licenses: 
Sound Metrics Corp., 35199 
Partially Exclusive Patent Licenses; Intents to 
Grant: 
ReconRobotics, Inc., 67716 
Privacy Act; Systems of Records, 3618, 6767, 
16739, 28010, 28964, 32359, 38643, 39394, 
67155 
Proposed Administrative Cost Recovery 
Settlements under CERCLA: 
Marine Corps Logistics Base Barstow, CA, 
54223 
Record of Decision: 
Disposal and Reuse of Naval Air Station 
Brunswick; ME, 8720 
Surplus Land at a Military Installation Designated 
for Disposal: 
Naval Station Pascagoula, MS, 40345 


Neighborhood Reinvestment 
Corporation 
NOTICES 


Meetings; Sunshine Act, 14699, 30980, 55124, 
58049, 58303, 67764, 68225, 72220, 74831 


Nuclear Regulatory Commission 


RULES 

Alternative to Minimum Days Off Requirements, 
43534 

American Society of Mechanical Engineers Codes 
and New and Revised Code Cases, 36232 

AP1000 Design Certification, 82079 

Boiling Water Reactor Aircraft Impact Design 
Certification; Amendment, 78096 

Decommissioning Planning, 35512 

Design-Basis Hurricane and Hurricane Missiles for 
Nuclear Power Plants, 63541 

Emergency Preparedness Regulations, 72560 

Interim Enforcement Policy for Certain Fire 
Protection Issues, 40777 

Interim Enforcement Policy for Minimum Days 
Off Requirements, 22802 

License and Certificate of Compliance Terms, 
8872 

Licenses, Certifications, and Approvals for 
Materials Licensees, 56951 

List of Approved Spent Fuel Storage Casks: 

NUHOMS HD System, 2243 

Miscellaneous Administrative Changes, 72082 

Nuclear Power Plants; Emergency Planning 
Guidance, 75771 

Regulatory Guides: 

Emergency Plans for Nuclear Power Reactors; 
Changes, 74630 
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Revisions of Fee Schedules: 

Fee Recovery for Fiscal Year 2011, 36780, 

36780 
Spent Fuei Storage Casks: 

HI-STORM Flood/Wind; Addition, 33121 

HI-STORM Flood/Wind Addition; Approval, 
17019 

Magnastor System; Revision, 70331 

NUHOMS HD System; Revision, 12825 

United States/Australian Agreement for Peaceful 
Nuclear Cooperation, 69120 
United States-Australian Agreement for Peaceful 
Nuclear Cooperation; Corrections, 78805 
PROPOSED RULES 
Adjudicatory Process Rules and Related 
Requirements, 10781 
Advanced Boiling Water Reactor Aircraft Impact 
Design Certification Amendment, 3540 
Alternative to Minimum Days Off Requirements, 
23208 
Correction, 24831 
AP1000 Design Certification; Amendment, 10269 
Certification of Substance Abuse Experts: 
Cheri Swensson, 61625 
Criminal Penalties for Unauthorized Introduction 
of Weapons and Sabotage; Public Webinar, 
43937 
Decommissioning Planning During Operations, 
77431 
Denial of Petition for Rulemaking: 
Dan Kane, 10805 
Denial of Petitions for Rulemaking: 

Association of State and Territorial Solid Waste 

Management Officials, 76625 
Domestic Licensing of Source Material: 

Integrated Safety Analysis; Amendments, 28336 

Integrated Safety Analysis; Correction, 31507, 
47085 

Domestic Licensing of Source Material; Integrated 
Safety Analysis, 44865 
Draft Guidance: 

Distribution of Source Material; Exempt 

Persons; Correction, 8314 
Draft Regulatory Basis for Rulemaking: 

Revision of Security Requirements for Facilities 
Storing Spent Nuclear Fuel and High-Level 
Radioactive Waste, 23513 

Draft Regulatory Guide: 

Applying for Weapons Authority, Preemption 
Authority, and Firearms Background 
Checks, 6086 

Enhanced Weapons, Firearms Background 
Checks, and Security Event Notifications, 
6200 

Reporting and Recording of Safeguards Events, 
6085 

Weapons Safety Assessment on the Use of 
Enhanced Weapons, 6087 

Draft Regulatory Guides: 

ITAAC Closure, 27924 

Preoperational Testing of Emergency Core 
Cooling Systems for Pressurized-Water 
Reactors, 32878 

Enhanced Weapons, Firearms Background Checks, 
and Security Event Notifications, 23515, 
23629, 30280 

Environmental Impacts of Severe Reactor and 
Spent Fuel Pool Accidents, 70067 

ESBWR Design Certification, 16549 

Event Reporting Guidelines, 63565 

Fee Schedules; Fee Recovery for Fiscal Year 
2011; Revision, 14748 

General License Regulations; Changes, 56124 

General Site Suitability Criteria for Nuclear Power 
Stations, 82201 

Installation of Radiation Alarms for Rooms 
Housing Neutron Sources, 76327 


International Commission; Radiological Protection 
Recommendations, 53847 
List of Approved Spent Fuel Storage Casks: 
NUHOMS HD System Revision, 2277 
Low-Level Radioactive Waste Management, 
10810 
Maintenance of Inspections, Tests, Analyses, and 
Acceptance Criteria; Requirements, 27925 
Material Control and Accounting Regulations; 
Amendments, 28193 
Medical Use of Byproduct Material: 
Advisory Committee on the Medical Uses of 
Isotopes; Meeting, 17362 
Medical Use Regulations, 29171 
Preliminary Draft Rule Language and Notice 
of Public Workshops; Correction, 33173 
Military Operational Radium-, 26, 57006 
Natural Resources Defense Council, Inc.; 
Rulemaking Petitions, 58165 
NRC Enforcement Policy, 54986 
Options for Developing Regulatory Basis for 
Streamlining Non-Power Reactor License 
Renewal, etc., 78173 
Petition for Rulemaking: 
Erik Erb and 91 Cosigners, 28191 
James Loehman, 12295 
Nuclear Energy Institute, 28192 
Professional Reactor Operator Society, 28192 
Petition for Rulemaking; Thomas Popik, 26223 
Petition for Rulemaking Submitted by Annette 
User on Behalf of GE Osmonics, Inc., 36386 
Petition for Rulemaking Submitted by Sherwood 
Martinelli, 76322 
Petitions for Rulemaking: 
California Association of Marriage and Family 
Therapists, 46651 
Physical Protection of Shipments of Irradiated 
Reactor Fuel, 5102 
Prompt Remediation of Residual Radioactivity 
During Operations, 42074 
Proposed Generic Communications Reporting for 
Decommissioning Funding Status Reports, 
3540 
Regulatory Issue Summary, 40282 
Retrospective Reviews under Executive Order, 
3579, 70913 
Semiannual Regulatory Agenda, 40204 
Site-Specific Analyses for Demonstrating 
Compliance with Performance Objectives, 
24831 
Source Material: 
Distribution to Exempt Persons; Draft Guidance, 
1100 
Spent Fuel Storage Casks: 
HI-STORM Flood/Wind Addition; Approval, 
17037 
Magnastor System; Revision, 70374 
Spent Nuclear Fuel Reprocessing Facilities, 34007 
Vulnerability and Threat Information for Facilities 
Storing Spent Nuclear Fuel and High-Level 
Radioactive Waste; Public Meeting, 35137 
NOTICES 
Acceptance of Applications for Special Nuclear 
Materials Licenses: 
Rapiscan Laboratories, Inc., 62857 
Acceptances for Docketing and Orders Imposing 
Procedures, etc.: 
Reed College, 52018 
Access Authorization Program for Nuclear Power 
Plants, 66089 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 6830, 
612, 12997, 13240, 16644, 23628, 24924, 
26317, 26318, 26319, 29804, 31369, 32379, 
33788, 34762, 35482, 35483, 39132, 39905, 
39906, 39907, 43731, 48907, 50273, 52698, 
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53156, 54808, 58541, 58542, 59448, 60090, 
60556, 61391, 63667, 64977, 68791, 68792, 
72982, 77560 

Physical Protection of Plants and Materials, 
28244 

Aging Management of Stainless Steel Structures 
and Components in Treated Borated Water, 
69292, 74831 

Alternatives to Resolve Generic Safety Issues: 

Pressurized Water Reactor Sump Performance, 
24925 

Amendments to Facility Operating Licenses; 
Correction, 26320 

Amendments to Facility Operating Licenses; 
Issuance: 

Praire Island Nuclear Generating Plant, Unit 1, 
Northern States Power Co., MN; 
Correction, 11521 

Application for a Combined License: 

Southern Nuclear Operating Co., 11822 

Application For Design Certification Renewal: 

GE Hitachi Nuclear Energy, 4948 

Applications: 

Entergy Operations, Inc.; Withdrawal, 6836 

License to Export Heavy Water, 52994 

Southern California Edison Co.; Withdrawal, 
6836 

Strata Energy, Inc., Ross In Situ Recovery 
Uranium Project, Crook County, WY, 
41308 

Applications and Amendments to Facility 
Operating Licenses Involving No Significant 
Hazards Considerations, 1644, 4381, 5614, 
6830, 821, 12763, 16004, 20377, 21917, 
24926, 27094, 28470, 31369, 34763, 40937, 
44614, 48908, 50759, 52699, 55125, 56483, 
58303, 61391 

Considerations, etc., 

Applications for Access to Sensitive Unclassified 
Non-Safeguards Information: 

University of Utah, 43733 

Applications for Amendments to Facility 
Operating Licenses; Withdrawals: 

Catawba Nuclear Station Units 1 and 2, Duke 
Energy Carolinas LLC, 24538 

Duke Energy Carolinas, LLC, 30744 

Exelon Generation Co., LLC, and PSEG 
Nuclear, LLC, Peach Bottom Atomic 
Power Station, Units 2 And, 25378 

Exelon Generation Company, LLC; Withdrawal, 
62095 

Florida Power Corp., 66332 

NextEra Energy Seabrook, LLC, 26320 

Wolf Creek Nuclear Operating Corp., 50766 

Applications for Amendments to Renewed Facility 
Operating License; Withdrawals: 

Duke Energy Carolinas, LLC, 32237 

Applications for Combined License; Availability: 

South Carolina Electric And Gas Co. and South 
Carolina Public Service Authority, 12998 

Applications for Combined Licenses: 

South Carolina Electric and Gas Co., Fairfield 
County, SC, 16456 

Southern Nuclear Operating Co., 13241 

Southern Nuclear Operating Co., Burke County, 
GA, 16645 

Applications for Corporate Mergers: 

Calvert Cliffs Nuclear Power Plant Unit Nos. 
1 and, 39908 

Nine Mile Point Nuclear Station, Unit Nos. | 
and, 39910 

Applications for Design Certification Renewals: 

GE Hitachi Nuclear Energy, 612 

Applications for Facility Operating License 
Amendments; Withdrawals: 

Duke Energy Carolinas, LLC et al., 40754 


Nuclear 


Applications for Indirect Change of Control for 
Source Material Licenses: 
FMRI to Green Lantern Acquisition 1, LLC, 
70766 
Applications for Indirect License Transfers: 
Carolina Power and Light, Brunswick Steam 
Electric Plant, Units 1 and, 53970 
Carolina Power and Light, Shearon Harris 
Nuclear Power Plant, Unit, 53967 
Florida Power Corp., Crystal River Unit No. 
3 Nuclear Generating Plant, 53972 
Applications for Renewal of Facility Operating 
Licenses: 
Entergy Operations, Inc.; Grand Gulf Nuclear 
Station, Unit, 71379 
Applications for Renewals of Facility Operating 
Licenses: 
Limerick Generating Station, Exelon Generation 
Co., LLC, 52992 
Applications Regarding Proposed Corporate 


Mergers: 
R.E. Ginna Nuclear Power Plant, LLC et al., 
40403 
Applications To Amend Existing Alternate 
Concentration Limits, etc.: 
ExxonMobil Corp., Highland Uranium Mine 
and Millsite, 60935 
Appointment of Adjudicatory Employee: 
In the Matter of Progress Energy Florida, Inc., 
11522 
Appointments to Performance Review Boards for 
Senior Executive Service, 66332, 75566 
Approval of Direct Transfer of Licenses: 
USEC, Inc., 613 
Assuring the Availability of Funds for 
Decommissioning Nuclear Reactors, 65541 
Atomic Safety and Licensing Board; Hearings: 
Honeywell International, Ltd., Metropolis 
Works Uranium Conversion Facility, 58049 
Atomic Safety and Licensing Board; License 
Applications 
Progress Energy Florida, Inc., 77561 
Atomic Safety and Licensing Board Evidentiary 
Hearings: 
ArevaEnrichment Services, LLC (Eagle Rock 
Enrichment Facility), 387 
Atomic Safety and Licensing Board Hearings: 
AREVA Enrichment Services, LLC, 34103 
Nextera Energy Seabrook, LLC, Seabrook 
Station, Unit, 62457 
Nuclear Innovation North America LLC, South 
Texas Project Units 3 and, 61401 
Atomic Safety and Licensing Boards; 
Establishment: 
Duke Energy Carolinas, LLC; Southern Nuclear 
Operating Co., 56242 
Energy Northwest, 56242 
Florida Power and Light Co., 51065 
Southern Nuclear Operating Co., et al., 56243 
Availability of Final Supplement to the 
Environmental Assessment: 
Proposed Pa’ina Hawaii, LLC Irradiator in 
Honolulu, HI, 12373 
Bulletin 2011-01, Mitigating Strategies; Issuance, 
31379 
Calls For Nominations: 
Advisory Committee on Medical Uses of 
44963 
Closure Of The U.S. Nuclear Regulatory 
Commissions Two White Flint North 
Building Entrance, 60557 
Combined License Applications, 71608, 75566, 
77021 
Callaway Plant Unit 2, Ameren Missouri; 
Exemption, 3927 
Nine Mile Point 3 Nuclear Project, LLC and 
UniStar Nuclear Operating Services, LLC, 
32994 


South Carolina Electric and Gas Co. and South 
Carolina Public Service Authority, 11522 
South Carolina Electric And Gas Co. and the 
South Carolina Public Service Authority, 
14436 
South Carolina Public Service Authority, Virgil 
C. Summer Nuclear Station, Units 2 and, 
53492 
Southern Nuclear Operating Co., 14699 
Combined License Applications; Availability, 
72725 
Combined License Applications for Exemptions: 
PPL Bell Bend, LLC, 81992 
UniStar Nuclear Energy, Calvert Cliffs Nuclear 
Power Plant, Unit, 81994 
Completions of Radiological Survey Activities: 
CSX Transportation Property Near Inkster Road 
in Livonia, MI, 47612 
Orders: 


Professional Service Industries, Inc., Oakbrook 
Terrace, IL, 53975 

United States Enrichment Corporation Paducah 
Gaseous Enrichment Plant, 53494 

Confirmatory Orders and Opportunities to Request 
Hearings and Commission Orders, etc.: 

Shallow Land Disposal Area, Parks Township, 

Armstrong County, PA, 55711 
Confirmatory Orders Modifying Licenses: 

Alaska Industrial X-Ray, Inc., Anchorage, AK, 
36157 

Bozeman Deaconess Foundation, dba Bozeman 
Deaconess Hospital, Bozeman, MT, 44619 

Entergy Operations, Inc. and Entergy Nuclear 
Operations, Inc., 54499 

Superior Well Services, Ltd., Indiana, PA, 832 

Consumer Product Policy Statement, 63957 
Criteria for Identifying Material Licensees for 

Action Review Meeting, 77855 
Decisions: 

Entergy Nuclear Operations, Inc., Vermont 
Yankee Nuclear Power Station, 14997 

Entergy Nuclear Vermont Yankee, LLC and 
Entergy Nuclear Operations, Inc., 7592 

FirstEnergy Nuclear Operating Co., 34105 

Design, Inspection, and Testing Criteria for Air 
Filtration and Adsorption Units, 82323 
Director’s Decisions: 

Entergy Nuclear Vermont Yankee, LLC and 
Entergy Nuclear Operations, Inc., 57766 

FirstEnergy Nuclear Operating Co., 10409 

U.S. Army Installation Management Command, 
69293 

Vermont Yankee Nuclear Power Station, 17712 

Disposition of Public Comments and Technical 
Bases for Changes in the License Renewal 
Guidance Documents; Availability, 28101 

Draft Fiscal Year 2012-2016 Strategic Plan; 
Availability, 61402 

Draft Generic Letter on Seismic Risk Evaluations 
for Operating Reactors, 69294 

Draft Guidance for Comment: 

NUREG-1556, Volume 2, Revision 1, 
Consolidated Guidance About Materials 
Licenses, Program-Specific Guidance 
About Industrial Radiography Licenses, 
72005 

Draft Interim Staff Guidance: 

Guidelines for Preparing and Reviewing 
Licensing Applications for Production of 
Radioisotopes; Request for Comments, 
63668 

Draft Interim Staff Guidance; Availability, etc.: 

Evaluations of Uranium Recovery Facility 
Surveys of Radon and Radon Progeny in 
Air and Demonstrations of Compliance, 
72006 


Draft Knowledge and Abilities Catalog for 
Nuclear Power Plant Operators: 

Westinghouse AP1000 Pressurized-Water 

Reactors, 73720 
Draft Letters: 

Seismic Risk Evaluations for Operating 

Reactors, 57767 
Draft License Renewal Interim Staff Guidance: 

Aging Management Program for Steam 
Generators, 60937 

LR-ISG-2011-05, Ongoing Review of Operating 
Experience, 52995 

Ongoing Review of Operating Experience, 
58311 

Draft License Renewal Interim Staff Guidance 
LR-ISG-2011-05: 

Ongoing Review of Operating Experience, 
72725 

Draft NRC Regulatory Issue Summaries: 

Adequacy of Station Electric Distribution 
System Voltages, 2924 

Draft Policy Statement on Volume Reduction and 
Low-Level Radioactive Waste Management: 
Request for Comments, 58543 
Draft Regulatory Guide; Issuance, Availability, 
5215, 11288 
Draft Regulatory Guides: 

Monitoring the Effectiveness of Maintenance at 
Nuclear Power Plants, 65753 

Re-issuance and Availability, 2425, 41527 

Terrestrial Environmental Studies for Nuclear 
Power Stations, 50274 

Draft Regulatory Guides; Availability, etc.: 
Comment Period Extension and Correction, 
4390 
Draft Regulatory Guides; Issuance, Availability, 
2725, 10917, 23845, 24538, 59448 
Draft Regulatory Guides; Withdrawals: 

Standard Format and Content of License 
Applications for Conventional Uranium 
Mills, 59173 

Draft Regulatory Guides: Reissuance and 
Availability, 26320 
Draft Report; Availability: 

NUREG- 1482, Revision 2, Guidelines for 
Inservice Testing at Nuclear Power Plants, 
52355 

Draft Reports: 

Common-Cause Failure Analysis in Event and 
Condition Assessment; Guidance and 
Research; Correction, 70768 

Enforcement Policy, 76192 
Environmental Assessment and Finding of No 
Significant Impact: 

Westinghouse Electric Company, LLC, 
Hematite Decommissioning Project, 
Hematite, MO, 60557 

Environmental Assessments; Availability, etc.: 

ABB, Inc., License Amendment, Windsor, CT, 
31379 

Carolina Power & Light Co., Brunswick Steam 
Electric Plant, 28481 

Combined License Application for Callway 
Plant; Ameren, Missouri, 800 

Defense Logistics Agency Strategic Materials 
Depot, New Haven, IN, 8382 

Department of the Army; License Amendment 
to Source Materials License, 44374 

Detroit Edison Co., Fermi, 56820 

Dominion Nuclear Connecticut, Inc., Millstone 
Power Station, Units 1, 2, and, 54260 

Dresden Nuclear Power Station, Grundy 
County, IL, 28480 

Entergy Operations, Inc., Waterford Steam 
Electric Station, Unit, 5408 

Exelon Generation Co., LLC; Exemption 
Request Submitted by Oyster Creek 
Nuclear Generating Station, 79227 
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Exelon Generation Co., LLC; LaSalle County 
Station, 379 

Exemptions from Implementation Deadline for 
New Security Requirements, 187 

Florida Power and Light Co.; St. Lucie Plant, 
Units 1 and, 53497 

Florida Power and Light Co., Turkey Point, 
Units 3 and, 71379 

Fort St. Vrain Independent Spent Fuel Storage 
Installation, 30397 

H. B. Robinson Steam Electric Plant, Unit No., 
66333 

Indiana Michigan Power Co., 52356 

License Amendment for the University of 
Alaska-Fairbanks, Fairbanks, AK, 19794 

License NS-1, Baltimore, MD, 59174 

Nextera Energy Point Beach, LLC; Point Beach 
Nuclear Plant, Units 1 and 2; Proposed 
License Amendment, etc., 22928 

Nine Mile Point Nuclear Station, LLC; Nine 
Mile Point Nuclear Station, Unit No., 
73721 

Peach Bottom Atomic Power Station, 29277 

Peach Bottom Atomic Power Station, Unit 1, 
York and Lancaster Counties, PA, 37842 

Rensselaer Polytechnic Institute Critical 
Experiments Facility, Schenectady County, 
NY, 34770 

Special Nuclear Material License Application, 
Tennessee Valley Authority Watts Bar 
Nuclear Plant, Unit 2, Spring City, TN, 
34273 

STP Nuclear Operating Co.; South Texas 
Project, Units 1 and, 62861 

Tennessee Valley Authority, Bellefonte Nuclear 
Power Plant, Unit, 58050 

Umetco Minerals Corp.; Gas Hill Reclamation 
Project, License No. SUA-648, License 
Amendment No., 4, 52022 

University of Wisconsin Nuclear Reactor; 


University of Wisconsin; Correction, 14436 


Uranium One USA Inc., Irigaray and 
Christensen Ranch Uranium In-Situ 
Recovery Projects, Wyoming, 41528 

Virginia Electric and Power Co.; North Anna 
Power Station, Units 1 and 2; Surry Power 
Station, Units 1 and, 54259 

Washington State University Modified TRIGA 
Nuclear Radiation Center Reactor, 21928 

Westinghouse Electric Co., LLC, Hematite 
Decommissioning Project, Hematite, MO; 
Correction, 22926, 65753, 67229 

University of Utah Nuclear Reactor Facility, 
Facility Operating License No. R-, 26, 
60091 

Environmental Assessments; Availability, etc.: 

Proposed License Renewal for Nuclear Fuel 

Services, Inc. in Erwin, TN, 66334 
Environmental Assessments, Availability, etc.: 

Zion Nuclear Power Station, Lake County, IL, 

65541 
Environmental Impact Statements; Availability, 
etc.: 

AREVA Enrichment Services, LLC, Proposed 
Eagle Rock Enrichment Facility in 
Bonneville County, ID, 54 

Calvert Cliffs Nuclear Power Plant Unit, 29279 

Columbia Generating Station, 54502 

Comanche Peak Nuclear Power Plant, 29278 

Combined Licenses at William States Lee III 
Nuclear Station Site, Units 1 and 2; Duke 
Energy Carolinas, LLC, 79228 

Crystal River Unit 3 Nuclear Generating Plant, 
Florida Power Corp., 32237 

Detroit Edison Co. Combined License for Unit 
3, Enrico Fermi Atomic Power Plant Site, 
77855 


Enrico Fermi Atomic Power Plant Site Unit 3, 
Detroit Edison Co., 66998 
Entergy Nuclear Operations, Inc., Indian Point 
Nuclear Generating Units Nos. 2 and, 
74832 
Entergy Operations, Inc., Grand Gulf Nuclear 
Station, Unit, 81996 
Exelon Generation Co., LLC; Limerick 
Generating Station, Units 1 and, 53498 
In-Situ Leach Uranium Milling Facilities; Lost 
Creek In-Situ Recovery Project, 
Sweetwater County, WY, 37160 
NextEra Energy Seabrook, LLC, License 
Renewal of Nuclear Plants and Public 
Meetings, 47612 
Nichols Ranch In-Situ Recovery Project, 
Campbell and Johnson Counties, WY, etc., 
5216 
Nuclear Innovation North America LLC South 
Texas Project Units 3 and, 11522 
Operation of Watts Bar Nuclear Plant, Unit 2, 
Tennessee Valley Authority, 80409 
Prairie Island Nuclear Generating Plant, 29279 
Pseg Nuclear, LLC, Hope Creek Generating 
Station And Salem Nuclear Generating 
Station, 19148 
Southern Nuclear Operating Company, Inc., 
Vogtle Electric Generating Plant Units 3 
And, 16645 
South Texas Project, STP Nuclear Operating 
Co., 5410 
Strata Energy, Inc., Ross Uranium Recovery 
Project; New Source Material License 
Application, 71082 
Virgil C. Summer Nuclear Station, South 
Carolina Electric and Gas, 22734 
Virginia Electric and Power Co. D/B/A/ 
Dominion Virginia Power and Old 
Dominion Electric Coop., etc., 6638 
Establishment of Atomic Safety and Licensing 
Board: 
Exelon Generation Co., LLC, 79229 
Exelon Nuclear Texas Holdings, LLC, 6837 
FirstEnergy Nuclear Operating Co., 3678 
Honeywell International Inc., 41312 
South Texas Project Nuclear Operating Co., 
17460 
Strata Energy, Inc., 69295 
Establishment of Atomic Safety Licensing Board 
Eagle Rock Enrichment Facility, Areva 
Enrichment Services, LLC, 11523 
Evaluations of Explosions Postulated to Occur at 
Nearby Facilities and on Transportation 
Routes Near Nuclear Power Plants, 43356 
Exemption: 
Virginia Electric and Power Co.; Surry Power 
Station, 58844 
Waterford Steam Electric Station, Unit 3; 
Entergy Operations, Inc., 12137 
Exemption from Certain Security Requirements: 
N.S. Savannah, 65542 
Exemptions: 
Calvert Cliffs Nuclear Power Plant, LLC, Unit 
Nos. 1 and, 4391 
Carolina Power and Light Co., Brunswick 
Steam Electric Plant, Units 1 and, 34105 
Carolina Power and Light Co., H. B. Robinson 
Steam Electric Plant, Unit, 68512 
Detroit Edison Co. Fermi, 32238 
Donald C. Cook Nuclear Plant, Unit 1, Indiana 
Michigan Power Co., 55422 
Exelon Generation Co., LLC, Oyster Creek 
Nuclear Generating Station, 19488 
Exelon Generation Co., LLC Peach Bottom 
Atomic Power Station Units 2 and, 19476 
Exelon Generation Company, LLC, Oyster 
Creek Nuclear Generating Station, 19795 
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Florida Power & Light Co., St. Lucie Plant, 
Unit No., 77563 

Florida Power and Light Co., Turkey Point 
Units 3 and, 802 

Florida Power Corp., Crystal River Unit 3 
Nuclear Generating Plant, 5216 

Omaha Public Power District, Fort Calhoun 
Station, Unit, 63668, 63671 

Pacific Gas and Electric Co., Diablo Canyon 
Power Plant, Unit 1 and, 37843 

St. Lucie Units Nos. 1 and 2, Florida Power 
and Light Co., 24062 

STP Nuclear Operating Co., South Texas 
Project, Units 1 and, 68511 

Virginia Electric and Power Co., North Anna 
Power Station, Unit Nos. 1 and, 17715 

Virginia Electric Power Company, LLC, North 
Anna Power Station, Unit No., 23846 

Exemptions from Certain Security Requirements: 

Exelon Nuclear; Peach Bottom Atomic Power 
Station, Unit, 48184 

Exelon Nuclear, Dresden Nuclear Power 
Station, 30204 

ZIONSOLUTIONS, LLC, Zion Nuclear Power 
Station, Units 1 and, 72007 

Exemptions from Recordkeeping Requirements: 

ZionSolutions, LLC, Zion Nuclear Power 

Station, Units 1 and, 39134 
Extension of License Transfer Period: 
American Centrifuge Lead Cascade Facility and 
American Centrifuge Plant, 50767 
Facility License Renewals: 
University of Wisconsin, 18261 
Facility Operating License Amendment Requests, 
39136 

Duke Energy Carolinas, LLC, et al., 39913 

Duke Energy Carolinas, LLC, Oconee Nuclear 
Station, Units 1, 2, and, 30399 

Facility Operating License Amendments: 

Virginia Electric and Power Co., Surry Power 

Station, Units 1 and, 66090 
Facility Operating License Renewals: 

Palo Verde Nuclear Generating Station, Arizona 

Public Service Co., 24064 
Facility Operating Licenses: 

Applications and Amendments Involving No 
Significant Hazards, 37845, 64388, 67485, 
70768, 73727, 80972 

Applications and Amendments Involving 
Proposed No Significant Hazards 
Considerations, 62862, 76193, 77565 

Facility Operating Licenses; Amendment Requests: 

Union Electric Co., Callaway Plant, Unit, 73733 

Facility Operating Licenses; Amendments: 

Vermont Yankee Nuclear Power Station; 

Withdrawal of Application, 44376 
Facility Operating Licenses; Amendments, etc.: 

Florida Power and Light Co., Turkey Point 
Nuclear Generating Station, Units 3 and, 
26771 

Final Design Approvals: 

GE Hitachi Nuclear Energy Economic 
Simplified Boiling Water Reactor Design, 
14437 

Final Environmental Statements: 

Operation of Watts Bar Nuclear Plant, Unit 2, 

Tennessee Valley Authority, 70169 
Final Interim Staff Guidance; Availability: 

Review of Evaluation to Address Gas 
Accumulation Issues in Safety Related 
Systems, 58846 

Final Interim Staff Guidances; Availability: 

Review of Nuclear Power Plant Designs using 
a Gas Turbine Driven Standby Emergency 
Alternating Current Power System, 17160 

Standard Review Plan, Section 17.4, Reliability 
Assurance Program, 17159 
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Final Regulatory Guide; Issuance, Availability, 
19817 

Final Regulatory Guide: Issuance, Availability, 
25725 

Final Regulatory Guides; Issuance, Availability, 
189, 24539 

Final Safety Culture Policy Statement, 34773 

Findings of No Significant Antitrust Changes and 
Time for Filing Requests for Reevaluations: 

Tennessee Valley Authority, Watts Bar Nuclear 

Plant, Unit 2, Spring City, TN, 17160 
Governors’ Designees Receiving Advance 
Notification of Transportation of Nuclear 
Waste and Spent Fuel, 67229 
Guidance and Research Draft Reports for 
Comment: 
Common-Cause Failure Analysis in Event and 
Condition Assessment, 67764 
Guidance for Fuel Cycle Facility Change 
Processes, 44049 
Hearings: 

Combined Licenses for Vogtle Electric 
Generating Plant, Units 3 and 4, and 
Limited Work Authorizations, 50767 

Hearings; Opportunities to Submit Written Limited 
Appearance Statements; and Oral Arguments: 
Nuclear Innovation North America, LLC, South 
Texas Project Units 3 and, 44623 

Impact of Reduced Dose Limits on Licensed 
Activities, 40755 

Implementation of the Alternative Dispute 
Resolution Program, 55136 

Incorporation of Risk Management Concepts in 
Regulatory Programs, 72220 

Indirect Transfer of Control of Licenses: 

Carolina Power & Light Co., H. B. Robinson 
Steam Electric Plant Unit No. 2, et al., 
77022 

Carolina Power & Light Co., North Carolina 
Eastern Municipal Power Agency, Shearon 
Harris Nuclear Power Plant, 77021, 77024 

Florida Power Corp., et al., Crystal River Unit 
3 Nuclear Generating Plant, 77023 

Interim Staff Guidance Documents; Availability: 

Spent Fuel Storage Casks, 381 

Interim Staff Guidance on Aging Management 
Program for Steam Generators, 74834 
Interim Staff Guidances: 

Environmental Report for Applications to 
Construct and/or Operate Medical Isotope 
Production Facilities, 35922 

Impacts of Construction of New Nuclear Power 
Plants on Operating Units at Multi-Unit 
Sites, 8383 

Issuance of Directors Decision 

Entergy Nuclear Operations, Inc., Entergy 
Operations, Inc., Entergy Nuclear Vermont 
Yankee, LLC, Entergy Gulf States 
Louisiana, LLC, 72008 

Issuance of Materials Licenses: 

Uranerz Energy Corp., Nichols Ranch In Situ 

Recovery Project, 45300 
Issuance of Materials License SUA-1598 and 
Record of Decision: 
Lost Creek ISR, LLC Lost Creek In-Situ 
Recovery Project, 53500 
Issuance of Regulatory Guide, 20052, 35922, 
40943 
Issuance Of Renewed Facility Operating License; 
Record Of Decision: 
Kewaunee Power Station; Dominion Energy 
Kewaunee, Inc., 11823 
License Amendment Request, Opportunity to 
Request Hearing and to Petition for Leave 
to Intervene, and Commission Order: 

Florida Power and Light Co.; St. Lucie Plant, 

Unit, 33789 


166 


License Amendment Requests: 

Decommissioning of the ABB Inc., Combustion 
Engineering, Windsor, CT Site, 8785 

Diablo Canyon Independent Spent Fuel Storage 
Installation, 29280 

Exelon Generation Company, LLC; PSEG 
Nuclear, LLC; Peach Bottom Atomic 
Power Station, Unit, 52357 

Florida Power and Light Co., St. Lucie Plant, 
Unit, 54503 

Pacific Gas and Electric Co., Humboldt Bay 
Independent Spent Fuel Storage 
Installation, 30980 

Pickard Hall, University of Missouri, Columbia, 
MO, 26322 

Shaw Areva Mox Services, Mixed Oxide Fuel 
Fabrication Facility, 22735 

License Amendment Requests and Requests for 
Hearings: 

Honeywell International, Inc., Metropolis 

Works, 39918 
License Amendments: 

Decommission Plan Approval, University of 
Arizona Research Reactor, 23339 

STP Nuclear Operating Co., et al., South Texas 
Project, Units 1 and, 16012 

License Modification Orders: 

DC Cook Nuclear Plant Independent Spent Fuel 
Storage Installation, Indiana Michigan 
Power Co., 20722 

Nine Mile Point Nuclear Station Independent 
Spent Fuel Storage Installation, 31992 

License Renewal Applications: 
Limerick Generating Station, Units 1 and 2, 
Exelon Generation Co., LLC, 44624 
Purdue University, 68225 
License Renewals: 

Vermont Yankee Nuclear Power Station, 17162 
License Transfer Orders: 

Cimarron Facility, Crescent, OK, 10918 
Materials Licenses; Renewals: 

Department of Energy; Fort St. Vrain 
Independent Spent Fuel Storage 
Installation, 46329 

Meetings: 

ACRS Subcommittee Meeting on Reliability 
and Probabilistic Risk Assessment, 13437 

ACRS Subcommittee on Advanced Boiling 
Water Reactor, 5218, 11524, 16458, 34276 

ACRS Subcommittee on AP1, 00, 44377 

ACRS Subcommittee On Digital 
Instrumentation And Control Systems, 
7882, 34276 

ACRS Subcommittee on Fukushima, 44377 

ACRS Subcommittee on Future Plant Designs, 
16016 

ACRS Subcommittee on Materials, Metallurgy 
and Reactor Fuels, 16016, 24540, 55718, 
57082, 72451, 76442 

ACRS Subcommittee on Planning and 
Procedures, 4738, 15350, 38212, 78951 

ACRS Subcommittee on Plant License Renewal, 
4738 

ACRS Subcommittee on Plant Operations and 
Fire Protection, 7882, 38211 

ACRS Subcommittee on Power Uprates, 7883 

ACRS Subcommittee on Radiation Protection 
and Nuclear Materials, 36160, 44964, 
55716 

ACRS Subcommittee on Regulatory Policies 
and Practices, 44378 

ACRS Subcommittee on Reliability and 
Probabilistic Risk Assessment, 22934, 
55717 

ACRS Subcommittee on U.S. Advanced 


Pressurized Water Reactor, 44376 


ACRS Subcommittee on U.S. Evolutionary 
Power Reactor, 4739, 11525, 16458, 
22935, 26775, 44964 

Advisory Committee on Medical Uses of 
Isotopes, 74077 

Advisory Committee on Reactor Safeguards, 
5218, 11289, 16457, 18586, 23340, 30404, 
37852, 52716, 59449, 61118, 64399, 
70778, 79229 

Advisory Committee on Reactor Safeguards; 
ACRS Subcommittee on Digital 
Instrumentation and Control, 835 

Advisory Committee on Reactor Safeguards; 
Subcommittee on U.S. Advanced 
Pressurized Power Reactor, 00, 62867, 
27102, 27103, 32240, 32241, 62866, 62867 

Advisory Committee on Reactor Safeguards on 
Future Plant Designs, 5220 

Advisory Committee On Reactor Safeguards on 
Materials, Metallurgy & Reactor Fuels, 
34778 

Advisory Committee On Reactor Safeguards on 
Radiation Protection And Nuclear 
Materials, 34779 

Advisory Committee On Reactor Safeguards 
Plant Operations and Fire Protection 
Subcommittee, 40406 

Advisory Committee on Reactor Safeguards 
Subcommittee on Radiation Protection and 
Nuclear Materials, 11524, 18585, 18586, 
23630, 27101, 32240, 34778, 52715, 
52717, 53979, 60938, 61118, 61119, 
63329, 64123, 67232, 68793, 71609, 
71610, 80410 

Advisory Committee on Reactor Safety 
Subcommittee on Reliability and 
Probabilistic Risk Assessment, 11525 

Advisory Committee on the Medical Uses of 
Isotopes, 56243, 60938 

Implementation of Alternative Dispute 
Resolution Program, 64124 

Interagency Steering Committee on Multimedia 
Environmental Modeling, 69769 

Potential Revision of the Branch Technical 
Position on Concentration Averaging and 
Encapsulation, 4739 

Meetings; Sunshine Act, 388, 1653, 2928, 3929, 
4393, 5626, 6837, 8788, 10410, 11290, 
11525, 12768, 14107, 16016, 16459, 17460, 
20385, 21782, 23341, 24540, 24933, 26775, 
28245, 30205, 30211, 31643, 33374, 34779, 
36161, 37853, 39445, 40944, 41529, 42751, 
44624, 46329, 48919, 50769, 52717, 53980, 
55424, 55718, 56488, 58312, 58314, 59175, 
59748, 61403, 61405, 62868, 63329, 64400, 
66095, 67000, 67001, 67002, 67003, 67495, 
69295, 70779, 72223, 73737, 76199, 77574, 
78952, 81542 

Memorandum of Understanding on Chemical 
Facility Anti-Terrorism Standards, 31997 

Merger Applications: 

Connecticut Yankee Atomic Power Co., 
Haddam Neck Plant, 41530 

Yankee Atomic Electric Co., Yankee Nuclear 
Power Station, 41532 

Metal Fatigue Analysis Performed by Computer 
Software, 60939 

Methodology for Low Power/Shutdown Fire PRA, 
81998 

Model Applications and Model Safety Evaluations; 
Availability, 614 

Models for Plant-Specific Adoption of Technical 
Specifications Task Force Traveler TSTF- 
510: 

Change in Technical Specifications End States 
for Combustion Engineering Pressurized 
Water Reactor Plants, etc., 19510 


FEDERAL REGISTER INDEX, January--December 2011 


Revise PWR Operability Requirements and 
Actions for RCS Leakage Instrumentation; 
Revision 3; Availability, 189 

Revision to Steam Generator Program 
Inspection Frequencies and Tube Sample 
Selection, 66763 

Monitoring the Effectiveness of Maintenance at 
Nuclear Power Plants, 55137 

Non-Safeguards Information for Contention 
Preparation: 

Acceptance of Application for Special Nuclear 

Materials License, etc., 63672 
NRC Enforcement Policy, 48919 
Nuclear Power Plant Fire Modeling Application 
Guide, 46330 
Operating License Renewal Applications: 

Entergy Operations, Inc., Grand Gulf Nuclear 

Station, Unit, 80980 
Orders: 

Tennessee Valley Authority, Bellefonte Nuclear 

Plant, Unit, 62457 
Orders Modifying Licenses: 

ZionSolutions, LLC, Zion Nuclear Power 
Station, Independent Spent Fuel Storage 
Installation, 81542 

Orders Prohibiting Involvement in NRC-Licensed 
Activities: 
Dr. Gary Kao, 11526 
Orders Requiring Notification of Involvement in 
NRC-Licensed Activities: 
Gregory Desobry, Ph.D., 11529 
Policy Statement on the Protection of Cesium- 
137 Chloride Sources, 44378 
Procedures for Meetings, 64126 
Prohibiting Exports Involving Libya by Executive 
Order, 16459 
Proposed Alternative Soils Standards for Uravan, 
CO Uranium Mill, 70170 
Proposed Generic Communication: 

Seismic Risk Evaluations for Operating 

Reactors, 54507 
Proposed Generic Communications: 
Adequacy of Station Electric Distribution 
System Voltages, 10072 
Proposed Model Safety Evaluation for Plant 
Specific Adoption of Technical 
Specifications: 

Revision to Steam Generator Program 
Inspection Frequencies and Tube Sample 
Selection, 35923 

Proposed Model Safety Evaluations: 

Plant Specific Adoption of Technical 
Specifications Task Force Traveler TSTF- 
505, Revision, 73737 

Proposed Models for Plant-Specific Adoption of 
Technical Specifications Task Force Traveler 
TSTF-500, Revision 2: 

DC Electrical Rewrite, 54510 

DC Electrical Rewrite - Update to TSTF-, 60, 
69296 

Proposed Revision | to Standard Review Plan, 
Section 13.5.1.1 on Administrative 
Procedures; Correction, 7235, 615 

Proposed Revision 2 to Standard Review Plan, 
23630 

Proposed Revision 4 to Standard Review Plan on 
Electric Power, 31381 

Proposed Revision to Standard Review Plan; 
Correction, 39922 

Qualification of Connection Assemblies for 
Nuclear Power Plants, 46856 

Quantitative Software Reliability Models for 
Digital Protection Systems of Nuclear Power 
Plants, 28819 

Receipts of Requests for Action, 72009 

Reconstitution of Atomic Safety and Licensing 
Boards: 


Progress Energy Florida, Inc., Levy County 

Nuclear Power Plant, Units 1 and, 78702 
Regulatory Guides: 

Assessment of Beyond-Design-Basis Aircraft 
Impacts, 50275 

Qualification for Cement Grouting for 
Prestressing Tendons in Containment 
Structures, 38213 

Standard Format and Content of License 
Termination Plans for Nuclear Power 
Reactors, 38212 

Regulatory Guides; Availability, 18262 

Regulatory Guides; Issuance, 31382 

Regulatory Guides; Issuance and Availability, 
28102, 14108 1.43, Revision 1, Control of 
Stainless Steel Weld Cladding of Low-Alloy 
Components, 14107 

Regulatory Issue Summaries; Requests for 
Comments: 

Policy Regarding Submittal of Amendments for 
Processing of Equivalent Feed at Licensed 
Uranium Recovery Facilities, 60941 

Renewal Of Special Nuclear Materials License: 

Calvert Cliffs Nuclear Power Plant, LLC, 22935 

Renewals of Facility Operating Licenses: 

STP Nuclear Operating Co., South Texas 
Project, Units 1 and, 2426 

University Of New Mexico AGN-201m 
Reactor, 11291 

Renewed Facility Operating Licenses: 

No. CX-22, Rensselaer Polytechnic Institute 
Critical Experiments Facility, 40945 

Northern States Power Co., Minnesota, Prairie 
Island Nuclear Generating Plant, Units 1 
and, 39445 

PSEG Nuclear, LLC; Hope Creek Generating 
Station, 45301 

PSEG Nuclear, LLC, Salem Nuclear Generating 
Station, Units 1 and, 40944 

University of Utah TRIGA Nuclear Reactor; 
No. R-, 26, 69296 

Renewed Facility Operating Licenses; Issuances: 

No. R 76, Washington State University, 62868 

Report to Congress on Abnormal Occurrences; 
Fiscal Year 2010, 38214, 38214 

Request for a License to Export Reactor 
Components, 16842 

Request for Comments on Draft Policy Statement 


Volume Reduction and Low-Level Radioactive 

Waste Management, 50500 
Requests for Action, 40406 

Entergy Nuclear Indian Point 2, LLC; Entergy 
Nuclear Indian Point 3, LLC; Entergy 
Nuclear Operations, Inc., 40945 

Entergy Nuclear Operations, Inc., Vermont 
Yankee Nuclear Power Station, 15001 

Entergy Nuclear Vermont Yankee, LLC, 
Vermont Yankee Nuclear Power Station, 
19148 

Requests for Amendments to Facility Operating 
Licenses: 

Seabrook Station Unit No. 1, NextEra Energy 
Seabrook, LLC, 11291 

Southern Nuclear Operating Co., Inc., Vogtle 
Electric Generating Plant, 30206 

Requests for Indirect License Transfers: 

Carolina Power and Light; Proposed Merger 
Between Progress Energy, Inc. and Duke 
Energy Corp., 54261 

Requests for License Amendments: 

Arizona Public Service Co., 37853 

Southern Nuclear Operating Co., Vogtle Electric 
Generating Plant (Unit Nos. 1 and 2), 388 

Umetco Minerals Corp., 14437 

Requests for Licenses to Export Radioactive 
Waste, 56489 


FEDERAL REGISTER INDEX, January--December 2011 


Nuclear 


Requests for Licenses to Export Reactor 
Components, 68514 
Requests for Licenses to Import Radioactive 
Waste, 56490 
Requests for Radioactive Waste Import Licenses, 
53980 
Revised Application for a License to Export High- 
Enriched Uranium, 72984 
Special Nuclear Materials License Applications: 
Sensor Concepts and Applications, Inc., 39922 
Staff Guidance; Availability: 
Office of New Reactors; Section 1.0, Revision 
2 on Introduction and Interfaces, 77025 
Staff Guidance Regarding Nuclear Criticality 
Safety Analysis for Spent Fuel Pools; 
Availability: 
Final Division of Safety Systems Interim Staff 
Guidance DSS-ISG-, 010-01, 63676 
Staff Guidances; Availability: 
Section 13.5.1.1, Revision 1 on Administrative 
Procedures - General, 81547 
Standard Format and Content of License 
Applications for Mixed Oxide Fuel 
Fabrication Facilities, 65544 
Submittal of Amendments for Processing of 
Equivalent Feed at Licensed Uranium 
Recovery Facilities, 63330 
Survey on Effectiveness of the Reactor Oversight 
Process, 73738 
Suspensions of Licensed Activities: 
International Cyc!otron, Inc., Hato Rey, PR, 
80982 
Uranium Enrichment Fuel Cycle Facility 
Inspection Reports; Availability: 
Louisiana Energy Services, National Enrichment 
Facility, Eunice, NM, 67765 
Withdrawal of Application for Amendment to 
Facility Operating License; Correction: 
Clinton Power Station, 12140 
Exelon Generation Co., LLC, 12140 
Exelon Generation Company, LLC, 13676 
Withdrawal Of Application For Amendment To 
Renewed Facility Operating License: 
Carolina Power and Light Company, 23848 
Withdrawal of Regulatory Guide 1.1, 4, 2726 
Withdrawal of Regulatory Guide 8.5, 16017 
Withdrawals of Applications for Amendments to 
Facility Operating Licenses: 
Entergy Operations, Inc., 19818 
Withdrawals of Applications for Amendment to 
Facility Operating Licenses: 
STP Nuclear Operating Co., South Texas 
Project, Units 1 and, 50276 
NOTICE 
Environmental Impact Statements; Availability, 
etc.: 
Arizona Public Service Co., Palo Verde Nuclear 
Generating Station, 1197 
Exemptions: 
Detroit Edison Co., Fermi, 1197 


Nuclear Waste Technical Review 
Board 


NOTICES 
Meetings, 77270 
DOE Activities Related to Managing Spent 
Nuclear Fuel and High-Level Radioactive 
Waste, Las Vegas, NV, 3678 
Used Fuel Disposition Program, 47613 
West Valley Demonstration Project, Amherst, 
NY, 17970 
Workshops: 
Methods for Evaluating Nuclear Waste Streams, 
24065 
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Occupational Safety and Health 
Administration 
RULES 
Corrections, 80735 
General Working Conditions in Shipyard 
Employment; Correction, 24576, 44265 
Hawaii State Plan; Change in Level of Federal 
Enforcement: 
Military Installations, 63188 
Michigan State Plan; Change in Level of Federal 
Enforcement: 
Indian Tribes, 63190 
Nationally Recognized Testing Laboratories Fees, 
10500 
Procedures for Handling of Retaliation Complaints 
Under Sarbanes-Oxley Act of 2002; 
Correction, 78150 
Retaliation Complaints Under Employee Protection 
Provisions, 2808 
Revising Standards Referenced in the Acetylene 
Standard, 75782 
Sarbanes-Oxley Act; Procedures for the Handling 
of Retaliation Complaints, 68084 
Standards Improvement Project; Phase III, 33590 
PROPOSED RULES 
Infectious Diseases, 39041 
Occupational Injury and Illness Recording and 
Reporting Requirements; Update, 28383, 
36414, 59952 
Revising Standards Referenced in the Acetylene 
Standard, 75840 
NOTICES 
Addendum to the Memorandum of Understanding: 
Oak Ridge, TN Facilities, 80408 
Advisory Committee on Disability Compensation; 
Requests for Nominations, 60085 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
17448, 19128, 66087 
Acrylonitrile Standard, 77267 
Alleged Safety and Health Hazards; Extension, 
2417 
Bloodborne Pathogens Standard, 67478 
Coke Oven Emissions Standard, 52350 
Construction Standards on Posting Emergency 
Telephone Numbers and Floor Load 
Limits, 8778 ; 
Cotton Dust Standard, 61752 
Electrical Standards for Construction and 
General Industry, 70166 
Excavations (Design of Cave-in Protection 
Systems), 19129 
Fire Protection in Shipyard Employment 
Standard, 3178 
Forging Machines, 30200 
Grain Handling Facilities, 815 
Inorganic Arsenic Standard, 65217 
Ionizing Radiation Standard, 4944 
Methylene Chloride Standard, 14432, 55949 
Occupational Exposure to Hazardous Chemicals 
in Laboratories Standard, 25376, 72216 
Occupational Safety and Health State Plans, 
72980 
Onsite Consultation Agreements, 36579 
Permit-Required Confined Spaces, 77850 
Powered Industrial Trucks Standard, 22154 
Recording and Reporting Occupational Injuries 
and Illnesses, 2418 
Respiratory Protection Standard, 13668 
Servicing Multi-Piece and Single Piece Rim 
Wheels, 55708 
Shipyard Employment Standards, 63327 
Slings, 27367 
Standard on Commercial Diving Operations, 
817, 67480 
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Standard on Fire Brigades, 4735 
Standard on Powered Platforms for Building 
Maintenance, 1192 
Standard on the Control of Hazardous Energy 
(Lockout/Tagout), 8780 
Standard on Vinyl Chloride, 76766 
Steel Erection, 11516 
The 13 Carcinogens Standard, 76768 
Underground Construction Standard, 8782 
Vehicle-Mounted Elevating and Rotating Work 
Platforms (Aerial Lifts), 61750 
Vertical Tandem Lifts in Marine Terminals, 
40935 
Voluntary Protection Programs Information, 
16000 
Applications for Renewal of Recognition: 
Curtis-Straus, LLC, 73686 
Curtis-Straus, LLC; Correction, 73687 
Applications for Renewals of Recognition: 
Curtis-Straus, LLC, 62850 
Meetings: 
Advisory Committee on Construction Safety and 
Health, 41304, 73687 
Federal Advisory Council on Occupational 
Safety and Health, 28816, 71077 
Maritime Advisory Committee for Occupational 
Safety and Health, 38428, 54806 
National Advisory Committee on Occupational 
Safety and Health, 32374, 73689 
Preventing Occupational Hearing Loss, 62093 
Nationally Recognized Testing Laboratories; 
Recognitions: 
TUV Rheinland PTL, LLC, 16452 
Online OSHA Outreach Training Programs, 17451 
Proposed Revocations of Permanent Variances, 
78698 
Recognitions as Nationally Recognized Testing 
Laboratory: 
QPS Evaluation Services Inc., 11518 
Request for Nominations: 
Federal Advisory Council on Occupational 
Safety and Health, 60535 
Requests for Nominations: 
Advisory Committee on Construction Safety and 
Health, 72445 
Federal Advisory Council on Occupational 
Safety and Health, 39902 
Revocations Of Recognition: 
Wyle Laboratories, Inc., 55709 
Susan Harwood Training Grant Program, FY, 
35918, 2011, 35918 


Occupational Safety and Health 
Review Commission 


RULES 

Enforcement of Nondiscrimination in Programs or 
Activities, 39283 

PROPOSED RULES 

Handicap Programs; Nondiscrimination 
Enforcement, 30064 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
67496 

Senior Executive Service Performance Review 
Board Membership, 39926, 81998 


Office of Advocacy and Outreach 


RULES 

Agricultural Career and Employment Grants 
Program; Correction, 69114, 70639 

Office of Advocacy and Outreach Federal 
Financial Assistance Programs, 66169 

PROPOSED RULES 

Agricultural Career and Employment Grants 
Program, 66656 


Withdrawal, 69146 


Office of Federal Housing Enterprise 
Oversight 


See Federal Housing Enterprise Oversight Office 


Office of Financial Research 


RULES 
Supplemental Standards for Ethical Conduct for 
Agency Employees, 60707 


Office of Management and Budget 
See Management and Budget Office 


Office of Natural Resources Revenue 


RULES 

Code of Federal Regulations; Title 30; 
Reorganization, 38555 

OMB Control Numbers and Certain Forms; 
Amendments, 76612 


PROPOSED RULES 
Establishment of the Indian Oil Valuation 
Negotiated Rulemaking Committee, 76634 
Federal and Indian Coal Valuation, 30881 
Federal and Indian Coal Valuations: 
Public Workshops, 55837 
Federal Oil and Gas Royalty Valuation 
Regulations; Revisions, 55838 
Federal Oil and Gas Valuation, 30878 
Indian Oil Valuation Negotiated Rulemaking 
Committee; Establishment, 5317, 52294 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals; 
Correction, 16816, 25367, 50249, 53487, 
70484, 70486, 76746, 78033 

Assessments for Mismatched Payments or 
Inadequate Payment Information for 
Geothermal, Solid Minerals, and Indian Oil 
and Gas Leases, 33780 

Major Portion Prices and Due Date for Additional 
Royalty Payments on Indian Gas Production, 
13431 

Proposed Audit Delegation Renewals for the 
States of Oklahoma and Montana, 37827 

States’ Decisions on Participating in Accounting 
and Auditing Relief for Federal Oil & Gas 
Marginal Properties, 6819, 76757 

Update to Indian Index Zone Price Points, 37828 


Office of the Director of National 
Intelligence 


See National Intelligence, Office of the National 
Director 
See Trade Representative, Office of United States 


Office of United States Trade 
Representative 


See Trade Representative, Office of United States 


Overseas Private Investment 
Corporation 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
17162, 17163, 17164, 17461, 38219, 38220, 
73740, 73741, 74834 

Expedited Screening Questionnaire Downstream 
Investment Form, 38221 

Meetings; Sunshine Act, 5842, 10073, 29013, 
31382, 34277, 34780, 53702, 55138, 56821, 
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60559, 60561, 60562, 60563, 62869, 64978, 
70510, 72009, 74835 

Closed Portion, 27103 

Public Hearing, 27103 


Pacific Northwest Electric Power and 
Conservation Planning Council 


NOTICES 
Amended Columbia River Basin Fish and Wildlife 
Program, 13438, 13676 


Parole Commission 


PROPOSED RULES 

Retrospective Review Under E.O. 3579, 78183 

NOTICES 

Meetings; Sunshine Act, 6827, 7234, 10070, 
24912, 35472, 37376, 55419, 65750, 75913, 
75914, 81980 

Record of Vote of Meeting Closure, 10070, 13661, 
39128 


Patent and Trademark Office 


RULES 

Changes to Implement Prioritized Examination 
Track of Enhanced Examination Timing 
Control Procedures, 23876 

Enhanced Examination Timing Control 
Procedures; Changes, 18399 

Fee for Filing a Patent Application Other than 
by the Electronic Filing System, 70651 

Granting Inter Partes Reexamination Request, 
59055 

Patent Term Adjustment Provisions; Disclosure 
Statements; Revision, 74700 

Prioritized Examination for Requests for 
Continued Examination; Changes, 78566 

Prioritized Examination Track of Enhanced 
Examination Timing Control Procedures, 
59050 

Rules of Practice Before the Board of Patent 
Appeals and Interferences in Ex Parte 
Appeals, 72270 

Trademark Technical and Conforming 
Amendments, 69132 

PROPOSED RULES 

Appellate Review and Information Disclosure 
Statements; Patent Term Adjustments, 18990 

Changes in Requirements for Specimens and for 
Affidavits or Declarations of Continued Use 
or Excusable Nonuse in Trademark Cases, 
40839 

Eliciting More Complete Patent Assignment 
Information, 72372 

Improving Regulation and Regulatory Review, 
15891 : 

Materiality to Patentability Standard for the Duty 
to Disclose Information in Patent 
Applications; Revision, 43631 

Patent Fees for Fiscal Year 2012; Revision, 37296 

Patent Term Adjustment Provisions; Appellate 
Review, 81432 

Preliminary Plan for Retrospective Analysis of 
Existing Rules, 39796 

Prioritized Examination Track of Enhanced 
Examination Timing Control Procedures; 
Changes, 6369 

Specimens, Affidavits, or Declarations in 
Trademark Cases; Extension, 55841 

Streamlined Patent Reexamination Proceedings, 
22854 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 4094, 
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4873, 11429, 19977, 31305, 44578, 45233, 
46280, 48147, 59114, 60454, 63286, 72178, 
76387, 76951 

Additional USPTO Satellite Offices for the 
Nationwide Workforce Program, 73601 

Certain Patent Petitions Requiring a Fee, 11430 

Fastener Quality Act Insignia Recordal Process, 
45540 

National Medal of Technology and Innovation 
Nomination Application, 76388 

Patent and Trademark Financial Transactions, 
34062 

Patent Examiner Employment Application, 
11206 

Patent Prosecution Highway Program, 40339 

Public Key Infrastructure Certificate Action 
Form, 48807 

Public User ID Badging, 62387 

Recording Assignments, 55880 

Representative and Address Provisions, 27020 

Resource Centers Metrics, 53885 

Rules for Patent Maintenance Fees, 55364 

Statutory Invention Registration, 42684 

Submissions Regarding Correspondence and 
Regarding Attorney Representation, 13987 

Substantive Submissions Made During 
Prosecution of the Trademark Application, 
11208 

Applications for Trademark Registration, 35411 

Coding of Design Marks in Registrations, 11432 

Discontinuing the Mass Mailing of Paper Fee 
Schedules to Registered Attorneys, Agents, 
and Deposit Account Holders, 68166 

Electronic Delivery of Search Results to the 
European Patent Office, 82279 

Establishing a One-Year Retention Period for 
Patent-Related Papers That Have Been 
Scanned, 53667 

Establishment of One-Year Retention Period for 
Trademark-Related Papers, etc.; Request for 
Comment, 59114 

Extension of the Extended Missing Parts Pilot 
Program, 78246 

Grant of Interim Extension of Patent: 

Mifamurtide, 5564 
Grant of Interim Patent Extension: 
Surfaxin (lucinactant), 68166 

Intellectual Property Enforcement in China, 64075, 
64076, 76389 

Meetings: 

How to More Effectively Use Depository 
Library Program; Roundtable and Request 
for Comments, 6764 

National Medal of Technology and Innovation 
Nomination Evaluation Committee, 68167 

Patent Fee Changes under Leahy-Smith America 
Invents Act; Availability, 59115 

Performance Review Board, 64076 

Public Advisory Committees; Requests for 
Nominations, 20960 

Public Hearing and Request for Comments on 
Study of Prior User Rights, 62388 

Public Hearings on Study of International Patent 
Protection for Small Businesses, 62389 

Registered Patent Attorneys and Agents Admitted 
to Practice Before the USPTO: 

Proposed Additions, 31306 

Requests for Nominations: 

National Medal of Technology and Innovation 
Nomination Evaluation Committee, 80901 

Sunset of Patent Application Backlog Reduction 
Stimulus Plan and Limited Extension of 
Green Technology Pilot Program, 77979 

Supplementary Examination Guidelines: 

Determining Compliance with 35 U.S.C. 

Section 112 and for Treatment of Related 

Issues in Patent Applications, 7162 


Pension 


Trademark Board Manual of Procedure, Third 
Edition, 38639 

Trademark Manual of Examining Procedure, 
Eighth Edition, 68740 

Trademark Trial and Appeal Board Participation 
in Settlement Discussions, 22678 


Peace Corps 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 190, 
2727, 12998, 17164, 25379, 28246, 30405, 
31383, 31643, 33374, 40755, 41312, 44050, 
44625, 51065, 56821, 60945, 60946, 60947, 
60949, 62095, 64127, 64129, 64130, 64131, 
64132, 64133, 64134, 77575 

FY 2010 Service Contract Inventories; 
Availability, 6499 

Privacy Act; Systems of Records, 77575 


Pension Benefit Guaranty 
Corporation 
RULES 
Allocation of Assets in Single-Employer Plans: 
Benefits Payable in Terminated Single- 
Employer Plans; Interest Assumptions for 
Valuing and Paying Benefits, 56973 
Allocation of Assets in Single-Employer Plans; 
Valuation of Benefits and Assets; Expected 
Retirement Age, 18869, 74699 
Bankruptcy Filing Date Treated as Plan 
Termination Date for Certain Purposes; 
Guaranteed Benefits; Allocation of Plan 
Assets; Pension Protection Act of 2006, 
34590, 34590 
Benefits and Assets Payable in Terminated Single- 
Employer Plans, etc., 34847 
Benefits Payable in Terminated Single-Employer 
Plans, 13883, 50413 
Interest Assumptions for Paying Benefits, 2578, 
8649, 27889, 41689, 63836, 70639 
Disclosure to Participants, 45403 
Interest Assumptions for Paying Benefits in 
Terminated Single-Employer Plans, 21252 
Single Employer Plans; Valuing and Paying 
Benefits, 77900 
Single-Employer Plan Termination; CFR 
Correction, 18388 
PROPOSED RULES 
Benefits Payable in Terminated Single-Employer 
Plans: 
Limitations on Guaranteed Benefits, 13304 
Cash Balance Plans; Benefit Determinations and 
Plan Valuations for Statutory Hybrid Plans, 
67105 
Review Under E.O. 3563, 18134 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
76771, 76772 
Annual Financial and Actuarial Information 
Reporting, 77270 
Disclosure of Termination Information, 19510, 
37856 
Generic Clearance for the Collection of 
Qualitative Feedback on Agency Service 
Delivery, 12140 
Liability for Termination of Single-Employer 
Plans, 4741 
Multiemployer Plan Regulations, 5220 
Survey of Nonparticipating Single Premium 
Group Annuity Rates, 65755 
Exemptions: 
Rangers Baseball Express, LLC, and Texas 
Rangers Baseball Partners, 14109 


Pension 


Premium Changes Based on Recharacterization of 
Contributions, 79714 
Premium Penalty Relief; Alternative Premium 
Funding Target Election Relief, 57082 
Special Withdrawal Liability Rules: 
Cultural Institutions Pension Plan, 80410 


Personnel Management Office 


RULES 

Absence and Leave; Qualifying Exigency Leave, 
60701 

Customs and Border Protection Officer 
Retirement, 41993 

Federal Employees Health Benefits Program: 

New Premium Rating Method for Most 
Community Rated Plans; Withdrawal, 
36857, 38282 

Federal Employees’ Retirement System: 

Present Value Conversion Factors for Spouses 
of Deceased Separated Employees; 
Corrections, 52539, 55213 

Garnishment of Accounts Containing Federal 
Benefit Payments, 39 

General Schedule Locality Pay Areas, 32859 

National Security Personnel System, 81359 

Noncompetitive Appointment of Certain Military 
Spouses, 54071 

Pay for Sunday Work, 52537 

Pay in Nonforeign Areas, 68631 

Personnel Records, 52533 

Prevailing Rate Systems: 

Abolishment of Cumberland, ME as a 
Nonappropriated Fund Federal Wage 
System Wage Area, 31785 

Abolishment of Monmouth, NJ, as 
Nonappropriated Fund Federal Wage 
System Wage Area, 53045 

Cumberland, ME; Abolishment as a 
Nonappropriated Fund Federal Wage 
System Wage Area, 70321 

Northern Mississippi and Memphis, TN; 
Redefinition, 70321 

Redefinition of Madison and Southwestern 
Wisconsin Appropriated Fund Federal 
Wage System Wage Areas, 31785 

Redefinition of Northeastern Arizona and 

Southern Colorado Appropriated Fund 
Federal Wage System Wage Areas, 43803 
Santa Clara, CA, Tulsa County, OK, and 
Angelina County, TX, 640 
Shreveport, LA, Texarkana, TX, etc.; 
Appropriated Fund Federal Wage System 
Wage Areas, 639 
Suitability, 69601 
PROPOSED RULES 
Collection by Offset From Indebted Government 
Employees, 24406 
Evacuation Pay and the Separate Maintenance 
Allowance at Johnston Island, 45205 
Excepted Service, Career and Career-Conditional 
Employment and Pathways Programs, 47495 
Federal Wage System Wage Areas: 
Austin and Waco, TX; Appropriated Fund, 
70365 
Noncompetitive Appointment of Certain Former 
Overseas Employees, 45204 
Noncompetitive Appointment of Certain Military 
Spouses, 13100 


Pay for Senior-Level and Scientific or Professional 


Positions, 80268 
Pay in Nonforeign Areas, 45710 
Pay Under General Schedule and Recruitment, 
Relocation, and Retention Incentives, 1096 
Personnel Management in Agencies, 47516 
Political Activity; Federal Employees Residing In 
Designated Localities, 52287 
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Presumption of Insurable Interest for Same-Sex 
Domestic Partners, 11684 
Prevailing Rate Systems: 
Northeastern Arizona and Colorado; 
Appropriated Fund Federal Wage System 
Wage Areas, 694 
Redefinition of Northern Mississippi and 
Memphis, TN Appropriated Fund Federal 
Wage System Wage Areas, 3188 
Qualification Requirements (General), 38326 
Retrospective Review under E.O. 3563, 31886 
Statutory Bar to Appointment of Persons Who 
Fail to Register under Selective Service Law, 
73521 
Use of Appropriated Funds for Child Care Costs 
for Lower Income Employees, 45208 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 835, 
10923, 12999, 22937, 25379, 39926, 52362, 
62096, 62097 
Alternative Annuity Election, 34108, 82001 
Application for Death Benefits Under the Civil 
Service Retirement System, et al., 82002 
Application for Deferred Retirement, 54811, 
76773 
Application for Senior Administrative Law 
Judge, etc., 50769 
Certificate of Medical Examination, 81999 
Claim for Unpaid Compensation of Deceased 
Civilian Employee, 54809, 76772 
Combined Federal Campaign, 6639 
Court Orders Affecting Retirement Benefits, 
12999, 31997 
Designation of Beneficiary (FERS), 32996, 
76773 
Disabled Dependent Questionnaire, 36582 
Establishment Information Form, et al., 82003 
Establishment Information Form, Wage Data 
Collection Form and Wage Data Collection 
Continuation Form, 50771 
Evidence to Prove Dependency of a Child, 
22938, 50771 
Federal Employees Health Benefits Open 
Season Express Interactive Voice Response 
System, 836 
Financial Resources Questionnaire and Notice 
of Amount Due Because of Annuity 
Overpayment, 50770 
Health Benefits Election Form, 32996, 36582 
Health Benefits Registration Form, 82002 
Information and Instructions on Your 
Reconsideration Rights, 25380 
Life Insurance Election, 36583 
Marital Status Certification Survey, 39927, 
82000 
Presidential Management Fellows Nomination 
Form, 21783, 44052 
Representative Payee Survey, 34108 
Representative Payee Survey, RI, 8-115, 15350 
Request for Change to Unreduced Annuity, 
32997, 82000 
Request for Information for Multi-State Plans, 
29804 
Request to Change Federal Employees Health 
Benefits Enrollment for Spouse Equity, 
etc., 53156 
USAJOBS, 36581, 44051 
USAJOBS; Withdrawal, 44965 
Verification of Full-Time School Attendance, 
29805, 54810 
Verification of Who is Getting Payments, 
44051, 81999 
Cancellation of Optional Form, 31998 
CFC-50 Commission; Establishment, 55424 
Civil Service Retirement System; Present Value 


Factors, 32241 
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Establishment of Hispanic Council on Federal 
Employment, 4742 
Excepted Service, 2929, 837, 13241, 21411, 
31644, 38709, 50772, 53157, 63677, 66764, 
76199, 78316 
Federal Employees’ Group Life Insurance 
Program: 
New Premiums, 70510 
Federal Employees Health Benefits Program: 
Medically Underserved Areas for 2012, 31998 
Federal Employees’ Retirement System; Normal 
Cost Percentages, 32242 
Federal Employees’ Retirement System; Present 
Value Factors, 32243 
Federal Long Term Care Insurance Program Open 
Season; Correction, 5222, 6162 
January 2011 Pay Schedules, 18262 
Meetings: 
CFC-50 Commission, 53159 
CFC-50 Commission; Establishment of 
Advisory Committee, 72452 
Federal Prevailing Rate Advisory Committee, 
75567 
Federal Prevailing Rate Advisory Committee; 
Cancellation, 12769, 70512 
Federal Salary Council, 59175 
Hispanic Council on Federal Employment, 
18263, 31645, 54811, 67233, 75567 
Hispanic Council on Federal Employment; 
Cancellation, 35483 
National Council on Federal Labor-Management 
Relations, 615, 80412 
Privacy Act; Systems of Records, 32997, 35050, 
70512 
Revision of Standard Form, 2, 29805 
Revision of Standard Form 1152, Unpaid 
Compensation of Deceased Civilian 
Employee, 65545 
Revision of Standard Forms 39 and 39-A, 44965 
Senior Executive Service Performance Review 
Board Members, 69770 
Service Contract Inventory, 31998 


Pipeline and Hazardous Materials 
Safety Administration 


RULES 
Anticipated Delay in Administrative Appeal 
Decisions, 37661 
Commercial Motor Vehicle Drivers: 
Restricting the Use of Cellular Phones, 75470 
Fireworks Approvals Policy; Clarification, 38053 
Hazardous Materials, 56304 
Cargo Tank Special Permits; Incorporation, 
5483 

Enhanced Enforcement Authority Procedures, 
11570 

Harmonization with United Nations 
Recommendations, etc., for the Safe 
Transport of Dangerous Goods by Air, 
3308 

Hazardous Substances and Reportable Quantities 
List; Revision, 37283 

Limiting Use of Electronics Devices by 
Highway, 10771 

Miscellaneous Amendments, etc., 81396 

Requirements for Storage of Explosives During 
Transportation, 32867 

Transport of Dangerous Goods, etc., 82163 

Hazardous Materials; Miscellaneous Amendments, 
43510 
Hazardous Materials Transportation: 
Special Permits Procedures; Response to 
Appeals; Corrections, 44496 

Special Permits Procedures; Revisions, 454 

Pipeline Safety: 


Applying Safety Regulations to All Rural 
Onshore Hazardous Liquid Low-Stress 
Lines, 25576 

Control Room Management/Human Factors, 
35130 
Enforcement Proceedings Involving an Informal 
Hearing, 40820 
Mechanical Fitting Failure Reporting 
Requirements, 5494 
National Pipeline Mapping System Data 
Submissions and Dates for Gas 
Transmission, etc., 28326 
Specifications for Packagings; CFR Correction, 
30551 


PROPOSED RULES 
Hazardous Materials: 
ASME Code Section XII and the National 
Board Inspection Code; Adoption, 11191 
Cargo Tank Motor Vehicle Loading and 
Unloading Operations, 13313, 27300 
External Product Piping on Cargo Tanks 
Transporting Flammable Liquids; Safety 
Requirements, 14643 
Incorporating Rail Special Permits into 
Hazardous Materials Regulations, 51324 
Restricting Use of Cellular Phones by Drivers 
of Commercial Motor Vehicles in Intrastate 
Commerce, 23923 
Safety Requirements for External Product 
Piping on Cargo Tanks Transporting 
Flammable Liquids, 4847 
Hazardous Materials Regulations: 
International Atomic Energy Agency 
Regulations; Compatibility, 50332 
Highway-Rail Grade Crossing, Safe Clearance, 
5126, 17615 
Miscellaneous Changes to Pipeline Safety 
Regulations, 73570 
Pipeline Safety: 
Expanding Use of Excess Flow Valves in Gas 
Distribution Systems, 72666 
Gas Transmission Pipelines, 53086 
Safety of Gas Transmission Pipelines, 70953 
Safety of On-Shore Hazardous Liquid Pipelines, 
303 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 6516, 
8401, 17748, 33808, 45904, 56872, 65778, 
70217, 73775, 81013 
Pipeline Safety; Public Awareness Program, 
50539 
Qualitative Feedback on Agency Service 
Delivery, 81014 
Applications for Modification of Special Permits, 
15046, 58560, 65779 
Applications for Modifications of Special Permits, 
2950, 10088, 29028, 37403, 45332, 52053, 
77588 
Applications for Special Permits, 2951, 868, 
15046, 29028, 37887, 45333, 52054, 58082, 
77589 
Clarification on Division 1.1 Fireworks Approvals 
Policy, 59769 
Classification of Polyurethane Foam and Certain 
Finished Products Containing Polyurethane 
Foam as Hazardous Materials, 19182 
Delays in Processing of Special Permit 
Applications, 63346, 69324 
Delays in Processing of Special Permits 
Applications, 56493, 77309 
Determinations: 
New Jersey Regulations on Transportation of 
Regulated Medical Waste, 70220 
Emergency Responder Forums: 


FEDERAL REGISTER INDEX, January--December 2011 


Pipeline Safety, 68828 
Hazardous Materials: 
Emergency Restriction/Prohibition Order, 75950 
List of Applications for Modifications of Speciai 
Permits, 70811, 70812 
Meetings: 

Implementation of Distribution Integrity 
Management Programs; Public Webinar, 
81015 

International Standards on the Transport of 
Dangerous Goods, 25774, 68829 

Managing Challenges With Pipeline Seam 
Welds and Improving Pipeline Risk 
Assessments and Recordkeeping, 30241 

Pipeline Safety; Webinars on Implementation of 
Distribution Integrity Management 
Programs, 22944 

Technical Pipeline Safety Standards and 
Technical Hazardous Liquid Pipeline 
Safety Standards Committees, 43743 

Technical Pipeline Safety Standards and the 
Technical Hazardous Liquid Pipeline 
Safety Standards Committees, 11312 

Technical Pipeline Safety Standards Committee 
and Technical Hazardous Liquid Pipeline 
Safety Standards Committee, 29333 

Petitions for Approval: 

Det Norske Veritas (USA), Inc., Process Hazard 
Analysis Software Tool - Unified 
Dispersion Mode, 42163 

Pipeline Safety: 

Dangers of Abnormal Snow and Ice Build-Up 
on Gas Distribution Systems, 7238 

GexCon US, Inc. Petition for Approval of 
Flame Acceleration Simulator; Issuance of 
Draft Decision, 54533 

Potential for Damage to Pipeline Facilities 
Caused by Passage of Hurricanes, 44985, 
54531 

Request for Special Permit, 11853, 54532 

Pipeline Safety; Request for Special Permit, 21423 

Pipeline Safety; Special Permit Requests, 26793 

Request for Approval of International Atomic 
Energy Agency Special Arrangement: 

Transport of Radioactively Contaminated Steam 
Generators via the Great Lakes, 17751 

Safety Advisories: 

Unauthorized Marking of Compressed Gas 

Cylinders, 33023, 55736, 71124 
Safety Notice: 
Transportation of DOT Special Permit Packages 
in Commerce, 53999 
Special Permit Applications, 66777, 73011 
Special Permit Applications; Processing Delays, 
10940, 
Applications for Modifications of Special Permits, 
22446 
Applications for Special Permits, 22447 
Special Permits Applications; Delays, 22448 


Postal Regulatory Commission 

RULES 

Performance Measurement, 70653 

Product List Update, 22618 

Product List Updates, 648 

PROPOSED RULES 

Administrative Practice and Procedure, Postal 
Service, 51311 

Appeals of Post Office Closings, 54179 

Periodic Reporting, 296, 297, 8325, 20906, 28696, 
30893, 52915, 71498, 80312 

Post Office Closings; Appeals, 59085 

Special Postal Services; Performance 
Measurement, 55619 

NOTICES 

Change in Postal Prices, 13242, 29013 


Postal 


Changes in Contractual Priority Mail Prices, 381, 
9382 

Classification Changes for Competitive Mail 
Services, 21413 

Competitive Product Postal Price Changes, 77271 

Complaints about Postal Services, 52718 

Discover Financial Services Negotiated Service 
Agreement, 4393 

International Mail Contract, 72452 

International Mail Contracts, 76201 

International Mail Price Change for Inbound Air 
Parcel Post, 77856 

Mail Classification Change for Priority Mail Flat 
Mail, 16460 

Mail Classification Changes, 47614 

Mail Classification Schedule Changes, 46856 

Market Test of Gift Cards, 3180 

Market Test of Marketing Mail Made Easy, 3679 

Market Tests: 

First-Class Tracer, 71610 

Meetings; Sunshine Act, 4395, 4742, 11297, 
17461, 25380, 25381, 30211, 37161, 38222, 
38710, 54811, 59450, 69297, 72727, 72728, 
80984, 82323 

Nationwide Change in Postal Delivery Service 
Standards, 77483 

New Postal Product, 55, 80985 

New Postal Product and New Price Category, 
12141 

New Postal Product and Rate Adjustment, 53982 

New Postal Products, 191, 192, 193, 194, 394, 
395, 592, 593, 1199, 1200, 4138, 10410, 
11532, 11823, 36583, 53981, 53982, 53983, 
54510, 66766, 67496, 80412 

New Regional Ground Service for Parcels, 11297 

Parcel Select Price and Classification Changes, 
16460 

Postal Rate Changes, 47615 

Postal Service Initiative on Retail Postal 
Locations; Correction, 47275, 49511 

Postal Service Market Test, 22739, 25381 

Postal Service Price Adjustments, 4395, 67500 

Postal Service Rate Adjustment, 7883, 22157 

Postal Service Rate Adjustments, 53160 

Post Office Closing, 56, 11298, 20052, 53984, 
53986, 55138, 57083, 57085, 57086, 78953, 
78954 

Post Office Closings, 4727, 11824, 17717, 19149, 
28103, 28104, 30407, 31645, 39141, 44053, 
44054, 44383, 44384, 44385, 45301, 45624, 
45625, 45882, 46331, 46332, 46333, 46334, 
46857, 47614, 48922, 51066, 51067, 51435, 
51436, 52024, 52720, 53159, 54264, 54265, 
54266, 54511, 55425, 55426, 55951, 56822, 
57767, 57768, 58057, 58058, 58312, 58544, 
58545, 58546, 58847, 59451, 59452, 59453, 
59749, 60559, 60945, 61403, 61758, 61759, 
61760, 62096, 62460, 62461, 62462, 62463, 
62464, 62465, 62466, 62468, 63331, 63332, 
63678, 64127, 64978, 64979, 65545, 66336, 
66337, 66339, 67000, 67498, 67766, 67767, 
67768, 67770, 67771, 67772, 67773, 67774, 
68231, 68232, 68234, 68235, 68514, 68516, 
68793, 68795, 69297, 69770, 69771, 69773, 
70173, 70174, 70175, 71083, 71084, 71085, 
72453, 72454, 72456, 72457, 72458, 72727, 
72985, 73742, 73743, 73744, 73745, 75568, 
75569, 75916, 75917, 75918, 76202, 76443, 
76444, 76445, 76446, 76447, 76448, 76448, 
76449, 76450, 76451, 76452, 76774, 77025, 
77026, 77028, 77273, 78318, 78319, 78320, 
78702, 80413, 80414, 80416, 80986, 81548, 
81549, 82003 

Post Office Closings; Appeals, 30405 

Product List Transfer, 30211 

Rate Adjustment Remand, 42140 


Postal 


Review of Nonpostal Services, 78955 
Standard Mail Market Tests, 74078 


Postal Service 


RULES 

Adult Signature Services, 30542 

Authority To Manufacture and Distribute Postage 
Evidencing Systems, 77149 

Combined Mailings of Standard Mail and 
Periodicals Flats, 10757, 16534, 37655 

Domestic Mailing Services; Standards, 79072 

Domestic Mail Manual, 48722 

Domestic Shipping Services Pricing and Mailing 
Standards Changes, 77133 

Domestic Shipping Services Product Launch of 
Parcel Select Regional Ground, 14284 

Express Mail Domestic Postage Refund Policy and 
Waiver of Signature, 75461 

First-Class Package Service, 51257 

Folded Self-Mailers and Unenveloped Mailpieces, 
74704 

Forwarding and Return Service for Parcel Select 
Mailpieces, 17784 

Group E Post Office Box Service, 41411 

Intelligent Mail Package Barcode (IMpb) 
Implementation for Commercial Parcels, 
59504 

International Mail: 

Mailing Services Price Change, 7114 
New Prices and Fee Changes; Mailing Services, 
76619 

International Mail Manual: 
Incorporation by Reference, 50414 
International Product and Price Changes, 75786 
Market Dominant Negotiated Service Agreement 
for First-Class Mail and Standard Mail, 17787 

Mobile Barcode Promotion, 34871 

National Environmental Policy Act Procedures, 
53057 

New Customs Declarations Label Requirements, 
231 

New Mailing Standards for Domestic Mailing 
Services, 4820 

Organization and Administration; Establishment, 
Classification, and Discontinuance, 66184 

Outbound International Mailings of Lithium 
Batteries; Withdrawal, 53056, 55799 

Post Office Administration: 

Establishment, Classification, and 
Discontinuance; Correction, 41413, 43898 

Post Office Box Fee Groups for Merged 
Locations, 54931 

Procedures To Adjudicate Claims for Personal 
Injury or Property Damage Arising Out of 
the Operation of the U.S. Postal Service, 
52580 

Rules of Practice before Postal Service Board of 
Contract Appeals, 37660 

Rules of Practice in Proceedings Relative to False 
Representation and Lottery Orders, 36320 

Rules of Practice in Proceedings Relative to Mail 
Disputes, 15218 

Service Standards for Market-Dominant Special 
Services Products, 61052 

Shortpaid and Unpaid Information-Based Indicia 
(IBI) Postage and Shortpaid Express Mail 
Postage, 39299 

PROPOSED RULES 

Authority to Manufacture and Distribute Postage 
Evidencing Systems, 74753 

Changes to Move Update Standards, 45482 

Combined Mailings of Standard Mail and 
Periodicals Flats, 16588 

Express Mail Domestic Postage Refund Policy and 

Waiver of Signature, 62000 
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False Representation and Lottery Orders, 13937 

First-Class Mail, Periodicals, and Standard Mail; 
Service Standards; Revisions, 58433 

Folded Self-Mailers and Unenveloped Mailpieces, 
50438 

Intelligent Mail Package Barcode Implementation 
for Commercial Parcels, 23749 

International Mail: 

Product Rate and Fee Changes, 65639 

Mail Postage: 

Shortpaid, Shortpaid Express, and Unpaid 
Information-Based Indicia Postage; 
Revision, 702 

Market-Dominant Mail Products; Service 
Standards, 77942 

Move Update Standards; Changes, 40844 

New Origin Entry Separation and Containerization 
Standards, 13704 

New Standards for Domestic Mailing Services, 
65640 

Post Office Box Fee Groups for Merged 
Locations, 40849 

Post Office Organization and Administration: 

Establishment, Classification, and 
Discontinuance, 17794 


NOTICES 
Change in Rates and Classes of General 
Applicability for Competitive Products, 75662 
Environmental Assessments; Availability, etc.: 
Proposed Network Optimization, Nationwide, 
61120 
International Product Change - Global Expedited 
Package Services - Non-Published Rates, 
80987 
International Product Change - International 
Business Reply Service Contract, 10628 
International Product Changes: 
Global Expedited Package Services; Non- 
Published Rates, 2930 
Global Plus 1B and 2B Negotiated Service 
Agreements, 2930 
Market Test of Experimental Product: 
Marketing Mail Made Easy, 3679 
Market Test of Experimental Products: 
Gift Cards, 2930 
Market Tests of Experimental Products: 
First-Class Tracer, 71087 
Meetings; Sunshine Act, 594, 6163, 13438, 24541, 
38222, 43737, 53702, 59175, 61406, 67774, 
71611, 74078, 80417 
Board of Governors, 33375 
Privacy Act; Systems of Records, 35483, 35491, 
61761, 65756 
Product Change - Priority Mail Negotiated Service 
Agreement, 80987 
Product Changes: 
Express Mail Negotiated Service Agreement, 
396 
Parcel Select Negotiated Service Agreement, 
2930 
Priority Mail Negotiated Service Agreement, 
396, 2931 
Priority Mail—Non-Published Rates, 396 
Transfer of Commercial First-Class Mail Parcels 
to Competitive Product List, 13000 
Transfer of Post Office Box Service in Selected 
Locations to the Competitive Product List, 
29282 


Presidential Documents 


PROCLAMATIONS 

Fort Monroe National Monument; Establishment 
(Proc. 8750), 68625 

General Pulaski Memorial Day (Proc. 8736), 
63999 


Immigration: 

Immigrants and nonimmigrants who participate 
in serious human rights and humanitarian 
law violations and other abuses; suspension 
of entry, 49275 

Special Observances: 

150th Anniversary of the Unification of Italy 
(Proc. 8637), 15209 

26th Amendment; 40th Anniversary (Proc. 
8691), 40215 

50th Anniversary of the Freedom Rides (Proc. 
8668), 26925 

50th Anniversary of the United States Agency 
for International Development (Proc. 8759), 
72821 

African-American Music Appreciation Month 
(Proc. 8684), 32851 

American Education Week (Proc. 8753), 71447 

American Heart Month (Proc. 8625), 6305 

American Red Cross Month (Proc. 8628), 11925 

America Recycles Day (Proc. 8754), 71863 

Anniversary of the Americans With Disabilities 
Act (Proc. 8694), 45163 

Armed Forces Day (Proc. 8681), 30497 

Asian American and Pacific Islander Heritage 
Month (Proc. 8659), 25515 

Bill of Rights Day (Proc. 8766), 77365 

Blind Americans Equality Day (Proc. 8739), 
65099 

Captive Nations Week (Proc. 8692), 43109 

Cesar Chavez Day (Proc. 8641), 18629 

Child Health Day (Proc. 8729), 62295 

Civil War Sesquicentennial (Proc. 8654), 21223 

Columbus Day (Proc. 8735), 63809 

Constitution Day and Citizenship Day, 
Constitution Week (Proc. 8714), 58707 

Critical Infrastructure Protection Month (Proc. 
8760), 76021 

Death of Army Corporal Frank W. Buckles, 
the Last Surviving American Veteran of 
World War I (Proc. 8632), 11935 

Earth Day (Proc. 8657), 23685 

Education and Sharing Day, U.S.A. (Proc. 
8655), 21999 

Emergency Medical Services Week (Proc. 
8674), 29133 

Father’s Day (Proc. 8690), 368535 

Fire Prevention Week (Proc. 8732), 63803 

Flag Day and National Flag Week (Proc. 8689), 
35089 

German-American Day (Proc. 8731), 63531 

Great Outdoors Mcath (Proc. 8687), 32857 

Honoring the Victims of the Tragedy in Tucson, 
AZ (Proc. 8622), 2241 

Human Rights Day and Human Rights Week 
(Proc. 8765), 77363 

International Day of Persons With Disabilities 
(Proc. 8763), 76601 

Irish-American Heritage Month (Proc. 8629), 
11929 

Jewish American Heritage Month (Proc. 8660), 
25517 

Labor Day (Proc. 8707), 55779 

Law Day, U.S.A. (Proc. 8665), 25527 

Leif Erikson Day (Proc. 8734), 63807 

Lesbian, Gay, Bisexual, and Transgender Pride 
Month (Proc. 8685), 32853 

Loyalty Day (Proc. 8666), 25529 

Martin Luther King, Jr., Federal Holiday (Proc. 
8624), 3819 

Military Family Month (Proc. 8743), 68611 

Military Spouse Appreciation Day (Proc. 8669), 
27217 

Mother’s Day (Proc. 8671), 27601 

National Adoption Month (Proc. 8744), 68613 

National African American History Month 


(Proc. 8627), 6521 
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National Alcohol and Drug Addiction Recovery 
Month (Proc. 8701), 54921 

National Alzheimer’s Disease Awareness Month 
(Proc. 8745), 68615 

National Arts and Humanities Month (Proc. 
8723), 62283 

National Breast Cancer Awareness Month (Proc. 
8724), 62285 

National Building Safety Month (Proc. 8672), 
27843 

National Cancer Control Month (Proc. 8644), 
19259 

National Caribbean-American Heritage Month 
(Proc. 8686), 32855 

National Character Counts Week (Proc. 8737), 
65095 

National Charter Schools Week (Proc. 8664), 
25525 

National Child Abuse Prevention Month (Proc. 
8645), 19261 

National Childhood Cancer Awareness Month 
(Proc. 8705), 55549 

National Childhood Obesity Awareness Month 
(Proc. 8702), 55207 

National Child’s Day (Proc. 8758), 72607 

National Crime Victims’ Rights Week (Proc. 
8650), 20829 

National Cybersecurity Awareness Month (Proc. 
8725), 62287 

National D.A.R.E. Day (Proc. 8648), 19899 

National Day of Prayer (Proc. 8667), 25531 

National Days of Prayer and Remembrance 
(Proc. 8708), 56939 

National Defense Transportation Day and 
National Transportation Week (Proc. 8675), 
29135 

National Diabetes Month (Proc. 8746), 68617 

National Disability Employment Awareness 
Month (Proc. 8726), 62289 

National Domestic Violence Awareness Month 
(Proc. 8727), 62291 

National Employer Support of the Guard and 
Reserve Week (Proc. 8715), 58709 

National Energy Action Month (Proc. 8730), 
63527 

National Entrepreneurship Month (Proc. 8747), 
68619 

National Equal Pay Day (Proc. 8653), 21221 

National Family Caregivers Month (Proc. 8748), 
68621 

National Family Week (Proc. 8756), 72603 

National Farm-City Week (Proc. 8757), 72605 

National Farm Safety and Health Week (Proc. 
8716), 58711 

National Financial Literacy Month, 19263 

National Forest Products Week (Proc. 8738), 
65097 

National Former Prisoner of War Recognition 
Day (Proc. 8652), 20833 

National Foster Care Month (Proc. 8661), 25519 

National Grandparents Day (Proc. 8709), 56941 

National Health Center Week (Proc. 8698), 
49647 

National Health Information Technology Week 
(Proc. 8711), 57617 

National Hispanic Heritage Month (Proc. 8712), 
58375 

National Hispanic-Serving Institution Week 
(Proc. 8718), 59499 

National Historically Black Colleges and 
Universities Week (Proc. 8717), 58713 

National Hurricane Preparedness Week (Proc. 
8679), 30491 

National Impaired Driving Prevention Month 
(Proc. 8761), 76023 

National Korean War Veterans Armistice Day 
(Proc. 8695), 45395 


National Maritime Day (Proc. 8678), 29989 

National Native American Heritage Month 
(Proc. 8749), 68623 

National Oceans Month (Proc. 8688), 33119 

National Ovarian Cancer Awareness Month 
(Proc. 8703), 55209 

National Park Week (Proc. 8656), 22001 


National Pearl Harbor Remembrance Day (Proc. 


8764), 76871 

National Physical Fitness and Sports Month 
(Proc. 8662), 25521 

National Poison Prevention Week (Proc. 8638), 
16523 

National POW/MIA Recognition Day (Proc. 
8713), 58377 

National Preparedness Month (Proc. 8700), 
54919 

National Prostate Cancer Awareness Month 
(Proc. 8706), 55551 

National Public Lands Day (Proc. 8719), 59881 

National Safe Boating Week (Proc. 8680), 
30495 

National School Lunch Week (Proc. 8733), 
63805 

National Substance Abuse Prevention Month 
(Proc. 8728), 62293 

National Teen Dating Violence Awareness and 
Prevention Month (Proc. 8626), 6307 

National Volunteer Week (Proc. 8649), 20215 

National Wilderness Month (Proc. 8704), 55211 

National Women’s Health Week (Proc. 8670), 
27599 

Older Americans Month (Proc. 8663), 25523 

Pan American Day and Pan American Week 
(Proc. 8651), 20831 

Patriot Day and National Day of Service and 
Remembrance (Proc. 8710), 56943 

Peace Corps; 50th Anniversary (Proc. 8631), 
11933 

Peace Officers Memorial Day and Police Week 
(Proc. 8676), 29137 

Read Across America Day (Proc. 8633), 12265 

Religious Freedom Day (Proc. 8623), 3817 

Small Business Week (Proc. 8673), 28623 

Thanksgiving Day (Proc. 8755), 72079 

United Nations Day (Proc. 8740), 66847 

Veterans Day (Proc. 8751), 69081 

Women’s Equality Day (Proc. 8699), 53809 

Women’s History Month (Proc. 8630), 11931 

Workers Memorial Day (Proc. 8658), 24785 

World AIDS Day (Proc. 8762), 76025 

World Autism Awareness Day (Proc. 8647), 
19265 

World Freedom Day (Proc. 8752), 70633 

World Hepatitis Day (Proc. 8696), 46183 

World Trade Week (Proc. 8677), 29139 

Wright Brothers Day (Proc. 8767), 79021 

Gold Star Mother’s and Family’s Day (Proc. 
8722), 60355 

Minority Enterprise Development Week (Proc. 
8721), 60353 


National Hunting and Fishing Day (Proc. 8720), 


59883 
Special Observances: 100th Anniversary of the 


Triangle Shirtwaist Factory Fire (Proc. 8639), 


17327 
Greek Independence Day: A National Day of 
Celebration of Greek and American 
Democracy (Proc. 8640), 17329 
Special Observances: 150th Anniversary of the 
Inauguration of Abraham Lincoln (Proc. 
8636), 12821 
National Consumer Protection Week (Proc. 
8634), 12817 
Save Your Vision Week (Proc. 8635), 12819 
Trade: 
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Presidential 


African Growth and Opportunity Act; 
Beneficiary Country Designation (Proc. 
8741), 67033 
Harmonized Tariff Schedule; Modifications 
(Proc. 8742), 68271 
Singapore-U.S. Free Trade Agreement; 
Modification of Rules of Origin (Proc. 
8682), 30499 
United Nations Security Council Travel Bans and 
International Economic Powers Act 
Sanctions; Suspension of Entry of Aliens 
(Proc. 8693), 44751 
Special observances: 
Prayer for Peace, Memorial Day (Proc 8683), 
32065 


EXECUTIVE ORDERS 

Amending Executive Orders 12824, 12835, 12859, 
and 13532; President’s Advisory Council on 
Faith-Based and Neighborhood Partnerships, 
Reestablishment Pursuant to Executive Order 
13498; and Revoking Executive Order 

American Indians and Alaska Natives; Improving 
Educational Opportunities (EO 13592), 76603 

Committees; Establishment, Renewal, Termination, 
etc.: 

Automotive Communities and Workers, White 
House Council on; Policy coordination, 
40591 

Federal Advisory Committees; Continuance (EO 
13591), 74623 

Federal Advisory Committees, Continuation 
(EO 13585), 62281 

Intellectual Property Enforcement Advisory 
Committees; Establishment (EO 13565), 
7681 

Jobs and Competitiveness, President’s Council 
on; Establishment (EO 13564), 6309 

National Railway Labor Conference and Certain 
Labor Organizations; Establishment of 
Emergency Board (EO 13586), 63533 

White House Rural Council; Establishment (EO 
13575), 34841 

Committees: Establishment, Renewal, Termination, 
ete.: 

Interagency Working Group on Coordination of 
Domestic Energy Development and 
Permitting in Alaska (EO 13580), 41989 

Courts-Martial Manual, United States; 
Amendments (EO 13593), 78451 
Defense and National Security: 

Classified Networks and Information Sharing; 
Structural Reforms (EO 13587), 63811 

Guantanamo Bay Naval Station; Periodic 
Review of Individuals Detained (EO 
13567), 13277 

Executive Orders 12131 and 13539 (EO 13596); 
Amendments, 80725 
Government Agencies and Employees: 

Counterterrorism Communications Support 
Office; Temporary Establishment (EO 
13584), 56945 

Diversity and Inclusion in the Federal 
Workforce Initiative; Establishment (EO 
13583), 52847 

Efficient, effective, and accountable government 
(EO13576), 35297 

Efficient Spending; Promotion Efforts (EO 
13589), 70861 

Rates of Pay; Adjustment (EO 13594), 80191 

Regulation and Independent Regulatory 
Agencies (EO 13579), 41587 

Regulation and Regulatory Review; 
Improvement (EO 13563), 3821 

Service Delivery and Customer Service; 
Streamlining and Improving (EO 13571), 
24339 


173 


Presidential 


International Organizations Immunities Act; 
Extension of Provisions (EO 13568), 13497 
Iran; Energy and Petrochemical Sectors, 
Imposition of Certain Sanctions on 
Provisions, 72609 
Iran; Iran Sanctions Act of 1996, Authorizing 
Implementation of Certain Sanctions (EO 
13574), 30505 
Libya; Blocking Property and Prohibiting Certain 
Transactions Related to (EO 13566), 11315 
North Korea; Prohibiting Certain Transactions (EO 
13570), 22289 
Prescription Drug Shortages; Reduction Efforts 
(EO 13588), 68295 
SelectUSA Initiative; Establishment (EO 13577), 
35715 
Syria; Blocking Government Property and 
Prohibiting Certain Transactions Related to 
EO, 3582, 52209 
Syria; Blocking Property of Certain Persons with 
Respect to Human Rights Abuses (EO 
13572), 24787 
Syria; Blocking Property of Senior Government 
Officials (EO 13573), 29143 
Transnational Criminal Organizations; Blocking 
Property (EO 13581), 44757 
Women, Peace, and Security, National Action Plan 
on; Institution (EO 13595), 80205 
ADMINISTRATIVE ORDERS 
Aviation Insurance Coverage for Commercial Air 
Carrier Service in Domestic and International 
Operations (Memorandum of September 28, 
2011), 61247 
Belarus; Continuation of National Emergency 
(Notice of June 14, 2011), 35093 
Brazil; Drug Interdiction Assistance (Presidential 
Determination) 
No. 2012-02 of October, 4, 2011, 70635 
Burma; Continuation of National Emergency 
(Notice of May 16, 2011), 28883 
Child Soldiers Prevention Act of 2008; 
Certification and Determination (Presidential 
Determination) 
No. 2012-01 of October, 2011, 65927 
Colombia; Continuation of National Emergency 
With Respect to Narcotics Traffickers (Notice 
of October 19, 2011), 65355 
Colombia; Continuation of U.S. Drug Interdiction 
Assistance (Presidential Determination) 
No. 2011-13 of August 10, 2011, 53299 
Congo, Democratic Republic of the; Continuation 
of National Emergency (Notice of October 
25, 2011), 66599 
Continuation of the National Emergency With 
Respect to the Stabilization of Iraq (Notice 
of May 17, 2011), 29141 
Cote d’Ivoire; Continuation of National 
Emergency (Notice of January 26, 2011), 
5053 
Coie d'Ivoire; Unexpected Urgent Refugee and 
Migration Needs (Presidential Determination) 
No. 2011-7 of March 7, 2011, 14269 
Cuba; Continuation of National Emergency 
Relating to the Anchorage and Movement of 
Vessels (Notice of February), 11071, 11073 
Defense and National Security: 

Ike Skelton National Defense Authorization Act 
for Fiscal Year 2011; Delegation of 
Function and Authority (Memorandum of 
July 19, 2011), 76869 

U.S. Joint Forces Command; Disestablishment 
(Memorandum of January 6, 2011), 1977 

Unified Command Plan 2011 (Memorandum of 
April 6, 2011), 19893 

Export Control Regulations; Emergency 
Continuation (Notice of August 12, 2011), 
50661 
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Government Agencies and Employees: 
Defense, Department of; Delegation of 
Functions and Authority (Memorandum of 
April 14, 2011), 22003 
Government Records Management 
(Memorandum of November 28, 2011), 
75423 
Government Reform; Competitiveness and 
Innovation (Memorandum of March 11, 
2011), 14273 
Health and Human Services, Department of; 
Public Health Services, Ready Reserve 
Corps, Appointment Authority 
(Memorandum of May 31, 2011), 33117 
National Defense Authorization Act, Fiscal Year 
2010; Delegation of Authorities to 
Secretaries of Defense and Energy 
(Memorandum of February 7, 2011), 7477 
National Intelligence, Office of the Director of; 
Designation of Officers (Memorandum of 
March 8, 2011), 13499 
Overseas Private Investment Corporation; 
Designation of Officers To Act as 
President (Memorandum of June 6, 2011), 
33613 
Regulatory Compliance (Memo of January 18, 
2011), 3825 
Regulatory Flexibility; Small Business and Job 
Creation (Memorandum of January 18, 
2011), 3827 
Women, Collection of Data and Statistics 
Relating to (Memorandum of March 4, 
2011), 12823 
Horn of Africa; Unexpected Urgent Refugee and 
Migration Needs (Presidential Determination) 
No. 2011-12 of August, 2011, 53297 
No. 2011-12 of August 25, 2011, 53297 
Immigration; Refugee Admissions Numbers and 
Authorizations (Presidential Determination) 
No. 2011-17 of September 30, 2011, 62597 
Iran; Continuation of National Emergency (Notice 
of November 7, 2011), 13283, 70035 
Jerusalem Embassy Act; Suspension of Limitations 
(Presidential Determination) 
No. 2011-10 of June, 2011, 35713 
No. 2011-10 of June 3, 2011, 35713 
No. 2012-03 of December, 2011, 82071, 82073 
Lebanon; Continuation of National Emergency 
with Respect to Actions to Undermine its 
Sovereignty or Democratic Processes and 
Institutions, 45653 
Liberia, Former Regime of Charles Taylor; 
Continuation of National Emergency (Notice 
of July 20, 2011), 43801 
Libya; Drawdown of Commodities and Services 
To Support Libyan Groups (Presidential 
Determination) 
No. 2011-9 of April, 6, 2011, 27845 
Libya; Unexpected Urgent Refugee and Migration 
Needs (Presidential Determination) 
No. 2011-8 of March, 2011, 14271 
No. 2011-8 of March 7, 2011, 14271 
Libya and Cote d’Ivoire; Unexpected Urgent 
Refugee and Migration Needs (Presidential 
Determination) 
No. 2011-11 of June, 2011, 35719 
Mercury and Air Toxic Standards Rule; Flexible 
Implementation (Memorandum of December 
21, 2011), 80727 
Middle East Peace Process; Continuation of 
National Emergency With Respect to 
Terrorists Who Threaten To Disrupt (Notice 
of January 13, 2011), 3009 
Narcotics and Drugs; Major Illicit Transit or 
Producing Countries (Presidential 
Determination) 


No. 2011-16 of September, 5, 2011, 59495 
North Korea; Continuation of National Emergency 
(Notice of June 23, 2011), 37235 
Palestinian Authority; Waiver of Restriction on 
Providing Funds (Presidential Determination) 
No. 2011-14 of August 30, 2011, 59493 
Russia; Omnibus Trade and Competitiveness Act 
of 1988 Determinations (Memorandum of 
December 15, 2011), 79023 
Russian Federation; Continuation of National 
Emergency (Notice of June 17, 2011), 35953 
Small Businesses and Exporters; Access to 
Government Services to Help Grow and Hire 
(Memorandum of October 28, 2011), 68049 
Soil and Water Resources Conservation Act of 
1977; Delegation of Reporting Functions 
(Memorandum of February 14, 2011), 493 
Somalia; Continuation of National Emergency 
(Notice of April 7, 2011), 19897 
Special Agent Samuel Hicks Families of Fallen 
Heroes Act; Delegation of Authority 
(Memorandum of September 12, 2011), 
57621 
Sudan; Continuation of National Emergency 
(Notice of November 1, 2011), 68055 
Syria; Continuation of National Emergency 
(Notice of April 29, 2011), 24791 
Terrorism; Continuation of the National 
Emergency with Respect to Persons Who 
Commit, Threaten to Commit, or Support 
(Notice of September 21, 2011), 59001 
Terrorist Attacks; Continuation of National 
Emergency (Notice of September 9, 2011), 
56633 
Trading With the Enemy Act; Continuation of 
Certain Authorities (Presidential 
Determination) 
No. 2011-15 of September 3, 2011, 57623 
Trafficking in Persons; Foreign Governments’ 
Efforts Regarding (Presidential 
Determination) 
No. 2011-18 of September 30, 2011, 62599 
Weapons of Mass Destruction; Continuation of 
National Emergency (Notice of November 9, 
2011), 70317 
Western Balkans; Continuation of National 
Emergency (Notice of June 23, 2011), 37239 
Zimbabwe; Continuation of National Emergency 
(Notice of March 2, 2011), 12267 


Presidio Trust 


NOTICES 
Establishment of the Fort Winfield Scott Advisory 
Committee, 71611 
Meetings: 
Board of Directors, 61406 
Presidio Trust, 2428 


Prisons Bureau 


RULES 
Inmate Discipline Program: 

Special Housing Units, 11078 
Inmate Furloughs, 1516 
Literacy Program, 72623 
Psychiatric Evaluation and Treatment, 40229 
Use of Less-Than-Lethal Force, 6054 
PROPOSED RULES 
Classification and Program Review, 65428 
Pre-Release Community Confinement, 58197 
Progress Reports, 57012 
NOTICES 
Annual Determination of Average Cost of 

Incarceration, 6161, 57081 

Availability of Records of Decision: 
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Contract Award to House Federal, Low-Security 
Criminal Aliens within a Contractor-Owned 
and Operated Correctional Facility, 66754 
Environmental Assessment; Availability: 
New Low Security Beds, 5209 
Proposed Contract for New Low Security Beds 
to House 1, Federal Non-US Citizen, 
Criminal Aliens, 16838 
Environmental Assessments; Availability, etc.: 
Contract to House Federal, Low-security, 
Criminal Aliens in Contractor-owned/ 
Contractor-operated Correctional Facility, 
31639 
Short Term Sentences Acquisition, 5611 
Short Term Sentences Acquisition Procurement, 
24533 
Environmental Impact Statements; Availability, 
etc.: 
Inmate Housing at a Privately-Owned and 
Operated Institution, 3925 


Public Debt Bureau 


See Fiscal Service 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 6652, 
26801, 26802, 61479 

Privacy Act; Systems of Records, 51128 

Senior Executive Service; Combined Performance 
Review Board, 64428 

Senior Executive Service; Public Debt 
Performance Review Board, 64429 


Railroad Retirement Board 


RULES 


Application for Annuity or Lump Sum, 60372 
Garnishment of Accounts Containing Federal 


Benefit Payments, 39 


PROPOSED RULES 
Application for Annuity or Lump Sum, 31262 
NOTICES 
2012 Railroad Experience Rating Proclamations: 
Monthly Compensation Base and Other 
Determinations, 70515 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 4398, 
8384, 615, 15351, 21413, 24066, 29282, 
30408, 33002, 41313, 52025, 52026, 54812, 
55719, 58848, 62098, 63959, 65219, 66096, 
71087, 71389, 72010, 80988 
FY 2010 Service Contract Inventory; Availability, 
6163 
Meetings: 
Actuarial Advisory Committee, 67774 
Meetings; Sunshine Act, 2727, 21931, 40946, 
59454, 64135 
Meetings; Sunshine Act; Cancellation, 62099 


Reclamation Bureau 


NOTICES 
Adjustment of the Amount of an Administrative 
Costs Assessment, 74806 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
15997, 29786, 46322, 75560 
Buy American Exceptions under American 
Recovery and Reinvestment Act of 2009, 
54486, 54486 
Buy American Exception under the American 
Recovery and Reinvestment Act, 30966 
Caballo Dam, Rio Grande Projects, New Mexico: 
Intent to Accept Proposals, Select Lessee, and 
Contract for Hydroelectric Power 
Development, 58837 


Central Valley Project Improvement Act: 

Refuge Water Management Plans, 58840 
Central Valley Project Improvement Act, Standard 
Criteria for Agricultural and Urban Water 

Management Plans: 
Correction, 18581 
Central Valley Project Improvement Act, Water 
Management Plans; Availability, 54251 
Change in Discount Rate for Water Resources 
Planning, 73674 
Charter Renewals: 
Glen Canyon Dam Adaptive Management Work 
Group, 54487 
Contracts: 
Hydroelectric Power Development at the C- 
Drop, Klamath Project, Klamath Falls, OR, 
6820 
Environmental Impact Statements; Availability, 
etc.: 
Adoption of a Long-term Experimental and 
Management Plan for the Operation of 
Glen Canyon Dam, 82320 
Bunker Hill Groundwater Basin, Riverside- 
Corona Feeder Project, San Bernardino and 
Riverside Counties, CA, 3655 
Cle Elum Dam Fish Passage Facilities and Fish 
Reintroduction Project; Kittitas County, 
WA, 20707 
Glen Canyon Dam Long-Term Experimental 
and Management Plan, 39435 
Integrated Water Resource Management Plan, 
Yakima River Basin Water Enhancement 
Project, Benton, Kittitas, Klickitat, and 
Yakima Counties, WA, 71070 
Joint Operations Center Relocation Project, 
Sacramento County, CA, 3157, 55703 
Madera Irrigation District Water Supply 
Enhancement Project located in Madera 
County, CA, 33361 
Municipal and Industrial Water Shortage Policy, 
Central Valley Project, 12755 
San Joaquin River Exchange Contractors Water 
Authority’s 25-Year Water Transfer 
Program, California, 39436 
San Joaquin River Restoration Program, 
California, 22724 
Suisun Marsh Habitat Management, 
Preservation and Restoration Plan, CA, 
76180 
Upper Truckee River Restoration and Golf 
Course Reconfiguration Project, 62442 
Windy Gap Firming Project, Colorado, 74074 
Glen Canyon Dam: 
Long-term Experimental and Management Plan; 
Meetings, 64104 
Meetings: 
Colorado River Basin Salinity Control Advisory 
Council, 24515, 61382 
Glen Canyon Dam Adaptive Management 
Program Work Group, 584 
Glen Canyon Dam Adaptive Management Work 
Group, 24516, 47237 
Power Development at the Pueblo Dam River 
Outlet, Fryingpan-Arkansas Project, CO: 
Intent to Accept Proposals, Select One Lessee, 
and Contract, 22143 
Requests for Interests in Lease Arrangements on 
Federal Lands: 
San Luis Project, Los Banos, CA, 33362 
Standard Criteria for Ag and Urban Water 
Management Plans; Availability, 16818 
Status Report of Water Service, Repayment, and 
Other Water-Related Contract Actions, 44948, 
60527, 73674 
Time Extension to Accept Proposals, Select One 
Lessee, and Contract for Hydroelectric Power 
Development: 
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Rural 


Pueblo Dam River Outlet, Fryingpan-Arkansas 
Project (Fry-Ark Project), Colorado, 46840 
Water Management Plans; Availability, etc.: 
Central Valley Project Improvement Act, 12756 


Recovery Accountability and 
Transparency Board 
NOTICES 
Meetings: 
Recovery Independent Advisory Panel; 
Correction, 3679 
No FEAR Act, 14439 
Privacy Act; Systems of Records, 27103, 47277 


Refugee Resettlement Office 


NOTICES 
Award of Single-Source Grants: 

Florida Department of Children and Families, 
St. Petersburg, FL, Support Services for 
Haitian Medical Evacuees, 78015 

Award of Urgent Single-Source Grant to Heartland 
Alliance, Chicago, IL., 35000, 35002, 35004 
Award of Urgent Single-Source Grant to Survivors 
of Torture International in San Diego, CA, 
50744 
Correction, 53913 
Supplemental Awards to Seven U: 
Alien Shelter Care Providers, 51381 


Regulatory Information Service 
Center 


PROPOSED RULES 
Semiannual Regulatory Agenda, 39992 


Research and Innovative Technology 
Administration 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Report of Financial and Operating Statistics for 
Small Aircraft Operators, 4992, 39152, 
39155 
Report of Traffic and Capacity Statistics - The 
T-100 System, 39153 
Competition for University Transportation Centers 
Program Grants, 37191 
Meetings: 
Advisory Council on Transportation Statistics, 
2748, 50539 
Request for Information: 
Innovative Techniques for Delivering ITS 
Learning, 45334 
Wireless Innovation for Transportation, 27745 


Rural Business-Cooperative Service 


RULES 

Advanced Biofuel Payment Program, 7936 

Advanced Biofuel Payment Program; Correction, 
24343 

Biorefinery Assistance Guaranteed Loans, 8404 

Conditions of Guarantee, 42469 

Direct and Insured Loanmaking; CFR Correction, 
81789 

Intergovernmental Review, 80729 

Repowering Assistance Payments to Eligible 
Biorefineries, 7916 

Rural Business Investment Program; Amendment, 
80217 

Rural Energy for America Program, 21110 

Rural Energy for America Program; Webinars, 
22608 

Single Family Housing Guaranteed Loan Program, 
31217 
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Value-Added Producer Grant Program, 10090 


PROPOSED RULES 

Community Facility Loans, 22631 

Conditions of Guarantee, 42593 

Disaster Designation Process, 70368 

Single Family Housing Guaranteed Loan Program, 
66860 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
13976, 14899, 75868 
Applications for Available Funding: 
Rural Energy for America Program, 20943 
Contract Proposal for Payments to Eligible 
Advanced Biofuel Producers, 13345 
Funding Applications: 
Rural Economic Development Loan and Grant 
Program Fiscal Year 2011, 8334, 8334 
Funding Availabilities: 
Biorefinery Assistance Program, 13351 
Repowering Assistance Payments to Eligible 
Biorefineries, 13349 
Rural Business Opportunity Grants; Inviting 
Applications, 38604 
Small Socially-Disadvantaged Producer Grant 
Application Deadlines in Fiscal Year 2011, 
38110, 38110 
Funds Availabilities: 
Rural Business Enterprise Grant Program, 
41756 
Funds Availabilities; Fiscal Year 2011: 
Rural Microentrepreneur Assistance Program, 
59383 
Funds Availability: 
Biorefinery Assistance Program, 32355 
Guarantee Fee Rates for Guaranteed Loans for 
Fiscal Year 2011, etc., 39068 
Maximum Loan Amount Available for B and I 
Guaranteed Loans in Fiscal Year 2011, 
22078, 61341, 22078 
Rural Business Enterprise Grant Program 


Applications: 
Grants to Provide Technical Assistance for 
Rural Transportation Systems, 3605 
Rural Cooperative Development Grant Application 
Deadlines, 32943 


Guarantees (Section 538), 1 

Intergovernmental Review, 80729 

Rural Business Investment Program; Amendment, 
80217 

Single Family Housing Guaranteed Loan Program, 
31217 

PROPOSED RULES 

Community Facility Loans, 22631 

Disaster Designation Process, 70368 

Single Family Housing Guaranteed Loan Program, 
66860 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 1595, 
1596, 13976, 14899, 50716 
Availability of Funds: 
Farm Labor Housing Loans and Farm Labor 
Housing Grants for Off-Farm Housing for 
Fiscal Year 2011; Correction, 53880 
Fiscal Year 2011 Funding Availability: 
Section 514 Farm Labor Housing Loans and 
Section 516 Farm Labor Housing Grants 
for Off-Farm Housing, 51344 


Funding Availabilities: 

Fiscal Year 2011 Loan Guarantees under 
Section 538 Guaranteed Rural Rental 
Housing Program, 30641 

Section 515 Multi-Family Housing Preservation 
Revolving Loan Fund Demonstration 
Program for Fiscal Year 2011, 52305, 
52305 

Funding Availability: 

Farm Labor Housing Loans and Farm Labor 
Housing Grants for Off-Farm Housing for 
Fiscal Year 2011, 39813, 39813 

Multi-Family Housing Revitalization 
Demonstration Program for Fiscal Year 
2011, 39820, 39820 

Rural Development Voucher Program, 38352 

Rural Rental Housing Program for New 
Construction or Purchase, etc., 41196 

Funds Available for the Section 533 Housing 
Preservation Grants for Fiscal Year 2011, 
39836, 39836 

Meetings: 

Section 538 Guaranteed Rural Rental Housing 
Program 2011 Industry Forums, 8712 

Project Waiver of Buy American Requirements 
of the American Recovery and Reinvestment 
Act: 

Haywood County, NC, Social Services Adaptive 
Renovation Project, 34962 

Memorial Hospital Renovation and Expansion 
Project, Drew County, AR, 11193 


Rural Utilities Service 


RULES 

Advanced Biofuel Payment Program, 7936 

Advanced Biofuel Payment Program; Correction, 
24343 

Biorefinery Assistance Guaranteed Loans, 8404 

Conditions Of Guarantee, 42469 

Emergency Restoration Plan, 47055 

Intergovernmental Review, 80729 

Repowering Assistance Payments to Eligible 
Biorefineries, 7916 

Rural Broadband Access Loans and Loan 
Guarantees Program, 13770 

Rural Business Investment Program; Amendment, 
80217 

Rural Energy for America Program, 21110 

Single Family Housing Guaranteed Loan Program, 
31217 

Standards and Specifications for Timber Products 
Acceptable for Use by Electric and 
Telecommunications Borrowers, 36961 

Telecommunications Loan Program; 911 Access 
Expansion, 56091 

Value-Added Producer Grant Program, 10090 

PROPOSED RULES 

Community Facility Loans, 22631 

Conditions of Guarantee, 42593 

Disaster Designation Process, 70368 

Electric Engineering, Architectural Services, 
Design Policies and Construction Standards, 
28333 

Single Family Housing Guaranteed Loan Program, 
66860 


Substantially Underserved Trust Areas, 63846, 
76905 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 1597, 
13125, 13136, 13137, 13976, 17379, 50452, 
58463, 66270 

Announcement of Grant Application Deadlines 
and Funding Levels, 12017 

Application Deadlines and Funding: 


Household Water Well System Grant Program, 
40679 
Contract Proposal for Payments to Eligible 
Advanced Biofuel Producers, 13345 
Dairyland Power Cooperative: 
CapX 2020 Hampton-Rochester-La Crosse 
Transmission Line Project, 78235 
Depreciation Rates, 6762 
Environmental Assessments; Availability, etc.: 
Basin Electric Power Coop.; Public Scoping 
Meetings, 20311 
Turning Point Solar, LLC, 37313 
Environmental Impact Statements; Availability, 
etc.: 
Basin Electric Power Cooperative, Inc., 67670 
Oglethorpe Power Corp.; Proposed Biomass 
Power Plant, 77963 
Oglethorpe Power Corp., Proposed Biomass 
Power Plant; Public Hearing, 20624 
Funding Availabilities: 
Biorefinery Assistance Program, 13351 
Repowering Assistance Payments to Eligible 
Biorefineries, 13349 
Funds Availability: 
Biorefinery Assistance Program, 32355 
Grant and Loan Application Deadlines and 
Funding Levels, 30094 
Grant Application Deadlines and Funding Levels, 
13125, 18513, 34036, 40876 
Publication of Depreciation Rates, 72672 
Rural Broadband Access Loans and Loan 
Guarantees Program, 13797, 37779 
Solicitation of Applications and Grant Application 
Deadlines, 10321 
Telecommunications Loan and Loan Guarantee 
Program, 30904 


Saint Lawrence Seaway Development 
Corporation 
RULES 
Seaway Regulations and Rules; Update, 13088 
PROPOSED RULES 
Seaway Regulations and Rules: 
Periodic Update, Various Categories, 5104 
NOTICES 
Meetings: 
Advisory Board, 415 


Science and Technology Policy Office 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Public Access to Digital Data Resulting from 
Federally Funded Scientific Research, 
80417 

Building 21st Century Bioeconomy; Request for 
Information, 62869 
Meetings: 

National Nanotechnology Coordination Office; 
Bridging NanoEHS Research Efforts, 8788 

President’s Council of Advisors on Science and 
Technology, 7593, 20385, 35054, 52721, 
60564, 62871, 70779, 70780, 70781, 
72224, 75919 

Subcommittee on Forensic Science; Committee 
on Science; National Science and 
Technology Council, 6163 

National Science and Technology Council 
Subcommittee on Forensic Science, 38430 
Requests for Information: 

Public Access to Digital Data Resulting from 
Federally Funded Scientific Research; 
Correction, 68517, 70176 

Public Access to Peer-Reviewed Scholarly 
Publications Resulting from Federally 
Funded Research, 68518, 80418 
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Deadlines, 37774 
Rural Housing Service 
RULES 
Guaranteed Rural Rental Housing Program: 
Continuous Construction-Permanent Loan 
116 | 
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Requests for Public Comments: 

Draft National Nanotechnology Initiative 
Strategy for Nanotechnology-Related 
Environmental, Health, and Safety 
Research, 2428 

Strategic Action Plans: 

National Policy for the Stewardship of the 
Ocean, our Coasts, and the Great Lakes, 
4139 

Webinars: 

2011 National Nanotechnology Initiative 
Environmental, Health, and Safety 
Strategy, 62469 


Securities and Exchange Commission 


RULES 
Adoption of Updated EDGAR Filer Manual, 
47438 
Beneficial Ownership Reporting Requirements and 
Security-Based Swaps, 34579 
Commission Procedures for Filing Applications for 
Orders for Exemptive Relief, 43890 
Consolidation of the Office of the Executive 
Director with the Office of the Chief 
Operating Officer, 60370 
Delegation of Authority to the Director of 
Division of Enforcement, 35348, 39769 
Delegations of Authority to Chief Accountant, 
2805 
Director of Division of Trading and Markets; 
Delegation of Authority, 67597 
Disclosure of Asset-Backed Securities, 4489 
Dodd-Frank Act: 
Disclosure for Asset-Backed Securities, 54374 
Exemptions For Security-Based Swaps, 40605 
Exemptive Orders and Other Reliefs Applicable 
to Security-Based Swaps, 36287 
Issuer Review of Assets in Offerings of Asset- 
Backed Securities, 4231 
New Rules of Practice, 4066 
Suspension of Duty to File Reports for Classes 
of Asset-Backed Securities, 52549 
EDGAR Filer Manual; Update, 73506 
EDGAR Filer Manual; Updates, 1514 
Eligible Credit Default Swaps; Extension, 40223 
Exemptions for Advisers to Venture Capital 
Funds, Private Fund Advisers With Less 
Than $150 Million in Assets, etc., 39646 
Extension of Temporary Registration of Municipal 
Advisors, 80733 
Facilitating Shareholder Director Nominations, 
58100 
Family Offices, 37983 
FASB’s Accounting Standards: 
Technical Amendments, 50117 
Financial Recordkeeping and Reporting of 
Currency and Foreign Transactions: 
Technical Amendments to Rule 17a-, 11327 
Form ADV; Extension, 255 
Holding Procedures for Funds in Dormant Filing 
Fee Accounts; Amendment, 28888 
Investment Advisers Act of 1940; Amendments, 
42950 
Investment Company Act of 1940; Use of 
Derivatives by Investment Companies, 55237 
Large Trader Reporting, 46960 
Mine Safety Disclosure, 81762 
Net Worth Standard for Accredited Investors, 
81793 
New Applicant Types on Form ID; Amendments, 
55788 
Privacy Act; Implementation and Amendment of 
Exemptions, 57636. 
Reporting by Investment Advisers to Private 
Funds and Certain Commodity Pool 
Operators, etc., 71128 


Reporting Line for Commission’s Ethics Counsel, 
71449 

Rescission of Outdated Rules and Forms, and 
Amendments to Correct References, 71872 

Retail Foreign Exchange Transactions, 41676 

Risk Management Controls for Brokers or Dealers 
with Market Access, 38293 

Rule Filing Requirements for Dually Registered 
Clearing Agencies, 41056 

Securities Act of 1933, etc.; CFR Correction, 
15841 

Security Ratings, 46603 

Self-Regulatory Organizations; Technical 
Amendment, 20506 

Shareholder Approval of Executive Compensation 
and Golden Parachute Compensation, 6010 

Staff Accounting Bulletin, 17192 

Supplemental Standards of Ethical Conduct for 
Members and Employees, 19901 

Whistleblower Provisions, 34300 


PROPOSED RULES 
Acceptance of Public Submissions for Study on 
International Swap Regulation, etc., 44508 
Broker-Dealer Reports, 37572 
Business Conduct Standards; Correction, 46668 
Business Conduct Standards for Security-Based 
Swap Dealers and Major Security-Based 
Swap Participants, 42396 
Clearing Agency Standards for Operation and 
Governance, 14472 
Companies Engaged in Business of Acquiring 
Mortgages and Mortgage-Related Instruments, 
55300 
Conflict Minerals: 
Roundtable on Issues, 63573 
Credit Ratings; Removal of References, 26550 
Credit Ratings in Certain Investment Company 
Act Rules and Forms, 12896 
Credit Risk Retention, 24090, 34010 
Definition of Swaps, Security-Based Swap, and 
Security-Based Swap Agreement 
Recordkeeping, 29818 
Disqualification of Felons from Rule 506 
Offerings, 31518 
Dodd-Frank Act: 
Beneficial Ownership Reporting Requirements 
and Security-Based Swaps, 15874 
Conflict Minerals, 6110 
Disclosure of Payments by Resource Extraction 
Issuers, 6111 
Mine Safety Disclosure, 6110 
Security-Based Swap Dealers and Major 
Security-Based Swap Participants; 
Registration, 55784 
Security-Based Swap Execution Facilities, etc.; 
Ownership Limitations and Governance 
Requirements, 12645 
Security-Based Swaps Issued By Certain 
Clearing Agencies; Exemptions, 34920 
Swaps and Security-Based Swaps Under the 
Joint Public Roundtable on Issues Related 
to the Schedule for Implementing Final 
Rules, 23221 
Trade Acknowledgement and Verification of 
Security-Based Swap Transactions, 3859 
Transfer Agents’, Brokers’, and Dealers’ 
Obligation to Search for Lost 
Securityholders, etc., 16707 
Treatment of Asset-Backed Issuers under the 
Investment Company Act, 55308 
Dodd-Frank Wall Act; Implementation of Title 
VII, 44507 
Hedge and Private Equity Funds; Prohibitions, 
68846 
Incentive-Based Compensation Arrangements, 
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Investment Adviser Performance Compensation, 
27959 
Listing Standards for Compensation Committees, 
18966, 25273 
Nationally Recognized Statistical Rating 
Organizations, 33420 
Net Worth Standard for Accredited Investors, 5307 
Privacy Act; Amendment, 30048 
Prohibition Against Conflicts of Interest in Certain 
Securitizations, 60320, 78181 
Registration and Regulation of Security-Based 
Swap Execution Facilities, 10948 
Registration of Municipal Advisors, 824 
Regulatory Flexibility Act; Review, 79141 
Reporting by Investment Advisers to Private 
Funds, et al., on Form PF, 8068 
Retrospective Review of Existing Regulations, 
56128 
Security-Based Swap Data Repository 
Registration, Duties, and Core Principles; 
Correction, 2287 
Security Ratings, 8946 
Semiannual Regulatory Agenda, 40208 
Shelf Eligibility Conditions for Asset-Backed 
Securities, 47948 
Suspension of Duty to File Reports for Classes 
of Asset-Backed Securities, 2049 
NOTICES 
Acceptance of Public Submissions Regarding 
Study of Stable Value Contracts, 53162 
Advisory Committee on Small and Emerging 
Companies; Establishment, 57769 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 594, 
2152, 2153, 2154, 2155, 2156, 2429, 3680, 
5223, 5843, 6640, 6837, 7594, 7595, 8385, 
11825, 11826, 11827, 11828, 12142, 13000, 
13001, 13002, 14440, 15002, 15003, 15004, 
15005, 15006, 15007, 15008, 15009, 15010, 
15011, 15351, 16018, 16461, 17165, 18263, 
18264, 20386, 20387, 21414, 21415, 2416, 
21931, 22740, 23631, 23632, 25381, 25382, 
26776, 27671, 27672, 27673, 27673, 28820, 
28821, 28823, 22824, 28825, 28826, 30982, 
30983, 32380, 32381, 33375, 33376, 34109, 
34110, 34780, 35055, 35245, 36939, 36940, 
36941, 37161, 37381, 38430, 39446, 41827, 
45303, 46335, 51438, 53501, 53502, 53503, 
54813, 54814, 54815, 54816, 54818, 54819, 
54020, 54821, 58422, 56823, 57770, 57771, 
58547, 59454, 60565, 61120, 61762, 61763, 
62099, 65220, 65221, 65222, 68796, 68797, 
69299, 692301, 69302, 69303, 69304, 69305, 
69306, 69307, 70516, 72010, 72011, 72459, 
72460, 72461, 75920, 75921, 75922, 77029, 
78321, 80420, 80421, 80422, 80423, 82005 
Electronic Data Collection System, 10411 
Form 2-E and Rule, 09, 72226 
NASDAQ OMxX Bx, Inc., 53503 
NASDAQ Stock Market, LLC, 48925 
Regulation S-K, 72227 
Reports of Evidence of Material Violations, 
65223 
Rule 10b-, 7, 41314 
Rule 12d2-2; Form, 5, 72226 
Rule 12g3, 2, 54514 
Rule 15g-, 54513 
Rule 17f-, 72225 
Amendment to the Plan for the Allocation of 
Regulatory Responsibilities: 
BATS Exchange, Inc., BATS Y-Exchange, Inc., 
Chicago Board Options Exchange, Inc., et 
al., 4948 
Application: 
Eaton Vance Management, et al., 12374 
Applications: 
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AllianceBernstein Cap Fund, Inc., et al., 75922 

Allianz Life Insurance Company of North 
America, et al., 35249 

Altegris Advisors, LLC and Northern Lights 
Fund Trust, 33376 

American Capital, Ltd., 48929 

American Century Strategic Asset Allocations, 
Inc., ei al., 78703 

American Family Life Insurance Company, et 
al., 17720 

ASGI Agility Income Fund, et al., 59456 

Bandon Capital Management, LLC and 
Northern Lights Fund Trust, 72462 

BF Enterprises, Inc., 28482 

BofA Funds Series Trust, et al., 47617 

Capital International, Inc., et al., 57 

Citadel, LLC (Formerly Citadel Investment 
Group, LLC) and CEIF, LLC, 67775 

CountryInvestors Life Assurance Company, et 
al., 35245 

Curian Series Trust and Curian Capital, LLC, 
59455, 64401 

Destra Capital Investments, LLC and Destra 
Unit Investment Trust, 61769 

Fairholme VP Series Fund, Inc. and Fairholme 
Capital Management, LLC, 18265 

FOQF Trust, et al., 41831 

Genesis Capital, LLC and Northern Lights Fund 
Trust, 73748 

Global X Funds, et al., 62475 

Golub Capital BDC, Inc., et al., 52367 

Highland Capital Management, LP.., et al., 
58850 

Highland Capital Management, LP, et al., 80424 

HighMark Capital Management, Inc., et al., 
24541 

HighMark Funds and HighMark Capital 
Management, Inc., 36584, 42141 

Horizon Technology Finance Corp., 55427 

Incapital, LLC, et al., 62481 

ING Asia Pacific High Dividend Equity Income 
Fund, et al., 45303 

Investment Managers Series Trust, et al., 58059 

J.P. Morgan Securities LLC, et al., 39447 

John Hancock Variable Insurance Trust, et al., 
72731 

Legg Mason Partners Equity Trust, et al., 58849 

MEFS Series Trust I, et al., 62470 

NGP Capital Resources Co., et al., 63960 

Northern Lights Variable Trust, et al., 44625 

Northern Trust Investments, N.A., et al., 51068 

Pax World Funds Series Trust I and Pax World 
Management, LLC, 50773 

PennantPark Investment Corp., et al., 27674 

Precidian ETFs Trust, et al., 35055 

Principal Funds, Inc., et al., 61764 

RidgeWorth Funds and RidgeWorth Capital 

ment, Inc., 48927 

Rio Tinto PLC and Rio Tinto Ltd, 80430 

RiverPark Advisors, LLC, et al., 66096 

Riverside Casualty, Inc., 8788 

Russell Exchange Traded Funds Trust, et al., 
37857 

Russell Investment Co., et al., 20388 

Russell Investment Management Company, et 
al., 23342 

Seasons Series Trust, et al., 77857 

SEI Investments Management Corp., et al., 
72729 

Simple Alternatives, LLC and The RBB Fund, 
Inc., 17718 

Sterling Capital Funds and Sterling Capital 
Management, LLC, 40407 

Stone Harbor Emerging Markets Income Fund, 
et al., 59458 

Stone Harbor Investment Partners, LP, et al., 
57087 
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TIAA-CREF Funds, et al., 38432 
TIAA-CREF Life Insurance Company, et al., 
17166 
Tortoise Power and Energy Infrastructure Fund, 
Inc. and Tortoise Capital Advisors, LLC, 
52363 
Wells Fargo Bank, N.A., et al., 78052 
WNC Tax Credits 40, LLC, WNC Tax Credits 
41, LLC, WNC Housing Tax Credits 
Manager 2, LLC, WNC National Partners, 
LLC and WNC & Associates, Inc., 40946 
DFA Investment Dimensions Group Inc., et al., 
60094 
Fifth Third Funds, et al., 60096 
Singapore Fund, Inc., 60100 
Applications and Temporary Orders: 
BAC Home Loans Servicing, LP, et al., 44055 
J.P. Morgan Securities, LLC, et al., 41829 
Applications for Deregistration, 17971, 25726, 
32245, 47278, 62469, 68520, 76453 
Applications for Deregistration under Section 8(f) 
of the Investment Company Act of 1940, 
6163 
Applications for Deregistration under the 
Investment Company Act, 38431 
Applications for Orders Pursuant to Section 26(c) 
of Investment Company Act of 1940: 
National Life Insurance Co., et al., 20727 
Applications: iShares Trust, et al., 397 
MetLife Insurance Co. of Connecticut, et al., 
401 
Approval of Filing Fees for Exempt Reporting 
Advisers and Private Fund Advisers, 62100, 
67004 
C2 Options Exchange, Inc., 72011 
Cancellations of Registrations: 
Creative Investment Research, Inc., 67005, 
70178 
Chicago Board Options Exchange, Inc, 72016 
Comment Request on Existing Private and Public 
Efforts to Educate Investors, 22740 
Exemptive Orders: 
Pending Revision of Definition of Security to 
Encompass Security-Based Swaps, and 
Request for Comment, 39927 


Filing of National Market System Plan to Address 


Extraordinary Market Volatility: 


BATS Exchange, Inc., BATS Y-Exchange, Inc., 


Chicago Board Options Exchange, Inc. et 
al., 31647 
Fiscal Year 2012 Annual Adjustments to the Fee 
Rates, 26324 
FY 2010 Service Contract Inventory; Availability, 
382 
ICE Clear Credit, LLC, 72015 
Inaugural Roundtable of the Financial Reporting 
Series: 


Uncertainty in Financial Statements; How Much 


to Recognize and How Best to 
Communicate It, 66339 
Intention to Cancel Registrations: 
Royal Oak Capital Management, LLC, 80433 
Jackson National Life Insurance Company, et al., 
19150 
Joint Industry Plan: 

Approval of Addition of BATS-Y Exchange, 
Inc., as a Participant to National Market 
System Plan, 4399 

Joint Public Roundtable on Proposed Dealer and 
Major Participant Definitions of Title VII of 
the Dodd-Frank Wall Street Reform and 
Consumer Protection Act, 34667 

Joint Self-Regulatory Organization Plans: 


Collection, Consolidation and Dissemination of 
Quotation and Transaction Information for 


NASDAQ-Listed Securities, 76455 


Meetings: 
Advisory Committee on Small and Emerging 
Companies, 63679, 79230 
Joint CFTC-SEC Advisory Committee on 
Emerging Regulatory Issues, 6120 
Public Roundtable on Execution, Clearance and 
Settlement of Microcap Securities, 63680 
Meetings; Sunshine Act, 407, 2931, 3182, 3929, 
4141, 5411, 5626, 6499, 6838, 8791, 10073, 
10925, 11299, 12769, 14110, 15352, 16645, 
17174, 17972, 20053, 21784, 22938, 22939, 
24546, 25726, 26776, 28247, 28483, 30212, 
31383, 34277, 34781, 35491, 36941, 37382, 
37863, 39449, 40948, 41534, 42143, 42752, 
44057, 44965, 45308, 46337, 52368, 52722, 
53702, 53987, 55428, 56244, 57772, 58315, 
58548, 58851, 61406, 63333, 63964, 64135, 
65758, 66103, 67233, 69308, 70781, 70782, 
71394, 71612, 72227, 73749, 74835, 75924, 
76204, 76457, 77274, 77576, 78054, 78957 
Municipal Securities Rulemaking Board, 72013 
NASDAQ OMX PHLX, LLC, 72018 
Opportunity for Hearing: 
SinoFresh Healthcare, Inc., 5626 
Order Approving Adjustment for Inflation of 
Dollar Amount Tests, 41838 
Order Approving Proposed Temporary Rule for 
Interim Program of Inspection Related to 
Audits of Brokers and Dealers: 
Public Company Accounting Oversight Board, 
52996 
Order Cancelling Registrations of Certain Transfer 
Agents, 16843 
Order Directing Funding for the Governmental 
Accounting Standards Board, 28247 
Order Making Fiscal Year 2012 Annual 
Adjustments to Registration Fee Rates, 55139 
Order of Suspension of Trading: 
AccessTel, Inc., et al., 13438 
AdAI Group, Inc., Com/Tech Communications 
Technologies, Inc., Dialog Group, Inc., 
Eurogas, Inc., et al., 13438 
Advanced Optics Electronics, Inc., 12144 
Advantage Life Products, Inc., and B-Teller, 
Inc. (n/k/a CA Goldfields, Inc.), 6640 
Bio-Life Labs, Inc., et al., 10925 
Clean Energy and Power, Inc., 5411 
Dijji Corp., Hydro Environmental Resources, 
Inc., 26331 
RMD Technologies, Inc., et al., 70520 
Rovac Corp., et al., 70520 
Uniontown Energy Inc., 32246 
Orders: 
In the Matter of Chicago Board Options 
Exchange, Inc., 11533 
Orders Approving Proposed Bylaw Changes: 
Securities Investor Protection Corp. Fund 
Assessments on Members, 2728 
Orders of Suspension of Trading: 
American Capital Partners Limited, Inc., 
American Educators Financial Corp., et al., 
55953 
Apparel America, Inc., et al., 35062 
Artfest International, Inc., 33377 
Astralis Ltd., Cavit Sciences, Inc., Crystal 
International Travel Group, Inc., and 
Tasker Products Corp., 55954 
China 9D Construction Group, 6499 
Circadian, Inc., Clean Energy Combustion, Inc., 
et al., 16646 
Corestream Energy, Inc. (f/k/a Zealous, Inc.), 
18587 
Dialpoint Communications Corp., Pacel Corp., 
Quantum Group, Inc., and Tradequest 
International, Inc., 56244 
Euro Solar Parks, Inc., 17726 
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International Securities Exchange, Inc., 17466, 
48187, 59472, 60574 
International Securities Exchange, LLC, 2170, 


Heli Electronics Corp., 16462 
Magnum d’Or Resources, Inc., 24934 
RINO International Corp., 20731 


35491, 35503, 35506, 35926, 36945, 
37868, 40763, 40948, 40965, 40978, 
41839, 42757, 43359, 44079, 44633, 


Petition for Review of Division of Trading and 
Markets, etc.: 
NASDAQ OMX BX, Inc., 66103 
Privacy Act; Systems of Records, 30213 
Program for Allocation of Regulatory 
Responsibilities: 

BATS Exchange, Inc., BATS Y-Exchange, Inc., 
Chicago Board Options Exchange, Inc., et 
al., 79714 

Request for Comments: 

Order Extending Temporary Conditional 
Exemption for Nationally Recognized 
Statistical Rating Organizations, etc., 72227 

Review of FASB Accounting Support Fee for, 
14110, 2011, 14110 
Self-Regulatory Organizations: 
Municipal Securities Rulemaking Board, 61407 
Self-Regulatory Organizations; Order Approving 
Proposed Board Funding Final Rules, etc.: 

Public Company Accounting Oversight Board, 

52997 
Self-Regulatory Organizations; Proposed Rule 
Changes, 61121 

BATS Exchange, Inc., 1205, 1208, 2734, 5418, 
6641, 7891, 841, 11303, 12155, 18280, 
20414, 20424, 20791, 26331, 27684, 
28108, 28830, 31660, 38712, 39953, 
41315, 41546, 43739, 44067, 44388, 
45636, 50525, 50776, 50798, 50803, 
51089, 52032, 55148, 56249, 56840, 
57092, 59472, 61127, 61432, 61466, 
62107, 62884, 63685, 63686, 63696, 
63977, 67238, 67783, 69779, 70192, 
71411, 74079, 74086, 77576, 79244, 82011 

BATS Exchange, Inc., 13243 

BATS Exchange, Inc.; BATS Y-Exchange, Inc.; 
NASDAQ OMxX BX, Inc., et al., 38243, 
72492 

BATS Exchange, Inc., BATS Y-Exchange, Inc., 
Chicago Board Options Exchange, Inc., et 
al., 5224, 13442 

BATS Exchange, Inc., Chicago Board Options 


44972, 47280, 48190, 48931, 48935, 


2173, 2174, 5225, 5412, 5642, 7884, 8796, 


50516, 50518, 50532, 51094, 51099, 
52722, 55429, 55447, 55998, 56838, 
57097, 58063, 58074, 61447, 61772, 
62102, 62121, 62877, 62881, 63680, 
63698, 63971, 63974, 63976, 64402, 
68239, 68798, 69780, 69786, 70198, 
71092, 71612, 71614, 72469, 72482, 
72488, 74111, 74835, 75575, 75577, 
75584, 76783, 76788, 77878, 78708, 
79243, 79250, 79252, 82332, 82336, 
82340, 13003, 3011, 10078 

Chicago Mercantile Exchange, Inc., 52373, 
54275, 54270, 58071, 63339, 65224, 
67011, 67512, 67514, 68242, 77036, 
79258, 82005, 82006 

Chicago Stock Exchange, Inc., 17728, 19818, 
20393, 20792, 23634, 25394, 25727, 
27683, 27735, 33794, 35257, 36596, 
36598, 39451, 41853, 44386, 44636, 
44638, 45626, 46866, 49520, 50524, 
50784, 51447, 56246, 56248, 57088, 
57089, 58553, 59476, 61460, 62126, 
67239, 67509, 72739, 74088 

Depository Trust Co., 2430, 5843, 70, 10628, 
13439, 20061, 25389, 34118, 42149, 
45309, 5636, 12173, 53987, 56847, 71394, 
75570, 76790, 77281, 79725, 79732 

EDGA Exchange, Inc., 2172, 12176, 5639, 
7608, 7616, 8389, 10416, 13254, 16468, 
20067, 20394, 20770, 20797, 21076, 
25386, 27370, 27701, 28489, 34794, 
35924, 39959, 44062, 45896, 47283, 
50511, 50512, 50788, 50786, 51084, 
53988, 54267, 57787, 58315, 61425, 
64404, 65264, 68520, 70183, 70202, 
74092, 74101, 77286, 77877, 79254, 2168, 
7607, 7620, 10414, 13246, 16466, 20058, 
20417, 20738, 20739, 20750, 20768, 
25388, 27702, 28110, 28491, 33392, 
34792, 34794, 39944, 41544, 44078, 
45895, 45898, 47285, 51103, 53990, 
54281, 57772, 58317. 51444, 64409, 


11533, 12778, 13252, 16464, 17462, 
20062, 20431, 20733, 20752, 20764, 
21087, 21416, 21934, 24546, 25390, 
27677, 31385, 32382, 37863, 38434, 
39143, 40758, 41850, 42145, 44642, 
47279, 47627, 47630, 48933, 50277, 
50503, 50513, 50783, 50805, 51075, 
51082, 56832, 56844, 58068, 61438, 
63689, 63691, 63693, 63964, 64136, 
64417, 64980, 64984, 65247, 65555, 
70178, 70789, 71398, 71416, 72472, 
74095, 76463, 77275, 77279, 77881, 
79236, 79723 

Municipal Securities Rulemaking Board, 604, 
2162, 5417, 10926, 11545, 11547, 12781, 
13005, 20783, 28249, 32248, 40756, 
48197, 52724, 55449, 55976, 55989, 
56254, 56826, 58852, 60953, 60958, 
63682, 67503, 70207, 77865, 79738 

Municipal Securities Rulemaking Board; Notice 
of Withdrawal of Proposed Rule Change, 
etc., 60952, 60954, 60958, 60959 

NASDAQ OMX BX, 623, 12163, 30746, 
32383, 46337, 47635, 62111 

NASDAQ OMX BX, Inc., 615, 2730, 2938, 
4400, 5423, 5628, 12771, 13010, 13012, 
13014, 13676, 16650, 16844, 17733, 
19162, 19821, 20426, 20732, 20749, 
24934, 27704, 27710, 28248, 28256, 
28838, 34284, 34785, 34786, 34796, 
34797, 38226, 38710, 39450, 39940, 
40761, 41534, 43363, 43740, 44644, 
44974, 46858, 49517, 50279, 50522, 
50781, 51108, 53507, 54277, 55445, 
55986, 56845, 58065, 58072, 60569, 
61435, 62489, 63969, 64413, 64416, 
67013, 67781, 70184, 72231, 72470, 
72486, 72490, 74109, 75573, 76781, 
76797, 77862, 79231, 79734, 79737, 
80996, 80998 

NASDAQ OMX BX, LLC, 8391, 16462 


Exchange, Inc., Chicago Stock Exchange, 
Inc., et al., 5227, 5231 

BATS Y-Exchange, 61432 

BATS Y-Exchange, Inc., 2729, 5420, 11301- 


NASDAQ OMX PHLX, 12193, 20788, 60955 

NASDAQ OMX PHLX, LLC, 614, 812, 814, 
1664, 2180, 2182, 2187, 2733, 2931, 2940, 
3682, 4141, 4144, 5630, 5846, 5848, 6644, 


65255, 70204, 74090, 74093, 77284 
Financial Industry Regulatory Authority, Inc, 
56848 


11303, 12204, 13681, 20430, 20739, 
27680, 27694, 28115, 28826, 38714, 
41316, 41541, 44064, 50795, 50800, 
51092, 56833, 59462, 61125, 62103, 
63683, 63695, 63979, 67784, 71396, 74107 

Boston Stock Exchange Clearing Corp., 25396, 
67007, 77048 

C2 Options Exchange, Inc., 2735, 2741, 56824, 
7597, 7598, 10076, 12386, 12775, 13004, 
13688, 13691, 17973, 20757, 27112, 
27117, 33798, 35928, 38231, 40964, 
40974, 44635, 46348, 55440, 55969, 
57094, 59470, 59754, 61453, 62123, 
62491, 62879, 63973, 67510, 69313, 
69783, 72991, 74097, 75582, 76785, 
78706, 79239, 81002 

CBOE Futures Exchange, LLC, 22939 

Chicago Board Options Exchange, Inc., 10412, 
9064, 28264, 82016, 82017, 1203, 2158, 
2160, 2934, 3184, 3929, 5415, 5644, 6838, 
7601, 7610, 7614, 8794, 383, 12384, 
12388, 13690, 13692, 15025, 17463, 
17974, 19169, 20066, 20067, 20389, 
20390, 20392, 20393, 20406, 20411, 
20771, 20784, 20793, 25392, 27108, 
27110, 27125, 27687, 27730, 28834, 
32000, 33382, 34278, 34279, 35066, 


Financial Industry Regulatory Authority, Inc., 
2739, 3182, 3684, 4403, 4966, 5850, 6500, 
62, 386, 838, 9840, 10629, 11542, 11829, 
12380, 12390, 12769, 13248, 15012, 
15352, 19155, 20065, 20741, 20744, 
20757, 20782, 21084, 21932, 24076, 
24942, 25385, 25386, 25397, 25400, 
26779, 27123, 27707, 29808, 32246, 
33388, 35933, 36586, 36596, 37382, 
38245, 40412, 41537, 42755, 43360, 
44645, 45631, 45883, 46340, 46870, 
48937, 50515, 50528, 50796, 51097, 
52040, 52042, 55441, 55443, 57784, 
58061, 59751, 59757, 57975, 59761, 
60567, 61124, 61429, 61773, 62128, 
62890, 63969, 64419, 65307, 65313, 
65546, 65549, 65758, 66344, 67236, 
67787, 68240, 68800, 70190, 70195, 
70523, 71404, 71612, 72463, 72736, 
74105, 76777, 77034, 77042, 77283, 
78706, 81549, 81551, 82014, 82022, 82334 

Fixed Income Clearing Corp., 408, 596, 12144, 
13683, 29018, 34111, 37165, 45638, 
54268, 54824, 62876, 64403, 67519, 
77287, 77861 

Fixed Income Clearing Corp.; Correction, 77865 

ICE Clear Credit, LLC, 55984, 65763, 70206, 
79729 
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7619, 7888, 8793, 8798, 67, 618, 846, 
11550, 11551, 12169, 12191, 12780, 
13678, 13684, 14702, 17174, 17468, 
17730, 18274, 18587, 19511, 19823, 
20773, 20789, 21078, 21080, 21081, 
21083, 21084, 21784, 22158, 22741, 
24069, 24947, 24951, 26777, 27105, 
27693, 27732, 28106, 28113, 28251, 
28260, 28836, 28840, 30223, 31384, 
32004, 32255, 32385, 33378, 33379, 
33383, 33387, 34798, 34799, 35256, 
36606, 36942, 37163, 37866, 38444, 
39457, 40415, 40417, 40760, 40976, 
41317, 41536, 41549, 42143, 43738, 
44075, 44640, 48195, 50509, 50519, 
50801, 51079, 51116, 52030, 52371, 
52729, 53506, 54279, 54271, 54514, 
54827, 55438, 55453, 55995, 57090, 
59764, 60566, 61413, 61419, 62486, 
62872, 64144, 64401, 64987, 64989, 
65225, 65225, 65767, 67012, 67015, 
67779, 67786, 69308, 69314, 69316, 
70187, 70520, 71089, 71102, 71395, 
72233, 72467, 72480, 72744, 74113, 
75572, 75924, 76212, 76213, 76793, 
71046, 77277, 77877, 78055, 78060, 
78064, 78322, 78710, 78712, 79247, 


SEC 


79748, 80442, 80444, 80995, 80999, 77030, 77038, 78062, 78063, 78704, Andresmin Gold Corp., 6170 
81552, 81553, 82008, 36161, 36163 79233, 79246, 79249, 79728, 80989, Animal Cloning Sciences, Inc., 36951 
NASDAQ Stock Market, LLC, 1201, 2156, 82009, 82324, 82328, 82329, 82344, Aqua Society, Inc., Centurion Gold Holdings, 
2164, 2178, 2188, 2732, 2742, 3188, 4145, 182768, 18283 Inc., and PowerRaise, Inc., 41854 
4401, 4406, 4970, 6165, 6168, 6506, 6642, NYSE Arca, Inc., 40973, 62112, 62118, 62119, Auriga Laboratories, Inc., Curon Medical, Inc., 
6646, 7602, 8791, 384, 9391, 9395, 9397, 66339, 194, 199, 805, 807, 2163, 2176, Goldstate Corp., et al., 52042 
620, 10418, 11548, 11830, 11832, 12171, 2183, 4963, 4965, 4968, 5627, 6503, 8388, Basin Water, Inc., 39149 
12178, 13007, 13686, 13694, 14111, 8799, 65, 843, 10073, 11300, 12157, BB Liquidation Inc., 61129 
14699, 18589, 19167, 19819, 20054, 13440, 16021, 17176, 19165, 20396, BP International, Inc., et al., 35935 
20407, 20420, 20742, 20760, 20780, 20399, 20401, 20422, 23849, 24548, Brendan Technologies, Inc., CenterStaging 
21085, 23349, 23351, 24067, 24949, 24936, 24954, 27114, 27122, 27127, Corp., PGMI, Inc., Thermal Energy 
25384, 25730, 27134, 27678, 27699, 27691, 28483, 30409, 30417, 30745, Storage, Inc., and Trinity3 Corp., 77578 
28252, 28262, 29014, 30984, 31998, 31668, 32005, 33380, 33795, 33797, Centrack International, Inc.; Alternafuels, Inc.; 
34281, 34284, 34781, 34733, 34788, 34112, 34788, 934791, 35062, 35066, Intelligent Medical Imaging, Inc.; Optimark 
35930, 36610, 36947, 36950, 36951, 36600, 36604, 36608, 38235, 38237, Data Systems, Inc., 19174 
37872, 38715, 39942, 40969, 40971, 39960, 41844, 42759, 44059, 44071, Circuit Systems, Inc.; Global Energy Group, 
41845, 42152, 43364, 44388, 45629, 44966, 44969, 45885, 50502, 50793, Inc.; Integrated Medical Resources, Inc., et 
45636, 46869, 47621, 48186, 48189, 51105, 51442, 52034, 52037, 52998, al., 19174 
48193, 49515, 50281, 50508, 50521, 53012, 53509, 53515, 54274, 54516, City Network, Inc., 28117 
50779, 51076, 51114, 51453, 52369, 55431, 55437, 55956, 58549, 61411, Colorado Wyoming Reserve Co., et al., 52377 
52724, 52727, 53007, 53518, 53521, 61463, 62873, 63980, 64406, 65230, Columbus Geographic Systems Ltd., 41855 
55954, 55988, 57776, 57778, 57781, 65305, 66107, 67522, 67526, 69311, Consolidated Energy, Inc., et al., 52377 
57791, 59466, 61122, 61129, 61416, 71410, 72474, 72988, 73753, 74099, CuraTech Industries, Inc., 67528 
61441, 62484, 63334, 64137, 63142, 75926, 75932, 76205, 76457, 77044, Data Fortress Systems Group Ltd., et al., 28499 
64147, 64158, 64403, 64411, 65306, 77859, 78066, 79234, 79238, 79242, Dawn Technologies, Inc., Distinctive Devices, 
65311, 65765, 67006, 67234, 68237, 79267, 79741, 80433 Inc., Haber, Inc., and Independence 
70199, 70782, 70784, 70799, 71088, NYSE Arca, Inc.; Correction, 2931, 68521 Brewing Co., 35259 
72473, 72484, 74084, 75586, 75593, NYSE Arca, Inc.; Order Granting Approval of Diversified Investors Corp.; Drew Resources; 
75924, 76204, 76472, 76786, 76795, a Proposed Rule Change to Reflect a DTI Medical Corp.; DTLL, Inc.; Dunn’s 
71032, 77863, 77883, 78057, 78325, Change to the Benchmark Index, etc., Supply Store, Inc., 27738 
79262, 79266, 80992, 80993 60957 Eternal Technologies Group, Inc., File No., 00- 
National Futures Association, 202 NYSE Arca, Inc., et al., 28493 1, 6170 
National Securities Clearing Corp., 2737, 4405, NYSE Arca US, LLC, 3680 Maxicare Health Plans, Inc., MetroConnect Inc., 
14113, 20425, 29019, 35931, 39463, OneChicago, LLC, 50276 Microislet, Inc., Mobicom Corp., MTI 
40409, 48192, 49511, 60950, 67525, 72741 | Options Clearing Corp., 602, 3684, 6648, Technology Corp., etc., 41855 
National Stock Exchange, Inc., 7604, 19171, 17727, 19173, 19512, 20063, 20779, MaxLife Fund Corp., 20433 
20409, 20412, 20763, 27689, 44057, 27697, 36943, 36945, 37162, 38225, Puda Coal, Inc., 53164 
50533, 50777, 51439, 61450, 73756, 42752, 46346, 46867, 51087, 58061, Sabratek Corp., et al., 19514 
74103, 75586, 81000 59750, 60572, 62883, 62891, 67523, Samaritan Pharmaceuticals, Inc., et al., 35259 
New York Stock Exchange, LLC, 44073, 600, pag “a 72483, 73752, 76792, SHC Corp. (f/k/a Victormaxx Technologies), et 
612, 617, 1653, 2738, 4959, 6167, 8386, ; al., 35934 
616, 10631, 12161, 12165, 12169, 12195, Options Price Reporting Authority, 40967, Shiming U.S., Inc., Si Mei Te Food Ltd., Sierra 
12774, 13251, 16019, 18278, 18280, 72986, 72989, 72993 : International Group, Inc., and SJ 
18285, 20735, 20757, 20767, 21086, Public Company Accounting Oversight Board, Electronics, Inc., 36951 
21087, 21932, 23637, 24078, 24943, 40950, 40961 : ‘ Somerset International Group, Inc., 54520 
27675, 29806, 30418, 31659, 32248, Stock Clearing Corp. of Philadelphia, 25382, Voice One Corp., 35506 
33390, 38232, 39145, 39147, 39946, 77038 ' ; ZipGlobal Holdings, Inc., et al., 75939 
39951, 40413, 40758, 41551, 42150, Stock Clearing Corp. of Philadelphia; Boston Suspension of Trading Orders; 
43366, 44390, 46860, 47626, 49513, Stock Exchange Clearing Corp., 7236 China-Biotics, Inc., 63341 
50505, 50529, 50790, 51449, 52028, Stock Clearing Corporation of Philadelphia, Suspension of Trading Orders: bioMETRX, Inc., 
53015, 53513, 55432, 56244, 59756, 67009 ; Biopure Corp. (n/k/a PBBPC, Inc.), 
61457, 62122, 64154, 65288, 67507, The Fixed Income Clearing Corp., 12782 Distributed Energy Systems Corp., et al., 
69788, 70795, 71399, 74080, 75573, The NASDAQ Stock Market, LLC, 12784, 42154 
71040, 79232, 79260, 79726, 80445, ae vine 37386, 37390, 44076, MBB.A. Holdings, Inc., et al., 42154 
82011, 82024, 82339, 82342, 76799 C2 Options Exchange, Inc., 60102 Suspensions of Trading Orders: 
Notice of Withdrawal of Proposed Rule G-36, Chi Board Be, E id h Inc., 60108 Abviva, Inc.; ACTIS Global Ventures, Inc.; 
on Fiduciary Duty of Municipal Advisors, |  Grac&° Options Exchange, lnc. aeroTelesis, Inc., et al., 72235 
icago Mercantile Exchange, Inc., 60110 > 
NYSE Amer LLC, $98, 609, 611, 1656, 3686, | Financial Industry Regulatory Authority, Inc. 
4961, 5229, 5646, 10633, 11305, 12198, 67243 
12202, 12773, 13249, 16024, 16026, serddstamaatans sarod Dodd- International Poultry Co., Inc; International 
17178, 18591, 19160, 20418, 20428, Frank Act, 26787 Thoroughbred Breeders, Inc.; Internet 
20736, 20754, 23632, 23637, 24074, Solicitation of Comment to Assist in Study on Marketing, Inc., et al., 38448 
24945, 27118, 27136, 27708, 29809, Assigned Credit Ratings, 28265 Temporary Exemptions: 
30411, 31667, 33389, 35493, 35495, Suspension of Trading Orders: Floor Broker Operations That Handle Orders 
35497, 36598, 38223, 38240, 38436, Admiralty Holding Co., et al., 13696 on a Manual Basis from the Automated 
38446, 39453, 39455, 39947, 39949, ADS Media Group, Inc., et al., 65768 Controls Requirement, 51457 
40410, 41539, 42147, 43357, 44061, Advanced Refractive Technologies, Inc., Kroll Bond Rating Agency, Inc, 58319 
44065, 44069, 45899, 46863, 49522, Bluebook International Holding Co., et al., | Temporary Exemptions from Clearing Agency 
50506, 50791, 51075, 51111, 53009, 25732 Registration Requirements: 
53511, 53516, 54272, 54518, 55434, Amerex Group, Inc., AmeriChip International, Entities Providing Certain Clearing Services for 
55435, 56850, 57793, 58555, 59763, Inc., Amish Naturals, Inc., et al., 56490 Security-Based Swaps, 39963 
61422, 61469, 62116, 62125, 62887, American Pacific Rim Commerce Group, et al., | Temporary Orders and Applications for Permanent 
63966, 64151, 64983, 65272, 65310, 33803 Orders: 
66105, 67506, 67520, 69774, 70790, American Resource Technologies, Inc., Apollo UBS AG, et al., 28118 
71405, 72738, 73750, 74082, 76775, Resources International, Inc., et al., 28118 | Trading Suspensions: 
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ActiveCore Technologies, Inc., Battery 
Technologies, Inc., China Medial Corp., et 
al., 6839 
Trading Suspensions; Orders: 
M (2003) PLC (f/k/a Marconi PLC), Mayfair 
Mining and Minerals, Inc., etc., 44079 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
22424 
Self-Regulatory Organizations; Proposed Rule 
Changes: 
Chicago Board Options Exchange, Inc., 22427, 
22428 
International Securities Exchange, LLC, 22425 
Applications for Orders under Section 26(c) of 
Investment Company Act of 1940, as 
Amended: 
TIAA-CREF Life Insurance Co., et al., 33003 
Self-Regulatory Organizations; Proposed Rule 
Changes: 
NASDAQ OMX BX, 33014, 33011, 33012 
NASDAQ OMX PHLX, LLC, 33012, 33013, 
33015, 33017 
NASDAQ Stock Market, LLC, 33017, 33018 
Sunshine Act Meeting, 33018 
Definitions of Swaps, Recordkeeping, and 
Security-Based Swap Agreement; 
Correction, 32880 


Selective Service System 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
12394, 62892, 70803 
Selective Service System Registration Form, 
41855 
Privacy Act; Systems of Records, 58321 


Sentencing Commission, United States 


See United States Sentencing Commission 


Small Business Administration 


RULES 
8(a) Business Development Program Regulations: 
Tribal Consultation Meetings, 27859 
Business Development Program: 
Tribal Consultation; Changes, 12273 
Business Development Program Regulation; Tribal 
Consultation, 33980 
Dealer Floor Plan Pilot Program, 7098 
Intermediary Lending Pilot Program; 
Establishment, 18007 
Small Business HUBZone Program: 
Government Contracting Programs, 43571 
Small Business Jobs Act: 
504 Loan Program Debt Refinancing, 213, 
63151 
Eligible Loans for 504 Loan Program Debt 
Refinancing, 18375 
Technical Amendmenis, 63542 
Small Business Size Regulations: 
Business Development/Small Disadvantaged 
Business Status Determinations, 8222 
Small Business, Small Disadvantaged Business, 
HUBZone, and Service-Disabled Veteran- 
Owned Business Status Protest and Appeal 
Regulations, 5680 
Surety Bond Guarantee Program: 
Disaster and Miscellaneous Amendments, 2571 
Timber Sales, 62 


PROPOSED RULES 
Energy Saving Qualified Investments: 

Small Business Investment Companies, 2029 
Reducing Regulatory Burden, 36887 


Retrospective Review under Executive Order, 
3563, 13532 
Semiannual Regulatory Agenda, 40136 
Small Business Investment Companies: 
Early Stage SBICs, 76907 
Small Business Investment Companies; Public 
Webinars, 81430 
Small Business Jobs Act Provisions: 
Selected Effects on Government Contracting; 
Correction, 26948 
Small Business Jobs Act Tour: 
Selected Provisions Having an Effect on 
Government Contracting, 16703 
Small Business Size and Status Integrity, 62313, 
69154 
Small Business Size Standards: 


Administrative and Support, Waste Management 


and Remediation Services, 63510 
Educational Services, 70667 
Information, 63216 
Professional, Scientific and Technical Services, 
14323, 27952 
Real Estate, Rental, and Leasing, 70680 
Transportation and Warehousing, 27935 
Small Business Subcontracting, 61626, 74749 
NOTICES 
Actions Subject to Intergovernmental Review, 
34119, 34120 
Administrators Line of Succession Designation, 
No. 1-A, Revision, 2, 16845 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 408, 
6508, 8393, 12395, 13697, 14114, 21935, 
30748, 36163, 45642, 50807, 52730, 55455, 
55720, 61129, 63983, 65557, 70527, 72019 
8(a) Business Development Program, 77297 
Amendments of Economic Injury Disaster Loan 
Declarations: 
Arizona, 14115 
Community Advantage Pilot Program, 626, 56262 
Conflict of Interest Exemptions: 
Escalate Capital Partners SBIC I, L.P., 68803 
Delegation of Authority, 10420 
Disaster Declarations: 
Alabama, 27740, 27741, 29810 
Alabama; Amendment, 28842 
Arizona, 619, 8801, 42155 
Arizona; Amendment, 45644 
Arkansas, 42154 
Arkansas; Amendment, 28843 
California, 5856, 7622, 11307, 13443, 16029, 
18614, 19515, 20433, 24555, 62132, 
79751, 80446 
California; Amendment, 27739 
Connecticut, 13443, 27738, 74115 
Connecticut; Amendment, 58329 
Delaware, 62132, 66768 
District of Columbia, 62131 


Entire United States and U.S. Territories, 63984 


Florida, 21090, 68804, 72021 

Georgia, 59177 

Georgia; Amendment, 27739 

Guam, 26332 

Hawaii, 18613, 21935 

Hawaii; Amendment, 24554 

Idaho, 31388 

Illinois, 16846, 35260, 55154 

Illinois; Amendment, 30226 

Illinois Disaster Number Il-, 0031, 37166 
Indiana, 18287, 59176, 77579 

Indiana; Amendment, 44647 

Iowa, 27738, 29284, 52042, 54521, 66768 
Iowa; Amendment, 80446 

Kansas, 33394, 36165 

Kentucky, 29285, 31387 

Kentucky; Amendment, 30225 
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SBA 


Louisania, 54522 

Louisiana, 27740, 30225, 33804, 55155, 68805 

Maine, 7622 

Maine; Amendment, 61130 

Maryland, 59478, 64421, 77579 

Maryland; Amendment, 67245 

Massachusetts, 13697, 30748, 36952, 40766, 
65557 

Massachusetts; Amendment, 45644 

Michigan, 55153 

Minnesota, 29811, 35261, 41552, 47286 

Minnesota; Amendment, 32388 

Mississippi, 29810, 76801 

Mississippi; Amendment, 28841 

Missouri, 5856, 18289, 28841, 29285, 61130, 
72020 

Missouri; Amendment, 21936 

Montana, 37391, 47637 

Montana; Amendment, 45644 

Nebraska; Amendment, 55153 

Nevada, 77580 

New Hampshire, 45645, 57100, 77578 

New Hampshire; Amendment, 58330 

New Jersey, 8802, 36164, 36166, 56263, 59479, 
64420, 66111, 76801 

New Jersey; Amendment, 10081 

New Mexico, 2431, 35935, 59176, 76801 

New Mexico; Amendment, 81553 

New York, 11553, 18289, 55153, 59177 

New York; Amendment, 13698 

New York, Amendment, 62131 

North Carolina, 23638, 54523, 75597 

North Carolina; Amendment, 24554 

North Dakota, 29810, 31389, 60960 

North Dakota; Amendment, 33803 

Ohio, 16846, 18288, 33804, 44647 

Oklahoma, 24555, 30224, 34799, 59766, 60959, 
71578 

Oklahoma; Amendment, 41553 

Oklahoma Disaster Number OK-, 0050, 37166 

Oregon, 11835, 18288 

Pennsylvania, 5647, 30749, 44646, 58328, 
64419 

Pennsylvania; Amendment, 61130 

Puerto Rico, 44647, 55154, 55155, 66768 

Puerto Rico; Amendment, 47286 

Rhode Island, 61131 

South Dakota, 30226, 54520 

South Dakota; Amendment, 34286 

Tennessee, 18288, 19515, 28840, 29284, 29286, 
45309, 52043 

Tennessee; Amendment, 20433 

Tennnessee, 35260 

Texas, 15358, 24555, 28841, 40765, 58329, 
60959 

Texas; Amendment, 35260 

Texas, Amendment, 62131 

Utah, 10081, 15357, 50807 

Vermont, 619, 36952, 36953, 42155 

Vermont; Amendment, 46350 

Virginia, 40765, 59765, 70804, 72020, 72994 

Virginia; Amendment, 74837 

Virginia, Amendment, 62132 

Washington, 44976 

Wisconsin, 20799, 27740 

Wyoming, 45643 

Economic Injury Declarations: 
Maryland, 77580 
Oklahoma, 23639 
Exemption Requests: 

Emergence Capital Partners SBIC, LP, 25732, 
716474 

Escalate Capital Partners, SBIC I, LP, 619 

Plexus Fund II, LLP, 59767 

Praesidian Capital Opportunity Fund III, LP, 
67017, 76475 
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SBA 


Riverside Micro-Cap Fund II, L.P., 76802 
Tregaron Opportunity Fund I, LP, 76475 
Exemptions: 
C3 Capital Partners II, LP, 17180 
Contemporary Healthcare Senior Lien Fund I, 
LP, 77580 
Contemporary Healthcare Senior Lien Fund I, 
LP, Shrewsbury, NJ, 69792 
Emergence Capital Partners SBIC, L.P., 28843 
Exemptions Sought under Section 312 of Small 
Business Investment Act, Conflicts of 
Interest: 
BB and T Capital Partners Mezzanine Fund II, 
L.P., 55720 
Emergence Capital Partners SBIC, L.P.; License 
No. 09/7, -0454, 51118 
Exemptions Under Section 312 of Small Business 
Investment Act, Conflicts of Interest: 
Emergence Capital Partners SBIC, LP, 77298 
Funding Availabilities: 
Intermediary Lending Pilot Program, 24556 
FY 2010 Service Contract Inventory; Availability, 


Region VI Small Business Regulatory Fairness 
Board, 630 
Interest Rates, 38717, 59767, 77581 
License Revocations: 
Fieldpoint Partners SBIC, L.P., 15358 
Sterling/Carl Marks Capital, Inc., 15357 
Trinity SBIC, L.P., 15358 
Major Disaster Declarations: 
Alabama, 27141 
Alabama; Amendment, 27140, 27141 
Alaska, 35936 
Arkansas, 27139 
Arkansas; Amendment, 33394 
California, 38263 
Connecticut, 56854, 56858 
Connecticut; Amendment, 58559 
Delaware, 63700 
District of Columbia, 72021 
Georgia, 27138, 27142 
Georgia; Amendment, 27141 
Illinois, 35936 
Indiana, 38718 
Indiana; Amendment, 53019 
Iowa, 55721 
Iowa; Amendment, 56863 
Kansas, 47637, 61775 
Kentucky, 31671, 46350, 56860 
Kentucky; Amendment, 31671 
Maine, 59177 
Maryland; Amendment, 70527 
Massachusetts, 56853, 56859 
Massachusetts; Amendment, 53019 
Minnesota; Amendment, 33395 
Mississippi, 27139, 28120, 43368 
Mississippi; Amendment, 27141, 27142 
Missouri, 53020 
Missouri; Amendment, 33806 
Nebraska, 53018, 53020, 53021 
Nebraska; Amendment, 56853 
New Hampshire, 56858 
New Hampshire; Amendment, 58557 
New Jersey; Amendment, 56854, 56859 
New Mexico, 18289 
New York, 35937, 55721, 61775 
New York; Amendment, 56856, 56860 
North Carolina, 55722, 56860 
North Carolina; Amendment, 38262 
North Carolina, Amendment, 56857 
North Dakota, 38718 
North Dakota; Amendment, 43368 
Oklahoma, 31670, 33394, 38263 
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Pennsylvania, 56861 
Pennsylvania; Amendment, 59179 
Peurto Rico; Amendment, 59178 
Puerto Rico; Amendment, 56858, 56861 
Puerto Rico, Amendment, 62133 
South Dakota; Amendment, 35936. 
Tennessee, 27137, 27138 
Tennessee; Amendment, 33395 
Texas, 53019 
Texas; Amendment, 58556 
Vermont, 36953, 56857, 56863, 72022 
Vermont; Amendment, 38263 
Virginia, 56861, 72022 
Virginia; Amendment, 58557 
Washington, 18290 
Meetings: 
Advisory Committee on Veterans Business 
Affairs, 6170, 25400, 41553 
Audit and Financial Management Advisory, 
69793 
Audit and Financial Management Advisory 
Committee, 64990 
Houston District Office Advisory Committee, 
2431, 24080, 64990 
Interagency Task Force on Veterans Small 
Business Development, 8393, 21090, 
56863 
Intermediary Lending Pilot Program, 20799 
National Small Business Development Center 
Advisory Board, 1657, 41320, 52377 
National Women’s Business Council, 21786, 
37873, 62133 
North Florida District Advisory Council, 63984 
Regional Small Business Regulatory Fairness 
Boards, 54523 
Region II Buffalo District Advisory Council, 
59480 
Region III Regulatory Fairness Board, 26333 
SBA Council on Underserved Communities, 
42760 
Small Business Information Security Task 
Force; Teleconference, 5232 
Small Business Jobs Act Implementation, 12395 
Military Reservist Economic Injury Disaster Loans 
Interest Rate for First Quarter FY, 44976, 
012, 66769, 2011, 44976 
Requests for Exemptions: 
Convergent Capital Partners II, L.P., 630 
Emergence Capital Partners SBIC, L.P., 74115 
Emergence Capital Partners SBIC, LP, 21936 
Founders Equity SBIC ILP, 35263 
KLH Capital II, LP, 17180 
Solutions Capital I, LP, 24556 
Revocation of License of Small Business 
Investment Company, 24557, 75939 
Revocation of Small Business Investment 
Company LIcense, 25401 
Revocations of Licenses, 23639 
Senior Executive Service; Performance Review 
Board Members, 64421 
Small Business Information Security Task Force 
Meeting Minutes, 11307 
Small Business Size Standards: 
Waiver of the Nonmanufacturer Rule, 23640 
Waivers of the Nonmanufacturer Rule, 42157 
Small Business Size Standards; Waiver of the 
Nonmanufacturer Rule, 32257 
Small Business Size Standards; Waivers of 
Nonmanufacturer Rule: 
GEN II and GEN III Image Intensifier Tubes, 
27372 
Small Business Size Standards, Waiver of the 
Nonmanufacturer Rule; Correction, 35263 
State Trade and Export Promotion (STEP) Grant 
Program, 10082 
State Trade and Export Promotion Pilot Grant 
Program, 19174 


Surrender of License of Small Business 
Investment Company, 56864, 59480 
Imprimis SB, L.P., 56864 
Surrender of Licenses of Small Business 
Investment Companies, 8802 
Pacific Northwest Partners, L. P., 37167 
Surrenders: 
Bancshares Capital, L.P., 2432 
Surrenders of Licenses of Small Business 
Investment Companies, 2189 
Toucan Capital Fund II, 1658 
Social Security Administration 
RULES 
Direct Fee Payment Rules; Revisions, 45184 
Electronic Substitutions, 41685 
Eliminating Decision Review Board, 24802 
Endocrine Disorders; Medical Criteria Revision, 
19692 
Garnishment of Accounts Containing Federal 
Benefit Payments, 39 
Major Life-Changing Events Affecting Income- 
Related Monthly Adjustment Amounts to 
Medicare Part B Premiums, 38552 
Neurological Listing Cross-Reference; Technical 
Correction, 16531 
Procedures for Certain Determinations and 
Decisions; Amendments, 65366 
Protecting the Public and Our Employees in Our 
Hearing Process, 13506 
Protecting the Public and Our Personnel to Ensure 
Operational Effectiveness, 54700 
Requiring Use of Electronic Services by Certain 
Claimant Representatives, 56107 
Rules of Conduct and Standards of Responsibility 
for Representatives, 80241 
Sunset Date for Attorney Advisor Program; 
Extension, 18383 
Supplemental Security Income for Aged, Blind, 
and Disabled: 
Dedicated Accounts and Installment Payments 
for Certain Past-Due SSI Benefits, 446 
Treasury Offset Program: 
Delinquent Debts Recovery, 65107 
PROPOSED RULES 
Compassionate Allowances for Autoimmune 
Disease; Hearing, 13111 
Expedited Vocational Assessment under Sequential 
Evaluation Process, 56357 
How We Collect and Consider Evidence of 
Disability, 20282 
Retrospective Review under E.0. 3563, 31892 
Revised Medical Criteria for Evaluating 
Congenital Disorders That Affect Multiple 
Body Systems, 66006 
Treasury Offset Program: 
Recovery of Delinquent Debts, 11402 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 205, 
817, 3688, 4407, 5233, 8394, 11835, 12208, 
14441, 15027, 16847, 16849, 17977, 18290, 
19175, 23640, 28297, 30749, 35067, 38448, 
41320, 43368, 45902, 48200, 52043, 53703, 
55999, 59180, 65315, 68805, 71105, 72994, 
74838, 78068 
Emergency Clearance Request, 17978 
Agency Self-Evaluation under Section 504 of the 
Rehabilitation Act of 1973: 
Accessibility for Individuals With Disabilities, 
65768 
Charter Renewals: 
Occupational Information Development 
Advisory Panel, 2189 
Consent Based Social Security Number 
Verification Service: 
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Gulf Opportunity Pilot Loan Program, 60960 
Hearings: 


Revised Transaction Fee, 60112 
Cost-of-Living Increase and Other Determinations 
for 2012, 66111 
Employment Network Report Card, 76475 
Finding Regarding Foreign Social Insurance or 
Pension System - Bulgaria, 50283 
Findings Regarding Foreign Social Insurance or 
Pension Systems: 
St. Vincent and the Grenadines, 29811 
Meetings: 
Accessibility Committee of the Federal Chief 
Information Officers Council, 30227 
Accessibility Committee of the Federal CIO 
Council; Improving the Accessibility of 
Government Information, 8802 
Agency Self-Evaluation; Public Forums on 
Accessibility for Individuals with 
Disabilities, 46350 
Future Systems Technology Advisory Panel, 
4146, 27143 
Occupational Information Development 
Advisory Panel, 21786, 40768, 53993, 
70804 
Privacy Act; Computer Matching Program, 5235, 
71417 
Privacy Act; Systems of Records, 12397, 12398, 
21091 
Privacy Act; Systems of Records, 24557 
Procedures for Handling Requests to File 
Subsequent Applications for Disability 
Benefits, 45309 
Rate for Assessment on Direct Payment Fees to 
Representatives in 2012, 81003 
Rescission of Social Security Ruling 97-2p, 65558 
Senior Executive Service Performance Review 
Board Memberships, 58559 
Service Contract Inventory and Corresponding 
Point of Contact Information: 
Section 703 of Division C of the Fiscal Year 
(FY) 2010 Consolidated Appropriations 
Act, 4408 
Social Security Rulings, SSR 91-1c and SSR 66- 
18c; Rescission of Social Security Rulings 
(SSR) 66-18c and SSR 91-1c, 68243 
Titles II and XVI - Documenting and Evaluating 
Disability in Young Adults, 56263 


Southeastern Power Administration 


NOTICES 
Cumberland System of Projects, 12354, 29235 
Proposed Rate Adjustments: 

Jim Woodruff Project, 349 


Southwestern Power Administration 


NOTICES 


Integrated System Power Rates, 48159 
Correction, 50726 


State Department 
RULES 
Acquisition Regulations: 
Foreign Nationals and Third Country Nationals, 
30264 
Indentification Standards for Federal Employees 
and Contractors, 20249 
Exchange Visitor Program, 33993 
Exchange Visitor Program Services; Fees and 
Charges, 10498 
Fees and Charges, 17027 
Summer Work Travel, 23177 
International Traffic in Arms Regulations: 
Dual Nationals and Third-Country Nationals 
Employed by End-Users, 28174 
Electronic Payment of Registration Fees, 45195 


Schedule of Fees for Consular Services, 76032 
Visas: 


Visas; Documentation of Nonimmigrants, 23477 
PROPOSED RULES 
Defense Trade Cooperation Treaties; 


international! Traffic in Arms Regulations: 


International Traffic in Arms Regulations; Defense 


Munitions List: 


Privacy Act; State-78, Risk Analysis and 


Retrospective Review under E.O. 3563, 13931 
NOTICES 
Additional Designation of Four Entities Pursuant 


Advisory Committee on International Economic 


Advisory Committee on the Secretary of State’s 


Agency Information Collection Activities; 


Electronic Payment of Registration Fees; 
Amendments, 76035 

Filing, Retention, Return of Export Licenses and 
Export Information; Amendment, 8311 

Libya; Amendments, 30001 

Libya and UNSCR, 009, 68313 

Sudan; Amendment, 69612 

Updates to Country Policies, and Other 

Changes, 47990 


Immigration and Nationality Act; Immigrant 
Documentation, 67361 


Implementation, 72246 


Brokering Activities, Registration, Licensing, 
etc., 78578 

Electronic Payment of Registration Fees; 
Amendment, 10291 

Electronic Payment of Registration Fees; 
Correction, 16588 

Export of Chemical Agent Protective Gear; 
Exemption Amendment, 16353 

Filing, Retention, and Return of Export Licenses 
and Filing of Export Information, 41440 

International Import Certificate, 41438 

Replacement Parts/Components and 
Incorporated Articles; Amendment, 13928 

United States Munitions List; Category VI; 
Amendments, 80302 

United States Munitions List; Category VIII, 
68694 

United States Munitions List; Category XX; 
Revision, 80305 


Services, 20590 


Category VII; Revision, 76100 
Category XIX; Gas Turbine Engines; 
Establishment, 76097 


Management Records, 76103 


to Executive Order, 3382, 73758 
Policy; Renewal, 17180 


Strategic Dialogue with Civil Society; 
Establishment, 22160 


Proposals, Submissions, and Approvals, 
13255, 13443, 22939, 25733, 38450, 43742, 
56271, 64421, 65317, 71107 
Advance Notification Form; Tourist and Other 
Non-Governmental Activities in Antarctic 
Treaty Area, 72022 
Affidavit of Relationship, 70804 
Affidavit Regarding Change of Name, 3690, 
24080 


Application for Immigrant Visa and Alien 
Registration, 61776 

Biographical Questionnaire for U.S. Passport, 
10421 

Birth Affidavit, 3690, 24081 

Brokering Prior Approval (License), Annual 
Brokering Report, 11837 

Certificate of Eligibility for Exchange Visitor 
(J-1) Status, 2190, 24956 


Department of State Acquisition Regulation, 
81554 
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DS-5513, Supplemental Questionnaire to 
Determine Entitlement for U.S. Passport, 
67529 

DS-5520, Supplemental Questionnaire to 
Determine Identity for U.S. Passport, 
67528 

DS-71, Affidavit of Identifying Witness, 75599 

ECA Sports and Culture Evaluation Surveys, 
33395 

Exchange Visitor Program Annual Report, 8304, 
77581 

Export Declaration of Defense Technical Data 
or Services, 5236, 23641 

Foreign Service Officer Test Registration Form, 
17734 

Form DS-1998E, Foreign Service Officer Test 
Registration, 4408 

J-1 Visa Waiver Recommendation Application, 
10084, 35506 

Language Learning Survey Questions, 54283 

Medical Examination Forms for Immigrant or 
Refugee Applicants, 27373 

Mentor Protege Program Application, 1658 

NEA/PI Online Performance Reporting System, 
16850, 34122 

Nonimmigrant Visa Application, 20070 

Overseas Schools - Grant Request Automated 
Submissions Program, 10421, 39465 

Passport Demand Forecasting Study Phase III, 
33398, 53704 

Performance Measurement, Evaluation and 
Public Diplomacy Program Surveys, 18615 
Pre-Assignment for Overseas Duty, 28499 
Pre-Assignment for Overseas Duty for Non 
Foreign Service Personnel, 14442 
Refugee Biographic Data, 849 
RPPR Public Diplomacy Surveys, 32008 
Special Immigrant Visa Biodata, 81554 
Sponsored Academic Exchange Program 
Application, 58074 
Sports and Culture Evaluation BTL Survey, 
16033 

Sports and Culture Evaluation Envoys Survey, 
16029 

Sports and Culture Evaluation IVLP Survey, 
16033 

Sports and Culture Evaluation TWP Survey, 
16032 

Sports and Culture Evaluation Kennedy Center 
Mentor Survey, 16030 

Sports and Culture Evaluation Kennedy Center 
Visitors Survey, 16031 

Sports and Culture Evaluation Sports Surveys, 
16031 

Standard Terms and Conditions for Domestic 
Federal Assistance Awards at the 
Department of State, 64162 

Statement of Non-Receipt of a Passport, 75598 

Summer Work Travel Job Placement 
Verification Form, 72996 

Supplemental Nonimmigrant Visa Application, 
10082 

Supplemental Nonimmigrant Visa Form, 62494 

Technology Security/Clearance Plans, Screening 
Records, and Non-Disclosure Agreements, 
27741, 45645 

Tourist and Other Non-Governmental Activities 
in Antarctic Treaty Area, 33397 

Training Registration (For Non-U.S. 
Government Persons), 22744 

U.S. National Commission for ''NESCO Laura 
W. Bush Traveling Fellowship, 10083, 
39967 

Vendor Application for OFM Web site Account; 

Foreign Mission Emergency Afterhours 

Contact, etc., 18614 
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Youth and Leadership Survey Questions, 39966 
Applications: 
Presidential Permit to Construct, Operate and 
Maintain Pipeline Facilities on United 
States Border, 1659 
Applications for Presidential Permits: 
Calexico West Land Port of Entry, 19825 
Operation and Maintenance of Pipeline 
Facilities on United States Border, 620 
Assistance to Autonomous Government of 
Southern Sudan and U.S. Contribution to 
Global Fund to Fight AIDS, Tuberculosis and 
Malaria, 82346 
Assistance to Southern Sudan and Contribution 
to the Global Fund to Fight AIDS, 
Tuberculosis and Malaria, Fiscal Year 2009, 
35507, 35507 
Assistance to St. Kitts and Nevis, 79751 
Bureau of Educational and Cultural Affairs (ECA) 
Request for Grant Proposals: 


FY2012 Humphrey Fellowship Program, 2432 
Bureau of Educational and Cultural Affairs 


Program Grant Modifications, 77581 
Bureau of Educational and Cultural Affairs 
Request for Grant Proposals: 
Access Teacher Development Online Program, 
27149 
American Music Abroad, 13256 
English Language Fellow Program for 
Academic Year 2012-2013, 27143 
Global Connections and Exchange Program, 
14712 
Global Connections and Exchange Program; 
U.S.-Russia Virtual Science Challenge for 
Youth, 39967 
International Sports Programming Initiative, 
78072 
National Security Language Initiative for Youth, 
4978 
One Beat, 14737 
Open Competition for Professional Exchange 
Programs, 14725 
Professional Exchanges Congress, 14719 
Serbia and Montenegro, 60576 
Study of the United States Institutes for Student 
Leaders on U.S. History and Government, 
71425 
Study of U.S. Institutes for Women Student 
Leaders on Women’s Leadership, 68250 
Teacher Exchange Program, 27156 
The Future Leaders Exchange Program; Host 
Family and School Placement and 
Monitoring, 66769 
U.S. Pavilion at International Exposition Yeosu 
Korea 2012, Design, Development, 
Installation, Operation, and Final 
Disposition, 3691 
Young Turkey/Young America; A New 
Relationship for a New Age, 25740 
Youth Leadership Program, 25734 
Youth Leadership Program; TechGirls, 68243 
Youth Leadership Programs with South Asia 
(Nepal, Sri Lanka, and the Maldives) and 
with Azerbaijan, 14705 
Youth Leadership Program with Algeria, 71418 
Bureau of Political-Military Affairs: 


the Capture of Sea Turtles in Shrimp 
Fisheries, 32010 
Certification Related to Aerial Eradication in 
Colombia, 53165 
Certification Related to Guatemalan Armed Forces 
under Section 7045(D) of Department of 
State, Foreign Operations, etc., 64991 
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Certification Related to the Khmer Rouge 
Tribunal, 50808 
Certifications: 

Foreign Military Financing, and International 
Military Education and Training; 
Guatemala, 6509 

Charter Renewal: 

Advisory Committee on Historical Diplomatic 

Documentation, 13444 
Charter Renewals: 

Advisory Committee for Study of Eastern 
Europe and Independent States of Former 
Soviet Union, 26791 

Industry Advisory Panel, 79751 

Committee Renewals: 
Committee to U.S. Section of Inter-American 
Tropical Tuna Commission, 67790 
Comprehensive Environmental Evaluations: 
Antarctic Activities, 849 
Continuation of Waiver Authority, 30421, 37167 
Culturally Significant Object Imported for 
Exhibition Determinations: 

Ancestors of the Lake; Art from Lake Sentani 
and Humboldt Bay, 20802 

Determinations; ‘‘Titian’s Woman in a Blue 
Dress ‘La Bella’ ’’, 39974 

Gentile Bellini; Portrait of Caterina Cornaro, 
Queen of Cyprus, 4986 

King Amenemhet II, 38452 

La Surprise, 67017 

Portrait of a Man, 30228 

The Capitoline Venus, 20802 

Turkish Taste at the Court of Marie-Antoinette, 
30751 

Culturally Significant Objects Imported for 
Exhibition Determinations: 

5, Years of Chinese Jade Featuring Selections 
from National Museum of History, etc.; 
Correction, 45646, 52378 

Gallery, Smithsonian Institution, 

Adapting the Eye: An Archive of the British 
in India, 1770-1830, 56491 

Alina Szapocznikow; Sculpture Undone, 1955, 
82346 


Ancient Egypt - Art and Magic; Treasures from 


the Foundation Gandur pour L’ Art, 
Geneva, Switzerland, 73759 


Anglo-Saxon Hoard; Gold from England’s Dark 


Ages, 63701 

Antico; The Golden Age of Renaissance 
Bronzes, 56492 

Aphrodite and Gods of Love, 63702 

Art in Cameroon; Sculptural Dialogues, 1660 

Assorted Greek and Roman Objects, 14115 

Bali; Art, Ritual, Performance, 4987 

Beauty and Belief — Crossing Bridges with 
the Arts of Islamic Culture, 77582 

Before Pyramids, Origins of Egyptian 
Civilization, 15358 

Birth of Modem; Style and Identity in Vienna, 
900, 6650 

Boris Mikhailov; Case History, 18291 

Bust of Ptolemaic Queen, 10936 

Caravaggio and His Followers in Rome, 56864 

Cervera Bible, 58075 

Cezanne’s Card Players, 2439 


“‘Charlotte Salomon: Life? Or Theatre?’’, 12786 


Cindy Sherman, 77582 

Civic Pride; Group Portraits From Amsterdam, 
77299 

Contested Visions in Spanish Colonial World, 
59767 

Cross References, 14115 

Dead Sea Scrolls; Life and Faith in Biblical 
Times, 63341 

Degas and the Nude, 56865 


De Kooning; Retrospective, 44977 

Determinations; ‘‘Warhol, The Headlines’’, 
39974 

Diego Rivera; Murals for Museum of Modern 
Art, 63701 

‘‘Double Sexus’’, 12786 

Gabriel Metsu, 1629 - 1667, 10936 

Gabriel von Max: Be-Tailed Cousins and 
Phantasms of the Soul, 36166 

Heinrich Kuhn, 6650 

Heroic Africans - Legendary Leaders, Iconic 
Sculptures, 44976 

Hilda With Bluebells, 78716 

Impressionism; Masterworks on Paper, 59182 

In Wonderland; Surrealist Adventures of 
Women Artists in Mexico and United 
States, 73759 

Johan Zoffany RA; Society Observed, 63701 

Kings, Queens, and Courtiers; Art in Early 
Renaissance France, 2438 

Lee Ufan; Marking Infinity, 34123 

Light Years; Conceptual Art and Photograph, 
1964, 53524 

Lyonel Feininger - At Edge of World, 33398 

Lyonel Feininger - Photographs, 1928, 42158 

Maharaja; The Splendor of India’s Royal 
Courts, 58076 

Marajo; Ancient Ceramics at the Mouth of the 
Amazon, 23642 

Masterpieces of Landscape Painting from the 
Forbidden City, 65558 

Mirror of Buddha; Early Portraits from Tibet, 
53524 

Modern Antiquity - Picasso, de Chirico, Leger, 
and Picabia in Presence of Antique, 52044 

Monet/Lichtenstein; Rouen Cathedrals, 35068 

Mummy; Secrets of the Tomb, 65559 

National Geographic Treasures of Earth, 28121 

Neoclassicism; A Taste for the Antique, 7893 

New Photography 2011; Zhang Dali, Moyra 
Davey, George Georgiou, Deana Lawson, 
Doug Rickard, Viviane Sassen, 53993 

Nobility and Virtue; Masterpieces of Ming 
Loyalist Art from Chih Lo Lou Collection, 
44977 

Nordkapp, 81004 

Once Upon Many Times; Legends and Myths 
in Himalayan Art, 53524 

Ostalgia, 37392 

Pacific Standard Time, Crosscurrents in L.A. 
Painting and Sculpture, 950-1970, 44394 

Paris; Life and Luxury, 12399 

Pastel Portraits; Images of 18th-Century Europe, 
5236 

Picasso and Braque; The Cubist Experiment, 
28499 

Picasso, Masterpieces from Musee National 
Picasso, Paris, 27742 

Picasso’s Drawings, 1890-1921; Reinventing 
Tradition, 56491 

Pissarros People, 29286 

‘*Poetry in Clay: Korean Buncheong Ceramics 
from the Leeum, Samsung Museum of 
Art’’, 12786 

Prints and the Pursuit of Knowledge in Early 
Modern Europe, 40419 

Projects 95; Runa Islam, 23642 

Projects 96; Haris Epaminonda, 64423 

Reconfiguring African Icon; Odes to Mask by 
Modern and Contemporary Artists from 
Three Continents, 1660 

Rembrandt and Degas; Two Young Artists, 
58075 

Rembrandt and Face of Jesus, 42158 

Rembrandt and His School; Masterworks from 
Frick and Lugt Collections, 2439 
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Directorate of Defense Trade Controls; _ 
Notifications to Congress of Proposed ee 
Commercial Export Licenses, 2941, 20800 
Certification of International Programs to Reduce 
= | 


Richard Serra Drawing, Retrospective, 10936 
Sanja Ivekovic; Sweet Violence, 58074, 58075 
Sarcophagus, 23642 
Seductive Luxury and Innovation; The Furniture 
of Abraham and David Roentgen, 53705 
Seeing Gertrude Stein; Five Stories, 16851 
Shapeshifting; Transformations in Native 
American Art, 68256 
Splendors of Faith/Scars of Conquest; Arts of 
Missions of Northern New Spain, 1600- 
1821, 6650 
The Game of Kings—Medieval Ivory Chessmen 
from the Isle of Lewis, 61472 
The Holocaust, 73760 
The Invention of Glory Afonso V and the 
Pastrana Tapestries, 45646 
The Renaissance Portrait from Donatello to 
Bellini, 70805 
The Steins Collect; Matisse, Picasso, and the 
Parisian Avant-Garde, 18292 
The Steins Collect: Matisse, Picasso, and the 
Parisian Avant-Garde Exhibition; 
Correction, 71616 
Tombs, Temples and Warriors; China’s Imperial 
Legacy, 56491 
Transition to Christianity; Art of Late Antiquity, 
3rd-7th Century AD, 68808 
Treasures from the Hermitage; Russia’s Crown 
Jewels, 4987 
Upside Down Arctic Realities, 5236 
Van Gogh Up Close, 77299 
Woman in Blue, Against Blue Water, by Edvard 
Munch, 81003 
Wonder of the Age: Master Painters of India, 
1100-1900, 51458 
Works of Art Coming to the U.S. for 
Exhibition, 75939 
Byzantium and Islam; Age of Transition (7th- 
9th Century), 60112 
Masters of Venice; Renaissance Paintings of 
Passion and Power from Kunsthistorisches 
Museum, Vienna, 60113 
Cultural Property Requests: 
Government of Republic of Belize, 63985 
Government of Republic of Bulgaria, 63985 
Defense Trade Advisory Group; Membership, 
72745 
Delegation of Authority: 
Deputy Director of U.S. Foreign Assistance to 
the Managing Director of the Office of 
U.S. Foreign Assistance, 29021 
Deputy Secretary for Management and 
Resources to the Deputy Director of U.S. 
Foreign Assistance, 29021 
Delegation of the Authorities of the Assistant 
Secretary of State for Administration to 
William H. Moser, 20433 
Delegations by Deputy Secretary of State: 
Department Representation. on Investment 
Working Group Established by SelectUSA 
Executive Order, 39974 
Delegations of Authority, 70209 
Assistant Secretary of State for Educational and 
Cultural Affairs; Principal Deputy Assistant 
Secretary for Educational! and Cultural 
Affairs, 49525 
Delegations of Duties, Functions, and 
Responsibilities Vested in Director General 
of Foreign Service and Director of Human 
Resources, 78716 
Delegations of Functions and Authorities of under 
Secretary for Public Diplomacy and Public 
Affairs, 43742 
Designations as a Global Terrorist: 
Army of Islam aka Jaish al-Islam aka Jaysh 
al-Islam, 29812 


Designations as Foreign Terrorist Organizations, 
17979 

Army of Islam aka Jaish al-Islam aka Jaysh 
al-Islam, 29812 

The Indian Mujahideen, 58076 

Designations as Global Terrorists: 

Conspiracy of Fire Nuclei, aka as Conspiracy 
of the Nuclei of Fire, etc., 63702 

Ibrahim Awwad Ibrahim Ali al-Badri, aka as 
Dr. Ibrahim Awwad Ibrahim Ali al-Badri, 
etc., 62494 

Jose Antonio Urruticoechea Bengoechea, AKA 
Jose Antonio Urrutikoetxea Bengoetxea, 
AKA Josu Ternera, 78716 

Jurdan Martitegui Lizaso, also known as Jurdan 
Martitegui, etc., 59768 

Qari Hussain and Other Aliases, 3931 

Saleh al-Qarawi, AKA Saleh Al Qarawi, AKA 
Saleh Abudullah Saleh Al Qarawi, etc., 
78717 

Sect of Revolutionaries, 10634 

The Indian Mujahideen, 58076 

Designations as Specially Designated Global 
Terrorists: 

Badruddin Haqqani, Also Known As Atiqullah, 
28299 

Mumtaz Dughmush, etc., 52044 

Sangeen Zadran, etc., 52044 

Determination and Certification Under Section 
40A of the Arms Export Control Act, 31390 
Determination and Waiver Relating to Assistance 
for the Independent States of the Former 
Soviet Union, 32388 
Determination Concerning Government of Iraq’s 
Support for Iraq Police Program, 27374 
Determinations: 
Foreign Military Financing for Lebanon, 61472 
Determinations and Certifications: 
Colombian Armed Forces, 61131 
Determinations and Waivers under U.S. 
Leadership Against HIV/AIDS, Tuberculosis, 
and Malaria Act: 

Assistance to Autonomous Government of 
Southern Sudan and U.S. Contribution to 
Global Fund, 82346 

Determinations of Largest Exporting and 
Importing Countries of Certain Precursor 
Chemicals, 27374 

Determinations on Bilateral Assistance Relating to 
the Government of the Russian Federation, 
52731 

Determinations on Impositions and Waivers of 
Sanctions, etc., 52045 

Determinations Pursuant to Foreign Missions Act, 
36612 

Determinations under Foreign Assistance Act to 
Support Near East Regional Democracy, 
27374 

Determinations under Section 602(q) of Foreign 
Assistance Act of 1961 as Amended: 

Assistance to Antigua and Barbuda, 20434 

Determinations Under the Arms Export Control 
Act, 818 

Determinations under the William Wilberforce 
Trafficking Victims Protection 
Reauthorization Act of 2008, 39150, 39150 

Determination to Transfer Title of Selected 
Aircraft to Government of Mexico, 27374 

Determination under the Foreign Assistance Act 
and the Department of State, Foreign 
Operations, and Related Programs 
Appropriations Acts, 65317 

Environmental Assessments; Availability, etc.: 

Proposed Vantage Pipeline Project, 77583 

Environmental Impact Statements; Availability, 
etc. 
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Proposed Keystone XL Project, 55155 

Proposed Keystone XL Project; Public 
Meetings, 53525 

TransCanada Keystone XL Pipeline Project, 
22744 

Establishment of Advisory Committee on 100, 
Strong Initiative, 3694 
Exchange Visitor Program: 

Cap on Current Participant Levels and 
Moratorium on New Sponsor Applications 
for Summer Work Travel Program, 68808 

Exchange Visitor Programs: 
Summer Work Travel Program Sponsor On-Site 
Reviews, 59182 

Extension of Accreditation Agreement with 
Colorado Department of Human Services, 
27164 

Extension of Agreement between United States 
Department of State and Council on 
Accreditation, 42761 

Foreign Operations, and Related Programs 
Appropriations Act ef 2010; Determination 
Related to Serbia, 34123 

FY10 Service Contract Inventory, 399 

Gifts to Federal Employees from Foreign 
Government Sources Reported by Employing 
Agencies in Calendar Year 2009; Correction, 
2009, 2956, 15028 

Grant Proposal Requests, Bureau of Educational 
and Cultural Affairs: 

Youth Leadership and Teacher Professional 
Development Program with Bosnia and 
Herzegovina, 11837 

Grant Proposals; Requests: 

International Visitor Leadership Program 
Assistance Award; Open Competition, 
25748 

Grant Proposals, Requests, Bureau of Educational 
and Cultural Affairs: 

Timor-Leste and South Pacific Scholarship 
Programs, 17979 

Import Restrictions on Pre-Classical and Classical 
Archaeological Objects, etc., From Cyprus, 
76476 

Imposition of Nonproliferation Measures Against 
Foreign Persons, etc., 30986, 81004 

Information Requests: 

2011 Trafficking in Persons Report, 1660 

Intents to Establish Federal Advisory Committees: 

Foreign Affairs Policy Board, 33399 

Intergovernmental Panel on Climate Change 
Special Report Review, 6651 

Javits Report 2012, 58330 

Lifting of Sanctions on Person Associated with 
A.Q. Khan Nuclear Procurement Network, 
42159 

Meetings: 

Advisory Committee for Study of Eastern 
Europe and Independent States of Former 
Soviet Union, 27375 

Advisory Committee on Historical Diplomatic 
Documentation, 71, 28844, 53165, 71616 

Advisory Committee on International 
Communications and Information Policy, 
28843, 78327 

Advisory Committee on International Economic 
Policy; Cancellation, 4987, 33399, 53165, 
71617, 75599 

Advisory Committee on International Law, 
30229, 72023 

Advisory Committee on International Postal and 
Delivery Services; Cancellation, 15028, 
54829, 59768 

Advisory Committee on Private International 
Law, 6171, 72, 19826, 51119, 56865, 
65318, 77584 


State 


Advisory Committee on the Secretary of State’s 
Strategic Dialogue with Civil Society, 
77585 

Advisory Panel to the U.S. Section of the North 
Pacific Anadromous Fish Commission, 
60581 

Agenda of Environmental Affairs Council of 
Dominican Republic Central America 
United States Free Trade Agreement, 2439 

Cultural Property Advisory Committee, 6171, 
32010, 63985, 76476 

Defense Trade Advisory Group, 16652, 66775 

Foreign Affairs Policy Board, 72236 

FY 2012 Refugee Admissions Program, 19176 

Industry Advisory Panel, 19826 

Industry Advisory Panel of Bureau of Overseas 
Buildings Operations, 62892 

International Council on Women’s Business 
Leadership, 81005 

International Joint Commission Hearings, 
Binational Management of Lake of the 
Woods and Rainy River Watershed, 45311 

International Security Advisory Board, 36167, 
58076, 81005 

International Telecommunication Advisory 
Committee, 1663, 18292, 48939, 58332 

Overseas Schools Advisory Council, 30228, 
78079 

Overseas Security Advisory Council, 4987, 
26334, 65318 

Partner Vetting System Pilot Program, 50715 

President’s Emergency Plan for AIDS Relief 
Scientific Advisory Board, 52731 

Proposed Keystone XL Project; Midwest City, 
OK; Correction, 55157 

Proposed Keystone XL Project; Washington 
D.C., 55157 

Shipping Coordinating Committee, 12787, 
19176, 30229, 36613, 44977, 58330, 
70529, 82026, 82027 

Study Group on the Hague Convention on 
Choice of Court Agreements, 26333 

The 100, Strong Initiative Federal Advisory 
Committee, 23642, 65318 

U.S. Advisory Commission on Public 
Diplomacy, 23352, 36612, 55722, 66345 

U.S. National Commission for UNESCO, 4742, 
67529 

U.S. National Commission for UNESCO; 
Closed and Open Session, 11843 

United States-Peru Environmental Affairs 
Council, Environmental Cooperation 
Commission, et al., 21786 

Advisory Committee on Secretary of State’s 
Strategic Dialogue with Civil Society, 
60113 

Memorandum of Understanding Between 
Governments of United States of America 
and Republic of Peru: 

Imposition of Import Restrictions on 
Archaeological Material From Pre-Hispanic 
Cultures, etc., 76477 

Memorandum of Understanding With the 
Government of the Republic of Bolivia; 
Extension, 32011 

Notifications to Congress of Proposed Commercial 
Export Licenses, 21787 

Pérformance Review Board Members, 7623, 
62893 

Persons on Whom Sanctions Have Been Imposed 
Under the Iran Sanctions Act of 1996, 56866 

Presidential Permits: 

Border Crossing San Ysidro at the International 
Boundary Between the U.S. and Mexico, 
29812 

Presidential Permits Authorizing Expansion, 
Renovation, Operation, and Maintenance of 
Commercial and Pedesirian Border Crossings: 
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Nogales-Mariposa, Vicinity of Nogales, AZ, 
International Boundary between United 
States and Mexico, 8395 

Privacy Act; Systems of Records, 39466, 52378, 
61132, 76215 

Proposed Commercial Export Licenses, 30751, 
40768, 58332 

Proposed Commercial Export Licenses; 
Congressional Notification, 78958 

Registration for the Diversity Immigrant Visa 
Program, 62134 

Reintegration of Former Members of Foreign 
Terrorist Organizations: 

Certification for Use of Fiscal Year 2011 
Economic Support Funds, 58077 

Reports Commissioned by Department of Energy; 
Availability, etc.: 

Keystone XL Assessment Regarding Proposed 

TransCanada Keystone XL Project, 8396 
Request for Grant Proposals: 

Summer Institutes for European Student 
Leaders, 6172 

Youth Leadership Program with Sub-Saharan 
Africa, 10422 

Request for Information for the 2012 Trafficking 
in Persons Report, 82028 
Requests for Grant Proposals: 

Empowering Women and Girls Through Sports, 
76802 

Global Undergraduate Exchange Program in 
Serbia and Montenegro; Amendment, 
63341 

Requests for Grant Proposals; Funding 
Opportunities, etc.: 

Future Leaders Exchange Program (FLEX), 

Organizational Component, 25755 
Specially Designated Global Terrorist: 

Caucasus Emirate aka Imarat Kavkaz aka Imirat 
Kavkaz aka Islamic Emirate of the 
Caucasus, 30987 

Specially Designated Global Terrorists: 

Ibrahim Hassan Tali al-Asiri, 17735 

Ibrahim Suleiman Hamad al-Hablain also 
known as Abu Jabal, Abu-Jabal, Barahim 
Suliman H. Al Hblian, 73760 

Imad Fa’iz Mughniyah, also known as Imad 
Fayiz Mughniyah, 73760 

Jose Ignacio Reta de Frutos, 16652 

Mali Khan also known as Madi Khan, 69318 

Miguel de Garikoitz Aspiazu Rubina, 16652 

Muhammad Hisham Muhammad Ismail Abu 
Ghazala, etc., 58853 

Othman al-Ghamdi, etc., 35938 

Shamil Salmanovich Basayev; Revocation, 
69318 

Statutory Debarment and Reinstatement of BAE 
Systems plc, 29814 

Statutory Debarment under the Arms Export 
Control Act and the International Traffic in 
Arms Regulations; Correction, 70805 

Termination of Chemical and Biological Weapons 
Proliferation Sanctions Against a Foreign 
Person, 68809 

U.S. Advisory Panel to U.S. Section of North 
Pacific Anadromous Fish Commission; 
Charter Renewal, 46889 

Waiver of Restriction on Assistance to Arab 
Republic of Egypt, 31673 

Waiver of Restriction on Assistance to Central 
Government of Tajikistan, 32388, 33399 

Waiver of Restriction on Assistance to Lebanon, 
50535 

Waiver of Restriction on Assistance to Royal 
Government of Cambodia, 33019 

Waiver of Restriction on Assistance to the Central 
Government of Uzbekistan, 36167, 39470 


Waivers of Restriction on Assistance: 
Central Government of Angola, 61134 
Central Government of Cameroon, 61134 
Central Government of Central African 
Republic, 61134 
Central Government of Chad, 61134 
Central Government of C[ocirc]te d’Ivoire, 
61135 
Central Government of Democratic Republic of 
Congo, 61134 
Central Government of Ethiopia, 61134 
Central Government of Gabon, 61135 
Central Government of Guinea, 61133 
Central Government of Guinea-Bissau, 61133 
Central Government of Niger, 61133 
Central Government of The Gambia, 61133 
Central Government of the Kingdom of 
Swaziland, 61135 
Transitional Federal Government of Somalia, 
61135 
Waivers of Restrictions on Assistance: 
Central Government of Kyrgyzstan, 43369 
Central Government of Turkmenistan, 43369 
Waivers of Restrictions on Assistance to Central 
Government of Nicaragua, 44648 
Bureau of Educational and Cultural Affairs 
Request for Grant Proposals: 
American Film Showcase; Contemporary: Voices 
in Documentary and Fiction Film, 22429 
Community Solutions Program, 22437 
Privacy Act; Systems of Records, 22444 


State Justice Institute 


NOTICES 
Grant Guideline for Fiscal Year 2012, 62568 


Statistical Reporting Service 
See National Agricultural Statistics Service 


Substance Abuse and Mental Health 
Services Administration 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2402, 
2698, 5391, 5598, 32, 9033, 12126, 12980, 
17142, 17931, 18567, 19106, 19380, 19999, 
24500, 25359, 25361, 26737, 28238, 31968, 
33323, 33324, 33771, 35000, 35454, 36135, 
37134, 43695, 44340, 44341, 44942, 51044, 
51045, 51046, 53138, 53913, 53915, 53916, 
61107, 61108, 71351 
Current List of Laboratories and Instrumented 
Initial Testing Facilities Which Meet 
Minimum Standards to Engage in Urine Drug 
Testing for Federal Agencies, 68201 
Fiscal Year 2011 Funding Opportunities, 48173 
Intent to Award Single Source Grant to 
Education Development Resource Center, 
Inc., Newton, MA, 44343 
Intent to Award Single Source Grant to 
Link2Health Solutions, Inc., 44344 
Intent to Award Single Source Supplement to 
National Center for Child Traumatic Stress, 
44343 
Fiscal Year 2011 Funding Opportunity, 47596, 
56207 
Funding Opportunities; Fiscal Year 2011: 
Intent to Award Single Source Grant to National 
Association of State Alcohol and Drug 
Abuse Directors, 46308 
Laboratories and Facilities that Meet Minimum 
Standards to Engage in Urine Drug Testing 
for Federal Agencies, 31969, 46309 
Laboratories and Instrumented Initial Testing 
Facilities which Meet Minimum Standards to 
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Engage in Urine Drug Testing for Federal 
Agencies, 6147, 54477 
Current List, 161 

Laboratories and Testing Facilities Which Meet 
Minimum Standards for Urine Drug Testing, 
11802, 61110 

List of Facilities Which Meet Minimum Standards 
To Engage in Urine Drug Testing for Federal Technical Evaluation Surveys, 607 
Agencies, 75889 Environmental Impact Statements; Availability, 

List of Laboratories and Instrumented Initial ete.: 
Testing Facilities Which Meet Minimum Petitions to Designate Lands Unsuitable for 
Standards to Engage in Urine Drug Testing Mining and to Prepare Petition Evaluation 
tor Federal Agencies, 40924 Document, 6825 


Mandatory Guidelines for Federal Workplace Dru; 
RULES 


Uso of the: Phaid for Deng 
: Testing, 34086 Policy Statement on Grant Stamp Procedure in 
Meetings, 13198 Routine Director Orders, 70664 
Advisory Committee for Women’s Services, Regulations Governing Fees for Services, 39788 
Regulations Governing Fees for Services; 


34231, 37822 
Center for Substance Abuse Prevention, 20994, Licensing and Related Services: Update 
46628 


50236, 59710 
Drug Testing Advisory Board, 36557 Solid Waste Rail Transfer Facilities, 16538 
PROPOSED RULES 


National Advisory Councils, 46310 
National Advisory Councils; Correction, 48874 

Amtrak Emergency Routing Orders, 766 
Fees for Services, 527 


Memorandum of Agreement: 
Indian Alcohol and Substance Abuse, 47597 : : 
Testing Facilities Which Meet Minimum Standards sang — Act and Railroad Rights- 
To Engage in Urine Drug Testing for Federal owes 
postin 24501 ad ad Positive Train Control; Reporting Requirements, 
Agency Information Collection. Activities; 
, Submissi pay i Positive Train Control Expenses and Investments; 
Reporting Requirements, 63582 
ee , Reducing Regulatory Burden; Retrospective 
Statement of Organization, Functions, and : 
Delegations of Authority, 65519 Review under E.O. 3563, 63276 


Safety Systems: 
Surface Mining Reclamation and - 


NOTICES 
Enforcement Office 2010 Railroad Cost of Capital, 10430 
RULES 


2010 Tax Information for Use in the Revenue 
Shortfall Allocation Method, 40448 

Alabama Regulatory Program, 642, 30008 

Kentucky Regulatory Program: 


Abandonment and Discontinuance of Service 
Exemptions: 

Disposal of Coal Mine Waste; Amendment, 

12849 


Boston and Maine Corp.; Springfield Terminal 
Louisiana Regulatory Program: 


Railway Co., Middlesex County, MA, 
Abandoned Mine Land Reclamation Plan, 


55161 
roma Union Pacific Railroad Co. in Lafourche Parish, 
Montana Regulatory Program, 30010 


LA;. Louisiana & Delta Railroad, Inc. in 
Surface Coal Mining and Reclamation 


Lafourche Parish, LA, 70534 
Abandonment and Discontinuance of Trackage 
Operations; Amendment, 12857 Rights Exemptions: 
West Virginia Regulatory Program, 37996, 41411 Union Pacific Railroad Co., Benton County, 
Wyoming Regulatory Program, 34816 OR, 34141 
PROPOSED RULES Abandonment Exemption: _ 
Alabama Regulatory Program, 700 Wisconsin Central, Ltd—in Marathon County, 
Alaska Regulatory Program, 67635 Wis., 12222 
Arkansas Regulatory Program and Abandoned 
Mine Land Reclamation Plan, 76104 


Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 6631, 
7880, 17150, 19382, 23835, 27346, 28454, 
28455, 36574, 36575, 37375, 37829, 44357, 
45849, 46840, 54788, 55944, 59424, 64972, 
64973, 66323, 66962, 66963, 66964, 70753, 
72972, 79213 


CSX Transportation, Inc., Beaver County, PA, 
Inc., Erie County, N.Y., 

CR Inc., Hardin County, OH, 
CSX Transportation, Inc., Miami-Dade County, 


CSX Transportation, Inc, Monroe County, AL, 
70223 

Duluth, Missabe and Iron Range Railway Co., 
St. Louis County, MN, 35068 

Grenada Railway, LLC, Grenada, Montgomery, 
Carroll, Holmes, Yazoo and Madison 
Counties, MS, 69797 

Grenada Railway, LLC in Grenada, 
Montgomery, Carroll, Holmes, Yazoo and 
Madison Counties, MS, 62497 

Lassen Valley Railway, LLC, Washoe County, 
NV and Lassen County, CA, 27173 

Michigan Air-Line Railway Co., Oakland 
County, MI, 402, 43743 

Mississippi and Skuna Valley Railroad, LLC, 
Yalobusha and Calhoun Counties, MS, 
68830 

Montreal, Maine and Atlantic Railway, Ltd. 
Aroostook County, ME, 21425 

Norfolk Southern Railway Co. in Marietta, 
Lancaster County, PA, 82348 

Union Pacific Railroad Co., Freeborn County, 
MN, 36617 

Union Pacific Railroad Co., Lafayette County, 
Mo., 634 

Union Pacific Railroad Co., Riverside and San 
Bernardino Counties, CA, 16474 

Union Pacific Railroad Co., Wright County, IA, 
1211, 1212 

Western Kentucky Railway, LLC, in Webster, 
Union, Caldwell and Crittenden Counties, 
KY, 3696 

Wiregrass Central Railway, LLC in Coffee 
County, Ala, 73776 

Wisconsin Central Ltd., Fond Du Lac County, 
WI, 78974 

Abandonment Exemptions; Discontinuance of 
Service Exemptions: 

Carrollton Railroad; CSX Transportation, Inc., 
Carroll County, KY, 64992 

Pittsburgh and West Virginia Railroad and 
Wheeling and Lake Erie Railway Co., 
Allegheny County, PA, 55471 

Union Pacific Railroad Co., lowa Interstate 
Railroad, Ltd.; Pottawattamie County, IA, 
64425 

Acquisition and Operation Exemptions: 


Abandonment Exemptions: 
Alabama and Florida Railway Co., Inc., Geneva, 
Colorado Regulatory Program, 36039, 76109 
Indiana Regulatory Program, 40649 
Iowa Regulatory Program, 64043 
Kentucky Regulatory Program, 50436 
Maryland Regulatory Program, 5103 
Maryland Regulatory Program; Extension, 13112 
Montana Regulatory Program, 64045, 64047, 
76111 
New Mexico Regulatory Program, 4266 
Oklahoma Regulatory Program, 23522 
Pennsylvania Regulatory Program, 6587, 16714, 
18467, 64048 
Coal Extraction, etc.; Exemption, 12920 
Texas Regulatory Program, 50708 
West Virginia Regulatory Program, 6589, 67637 
Wyoming Regulatory Program, 36040, 80310 
NOTICES 
Action Subject to Intergovernmental Review, 
78312 


Coffee and Covington Counties, AL, 48941 

Alabama Great Southern Railroad Co., Saint 
Bernard Parish, LA, 19523 

BNSF Railway Co., Boulder County, CO, 
59770 

BNSF Railway Co. in Rolette and Towner 
Counties, ND, 2445 

BNSF Railway Co., Los Angeles County, CA, 
35946 

BNSF Railway Co., Stearns County, MN, 634 

BNSF Railway Co., Washington County, MN, 
41558 

BNSF Railway Company, Cass County, ND, 
72241 


Caddo Valley Railroad Co., Clark, Pike, and 
Montgomery Counties, AR, 71125 
Caddo Valley Railroad Co., Pike and Clark 

Counties, AR, 71124 
CSX Transportation, Inc., Allegany County, 
MD, 416 
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Alabama and Florida Railway Co., Inc., etc. 
from Mississippi Tennessee Holdings, LLC 
and Mississippi Tennessee Railroad, LLC, 
74116 

Conecuh Valley Railway, LLC and Conecuh 
Valley Railroad Co., Inc., 22746 

Mannheim Armitage Railway, LLC for Certain 
Trackage Rights of J. Emil Anderson and 
Son, Inc. in Melrose Park, Cook County, 
IL, 56004 

Port Rail Link, Inc. for Rail Lines of Union 
Pacific Railroad Co., et al., 75600 

Rocky Mountain Railcar and Repair, Inc. Line 
of Railroad in Tooele County, UT, 21425 

Saratoga and North Creek Railway, LLC and 
Delaware and Hudson Railway Co., Inc., 
31678 

Three Notch Railway, LLC, and Three Notch 
Railroad Co., Inc., 22745 


CSX Transportation, Inc., Oswego County, 
N.Y., 51470 
187 


Surface 


Tyburn Railroad, LLC from Tyburn Railroad 
Co., 50326 
Wiregrass Central Railway, LLC and Wiregrass 
Central Railroad Co., Inc., 22746 
Acquisition Exemptions: 
City of Temple, TX; Georgetown Railroad Co., 
2446 


North Central Iowa Rail Corridor, LLC and 
Union Pacific Railroad Co., 31008 
PPL Susquehanna, LLC, et al., From 
Pennsylvania Department of 
T 


Texas Department of Transportation Line of 
Union Pacific Railroad Co., 37191 

Virginia Port Authority and Norfolk and 
Portsmouth Belt Line Railroad Co., 39978 

Acquisition, Lease and Operation Exemptions: 

Pennsylvania and Southern Railway, LLC from 

CSX Transportation, Inc., 78975 
Acquisition of Control Exemption: 

Genesee and Wyoming Inc.from Arizona 

Eastern Railway Co., 51471, 51472 
Acquisition of Control Exemptions: 

Watco Holdings, Inc. and Watco Transportation 
Services, LLC From Wisconsin and 
Southern Railroad, LLC, 78080 

Acquisitions and Operation Exemptions: 

Carolina Coastal Railway, Inc.; Rocky Mount 
and Western Railroad Co., Inc. d/b/a Nash 
County Railroad, 27173 

Finger Lakes Railway Corp. from CSX 
Transportation, Inc., 62498 

Pennsylvania Northeastern Railroad, LLC; CSX 
Transportation, Inc., 44399 

Acquisitions of Control: 

Student Transportation of America, Inc. for 

Dairyland Buses, Inc., 77888 
Acquisitions of Control Exemptions: 

Patrick D. Broe and ST and E Holdings, Inc.; 
Stockton Terminal and Eastern Railroad 
Co., 41863 

Adverse Abandonments: 
Stewartstown Railroad Co., York County, PA, 
44986 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
60964, 68262, 77312, 82349 

Disclosure of Rail-Interchange Commitments, 
19827 

Qualitative Feedback on Agency Service 
Delivery, 35069 

Waybill Sample, 212 

Applications for Control: 
National Express Acquisition Corp. of 
Control—Petermann Partners, Inc., 67790 
Canexus Chemicals Canada, L.P. v. BNSF 
Railway Co.; Oral Arguments, 35070 
Changes in Operators Exemptions: 

Utah Southern Railroad Co., LLC from Iron 

Bull Railroad Co., LLC, 68523 
Competition in the Railroad Industry, 2748 
Construction and Operation Exemptions: 

Alaska Railroad Corporation; Rail Line 
Extension to Port MacKenzie, AK, 72752 

City of Davenport, IA, Scott County, IA, 19187 

DesertXpress Enterprises, LLC and 
DesertXpress HSR Corp., Victorville, CA, 
and Las Vegas, NV, 66354 

Continuance in Control Applications: 

Adrian and Blissfield Rail Road Co., Charlotte 

Southern Railroad Co., et al., 28847 
Continuance in Control Exemption: 

Watco Holdings, Inc.-Autauga Northern 

Railroad, LLC, 12223 
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Continuance in Control Exemptions: 

American Railroad Group Transportation 
Services, LLC for Coos Bay Railroad 
Operating Co., LLC, 56873 

Arkansas Shortline Railroads, Inc, and Camden 
and Southern Railroad, Inc., 21797 

Genesee and Wyoming Inc., from Hilton and 
Albany Railroad, Inc., 79271 

Gulf and Ohio Railways, Inc., H. Peter Claussen 
and Linda C. Claussen, et al., 13271 

New Brunswick Railway Co.; Maine Northern 
Railway Co.; Montreal, Maine and Atlantic 
Railway, Ltd., 33809 

RailAmerica, Inc., et al., 22747 

San Luis and Rio Grande Railroad and Saratoga 
and North Creek Railway, LLC, 31678 

Continuances in Control Exemptions: 

Arkansas Shortline Railroads, Inc. - North 
Louisiana and Arkansas Railroad, Inc., 
50327 

Regional Rail, LLC; Tyburn Railroad, LLC, 
50326 

Watco Holdings, Inc.; Swan Ranch Railroad, 
LLC, 77889 

Control Exemptions: 

Susquehanna Union Railroad Co.; North Shore 
Railroad Co.; Nittany and Bald Eagle 
Railroad Co. et al., 1666 

Corporate Family Transaction Exemptions: 

Columbia and Cowlitz Railway, LLC, and 
Patriot Woods Railroad, LLC, 13272 

DeQueen and Eastern Railroad, LLC, and 
Texas, Oklahoma and Eastern Railroad, 
LLC, 13271 

Gabriel D. Hall, U.S. Rail New York, LLC 
and U.S. Rail Corp., 1212 

Discontinuance Exemptions: 

Manufacturers Railway Co., St. Louis County, 

MO, 20819, 22166 
Discontinuance of Service: 

BNSF Railway Co. in Iron and Crawford 

Counties, MO, 29030 
Discontinuance of Service Exemptions: 

CSX Transportation, Inc., Pinellas County, FL, 

20087 
Discontinuances of Service Exemptions: 

Minnesota Commercial Railway Co., 
Washington County, MN, 41559 

Norfolk Southern Railway Co., Forsyth County, 
NC, 65319 

Northern Lines Railway, LLC, Stearns County, 
MN, 16475 

Yellowstone Valley Railroad, LLC, Dawson and 
Richland Counties, MT, 37888 

Exemptions: 

Boston and Maine Corp. and Springfield 
Terminal Railway Co., Rockingham, NH, 
60599 

Maine Northern Railway Co., et al., 59482 

Indexing the Annual Operating Revenues of 
Railroads, 52384 
Intra-Corporate Family Merger Exemptions: 

Lake State Railway Co.; Saginaw Bay Southern 
Railway Co., 75601 

Wisconsin Central Ltd., Duluth, Missabe and 
Iron Range Railway Co., and Duluth, 
Winnipeg and Pacific Railway Co., 22748 

Intra-Corporate Family Operation Exemptions: 

Northern Plains Railroad, Inc. and Mohall 

Central Railroad, Inc., 28850 
Lease Amendment Exemptions: 

North Carolina and Virginia Railroad Co., LLC 

and Norfolk Southern Railway Co., 78335 
Lease and Operation Exemption: 

Autauga Northern Railroad, LLC; Norfolk 

Southern Railway Company, 12224 


Lease and Operation Exemptions: 

Austin Western Railroad, LLC and Capital 
Metropolitan Transportation Authority, 
16654 

Carolina Coastal Railway, Inc.; Norfolk 
Southern Railway Co., 6517 

East Penn Railroad, LLC and Norfolk Southern 
Railway Co., 42163 

Hilton and Albany Railroad, Inc. from Norfolk 
Southern Railway Co., 75602 

Midwest Rail d/b/a Toledo, Lake Erie and 
Western Railway; Toledo, Lake Erie and 
Western Railway and Museum, Inc., 63991 

R. J. Corman Railroad Co./Bardstown Line; R. 
J. Corman Railroad Property, LLC, 39156 

Lease Exemptions: 

CSX Transportation, Inc. and Consolidated Rail 

Corp., 39472 
Lease Renewal Exemptions: 

C and NC Railroad, LLC and Norfolk Southern 

Railway Co., 39156 
Leases and Operation Exemptions: 

Camden and Southern Railroad, Inc., Camden 

Area Industrial Development Corp., 22749 
Meetings: 

National Grain Car Council, 53717 

Rail Energy Transportation Advisory 
Committee, 16036, 54291 

Modified Rail Certificates: 

Maine Northern Railway Co., Aroostook and 
Penobscot Counties, ME, 35947 

Montreal, Maine & Atlantic Railway, Ltd., 
Aroostook and Penobscot Counties, ME, 
5648 

Operation Exemption: 

Big Spring Rail System, Inc.; Transport 

Handling Specialists, Inc., 63714 
Operation Exemptions: 

Coos Bay Railroad Operating Co., LLC; Line 
of Railroad owned by Oregon International 
Port of Coos Bay, 56873 

Juniata Valley Railroad Co., and SEDA-COG 
Joint Rail Authority, 13446 

Lycoming Valley Railroad Co., and SEDA- 
COG Joint Rail Authority, 13445 

Nittany Bald and Eagle Railroad Co., and 
SEDA-COG Joint Rail Authority, 13446 

North Shore Railroad Co., and SEDA-COG 
Joint Rail Authority, 13445 

Port of Ivory, LLC, Line of Railroad in Tulare 
County, CA, 15047 

Saratoga and North Creek Railway, LLC for 
Tahawus Line, 70223 

Saratoga and North Creek Railway, LLC, 
Warren County, N.Y., 31679 

Swan Ranch Railroad, LLC Within Swan 
Industrial Park, 77890 

Operations Exemptions: 

Iowa Northern Railway Co., North Central Iowa 

Rail Corridor, LLC, 31009 
Oral Arguments: 
Canexus Chemicals Canada LP v. BNSF 
Railway Co., 82040 
Petitions for Declaratory Order Institute 
Proceedings and Hold Oral Arguments: 
Ag Processing Inc. A Cooperative, 59771 
Petitions for Declaratory Orders: 

American Chemistry Council, et al. v. Alabama 
Gulf Coast Railway; CF Industries, Inc. v. 
Indiana and Ohio Railway et al., 62149 

San Luis & Rio Grande Railroad, 6517 

Union Pacific Railroad Co., 77890 

Western Coal Traffic League, 60965 

Programmatic Agreements: 

Tongue River Railroad Company, Inc., 
Construction and Operation, Western 
Alignment, 5649 
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R. J. Corman Railroad Property, LLC and NC 
Railroad, Inc., 39155 
= | 


Quarterly Rail Cost Adjustment Factor, 16037, 
37191, 59483, 80448 
Railroad Revenue Adequacy; 2010 Determination, 
68830 
Railroad-Shipper Transportation Advisory Council 
Vacancy, 64426 
Released Rates of Motor Common Carriers of 
Household Goods, 5431 
Release of Waybill Data, 2192, 6651, 6842, 73, 
12412, 13447, 24959, 35070, 81557 
Releases of Waybill Data, 82350 
Renewal of National Grain Car Council, 59186 
Renewal of Rail Energy Transportation Advisory 
Committee, 59186 
Senior Executive Service Performance Review 
Board, 46896 
Solicitation of Nominations: 
Rail Energy Transportation Advisory 
Committee, 72752 
Temporary Trackage Rights: 
CSX Transportation, Inc.; Norfolk Southern 
Railway Co., 4152 
Temporary Trackage Rights Exemption: 
Alabama Southern Railroad, LLC; and Norfolk 
Southern Railway Co., 35508 
Temporary Trackage Rights Exemptions: 
BNSF Railway Co.; Union Pacific Railroad Co., 
10430 
Nittany and Bald Eagle Railroad Co., and 
Norfolk Southern Railway Co, 24084 
Union Pacific Railroad Co.; BNSF Railway Co., 
7903 
Union Pacific Railroad Co., and BNSF Railway 
Co., 21426 
Trackage Rights Exemption: 
Chicago, Central & Pacific Railroad Co. from 
Cedar River Railroad Co., 82350 
Elkhart and Western Railroad, Co.; Fulton 
County, LLC, 7239 
Trackage Rights Exemptions: 
Arkansas Midland Railroad Co., Inc. and Caddo 
Valley Railroad Co., 34805 
Atlantic and Western Railway, LP; Norfolk 
Southern Railway Co., 24084 
BNSF Railway Co. - Yellowstone Valley 
Railroad, Inc., 31009 
Consolidated Rail Corp. to Canadian Pacific 
Railway Co., 57798 
CSX Transportation, Inc.; Indiana Rail Road 
Co., 35273 
CSX Transportation, Inc.; Norfolk Southern 
Railway Co., Pennsylvania Northeastern 
Railroad, LLC, and Southeastern 
Pennsylvania Transportation Authority, 
56874 
CSX Transportation, Inc. - Norfolk Southern 
Railway Co., 47645 
CSX Transportation, Inc. to Canadian Pacific 
Railway Co., 57798 
Iowa Northern Railway Co. and Dakota, 
Minnesota & Eastern Railroad Corp., 
31010 
Lake Providence Port Commission and Delta 
Southern Railroad, Inc., 37192 
Maine Northern Railway Co., and Montreal, 
Maine and Atlantic Railway, Ltd., 32265 
Mid-Michigan Railroad, Inc., Texas 
Northeastern Railroad, Line of Texas 
Department of Transportation, 37192 
Montreal, Maine and Atlantic Railway, Ltd. - 
Maine Northern Railway Co., 31010 
Union Pacific Railroad Co.; California Northern 
Railroad Co., 7903 
Trackage Rights Exemptions; Discontinuances: 
Illinois Central Railroad Co.; Madison, Yazoo, 
Holmes, Carroll, Montgomery, Grenada, 


Yalobusha, Tallahatchie, Panola, Tate, and 
Desoto Counties, MS, 64427 
Acquisition and Operation Exemptions: 
Sierra Northern Railway and Union Pacific 
Railroad Co., 22449 
Release of Waybill Data, 22449 


Susquehanna River Basin Commission 


PROPOSED RULES 
Review and Approval of Projects, 41154, 60774 
NOTICES 
Actions Taken at March 10, 2011, Meeting, 18292 
Actions Taken at September 15, 2011 Meeting, 
62142 
Commission Actions, 41855 
Commission Determinations, 24081 
Meetings, 630, 31390, 53021 
Public Hearing and Commission Meeting, 
72023 
Projects Approved for Consumptive Uses of 
Water, 33019, 42159, 53526, 66117 
Projects Approved or Rescinded: 
Consumptive Uses of Water, 21092 
Projects Approved or Rescinded for Consumptive 
Uses of Water, 20802, 50536 


Tennessee Valley Authority 


RULES 
Agency Procedures, 39261 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
19177, 38718, 39150 
Qualitative Feedback on Agency Service 
Delivery, 19826 
Environmental Impact Statements; Availability, 
etc.: 
Integrated Resource Plan, 39470 
Sequoyah Nuclear Plant Units 1 and 2 License 
Renewal, Hamilton County, TN, 55723 
Single Nuclear Unit at the Bellefonte Plant Site, 
Jackson County, AL, 53994 
Meetings: 
Regional Resource Stewardship Council, 17180, 
32258, 59183 
Meetings; Sunshine Act, 72, 20434, 50808, 71108 
Natural Resource Plan: 
Issuance of Record of Decision, 57100 
Permanent Dam Safety Modification at Cherokee, 
Fort Loudoun, Tellico, and Watts Bar Dams, 
Tennessee, 34799 
Power Supply Improvements Putnam-Cumberland, 
TN, 4147 
Privacy Act; Systems of Records, 1862 


Textile Agreements Implementation 
Committee 
See Committee for the Implementation of Textile 
Agreements 


Thrift Supervision Office 
RULES 
Community Reinvestment; CFR Correction, 20490 
PROPOSED RULES 
Dodd-Frank Act: 
Risk-Based Capital Standards; Establishment of 
a Risk-Based Capital Floor, 12611 


| Incentive-Based Compensation Arrangements, 


21170 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 5251, 
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Thrift 


7082, 14460, 24486, 31680, 39474, 39981, 
44987 
Amendment of a Federal Savings Association 
Charter, 20460, 21801 
Amendment of a Savings Associations Bylaws, 
37894 
Amendment of Federal Savings Association 
Charter, 36626 
Application and Termination Notice for 
Municipal Securities Dealer Principal or 
Representative, 20820, 36625 
Application Filing Requirements, 26802, 41331 
Application for Issuance of Subordinated Debt 
Securities, etc., 42767 
Branch Offices, 13272, 27378 
Capital Distribution, 42768 
Electronic Operations, 42768 
Financial Management Policies; Interest Rate 
Risk, 870 
Financial Management Policies—Interest Rate 
Risk, 23646 
General Reporting and Recordkeeping by 
Savings Associations and Savings and 
Loan Holding Companies, 16477 
Identity Theft Red Flags and Address 
Discrepancies under the Fair and Accurate 
Credit Transactions Act of 2003, 2197 
Interagency Charter and Federal Deposit 
Insurance Application, 7630 
Interagency Notice of Change in Control, 7629 
Lending and Investment, 28504, 43385 
Loans in Areas Having Special Flood Hazards, 
37893 
Management Officials Interlocks, 42767 
Minimum Security Devices and Procedures, 
15368, 30243 
Mutual Holding Company, 20458, 36625 
Mutual to Stock Conversion Application, 20459, 
35084 
Recordkeeping and Confirmation Requirements 
for Securities Transactions, 42769 
Request for Service Corporation Activity, 
13273, 27378 
Savings and Loan Holding Company 
Application, 20459, 35085 
Survey of Information Sharing Practices with 
Affiliates, 4750 
Thrift Financial Report, 6191 
Appointment of Receiver: 
United Western Bank, Denver, CO, 5432 
Appointments of Receivers: 
Atlantic Bank & Trust, Charleston, SC, 35086 
Coastal Bank, Cocoa Beach, FL, 28130 
San Luis Trust Bank, FSB, San Luis Obispo, 
CA, 10945 
Superior Bank, Birmingham, AL, 22944 
Approval of Conversion Application: 
Franklin Financial Corp., Inc., Glen Allen, VA, 
636 
Approval of Conversion Applications: 
American Eagle Savings Bank, Boothwyn, PA, 
27753 
Iroquois FS and LA, Watseka, IL, 29334 
Naugatuck Valley Financial Corp., Naugatuck, 
CT, 29334 
Conversion Applications; Approvals: 
Fraternity Federal Savings and Loan 
Association, Baltimore, MD, 407 
Home Federal Savings and Loan Association, 
Ashland, KY, 41864 
Sunshine Financial, Inc., Tallahassee, FL, 10088 
Hiring or Indemnifying Senior Executive Officers 
or Directors, 12418 
Intent to Discontinue Collection of Data to 
Calculate Funds Ratios in Cost of Funds 
Report, 7089 


Thrift 


Meetings: 
OTS Minority Depository Institutions Advisory 
Committee, 7630 

Merger Applications, 37895 

Privacy Act; Systems of Records, 7242, 7243 

Registration of Mortgage Loan Originators, 6185 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
22450 


Toxic Substances and Disease 
Registry Agency 
See Agency for Toxic Substances and Disease 
Registry 


Trade and Development Agency 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
39975, 69318 


Trade Representative, Office of 
United States 


NOTICES 

2010 Annual Generalized System of Preferences 
Review, 67530 

2011 Annual Generalized System of Preferences 
Review; Deadlines For Filing Petitions, 
67531 

2011 Special 301 Out-Of-Cycle Review of 
Notorious Markets: 

Request For Public Comments, 58854 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 

Caribbean Basin Economic Recovery Act and 
the Caribbean Basin Trade Partnership Act, 
48202 

Allocation of Additional Fiscal Year 2011 In- 
Quota Volume for Raw Cane Sugar, 42160 

Annual Review of Courtry Eligibility for Benefits 
Under the African Growth and Opportunity 
Act, 58855 

Compliance with Telecc ications Trade 
Agreements; Request for Comments, 71617 

Countervailing and Anti-Dumping Duties : 

Grain Oriented Flat-rolled Electrical Steel from 
United States: WTO Dispute Settlement 
Proceeding Regarding China, 12400 

Countries Denying Fair Market Opportunities for 
Government-Funded Airport Construction 
Projects, 24082 

Decisions Not To Initiate Investigations: 

Access to German Bar Aptitude Examination, 
25401 

Determinations: 

Trade Surplus in Certain Sugar and Syrup 
Goods and Sugar-Containing Products of 
Chile, et al., 81005 

Determinations Under the African Growth and 
Opportunity Act, 6840 

Dispute Settlement Proceedings: 

China; Certain Measures Affecting Electronic 
Payment Services, 12401 

Eligibility of Cote d’Ivoire, Guinea and Niger for 
Benefits Under the African Growth and 
Opportunity Act, 50284 

Fiscal Year 2011 Allocation of Additional Tariff- 
Rate Quota Volume: 

Raw Cane Sugar, 21418 

Fiscal Year 2012 Tariff-Rate Quota Allocations: 

Raw Cane Sugar, Refined and Specialty Sugar 
and Sugar-Containing Products, 50285 

Generalized System of Preferences: 

Extension of Deadlines for Filing Petitions for 
2011 Annual GSP Product and Country 
Practices Review, 76477 


Import Statistics Relating to Competitive Need 
Limitations, 74839 
Review of Certain Pending Country Practice 
Petitions, 77299 
Generalized System of Preferences; Reviews: 
Designation of the Republic of South Sudan 
as a Least Developed Beneficiary 
Developing Country, 69318 
Identification of Countries under Section 182 of 
the Trade Act, 81555 
Investigations; Decisions Not to Initiate: 
Petition under Section 302 on Alleged 
Expropriations by Dominican Republic, 
41857 
Petition under Section 302 on U.S.-Israel Free 
Trade Agreement, 41858 
Meetings: 
China’s Compliance with WTO Commitments, 
50286 
Industry Trade Advisory Committee on Small 
and Minority Business, 60582 
Monitoring of Paraguay; Memorandum of 
Understanding on Intellectual Property 
Rights, 60114 
National Trade Estimate Report on Foreign Trade 
Barriers, etc., 50287 
North American Free Trade Agreement; Invitation 
for Applications for Inclusion on the Chapter 
19 Roster, 65559 
Procurement Thresholds for Implementation of the 
Trade Agreements Act of 1979, 76808 
Request for Comments: 
Two-Year Extension of Softwood Lumber 
Agreement, 57102 
Requests for Comments: 
Canada’s Expression of Interest in Proposed 
Trans-Pacific Partnership Trade Agreement, 
76480 
Japan’s Expression of Interest in the Proposed 
Trans-Pacific Partnership Trade Agreement, 
76478 
Mexico’s Expression of Interest in the Proposed 
Trans-Pacific Partnership Trade Agreement, 
76479 
Revised Fiscal Year 2011 Tariff-rate Quota 
Allocations for Refined Sugar, 61472 
Termination of Action and Further Monitoring in 
Connection with the EC - Beef Hormones 
Dispute, 30987 
Trade and Investment Partnership for the Middle 
East and North Africa, 55456, 55457 
Waiver of Discriminatory Purchasing 
Requirements with Respect to Goods and 
Services of Armenia, 58856 
World Trade Organization Negotiations to Expand 
the Information Technology Agreement, 
26334 
WTO Dispute Settlement Proceeding Regarding 
United States Anti-Dumping Measures: 
Certain Shrimp and Diamond Sawblades from 
China, 68809 
WTO Dispute Settlement Proceedings: 
Anti-Dumping Measures on Certain Frozen 
Warmwater Shrimp from China, 17985 
Anti-Dumping Measures on Corrosion-Resistant 
Carbon Steel Flat Products from Korea, 
11553 
Anti-Dumping Measures on Diamond 
Sawblades and Parts Thereof from China, 
52045 


Transportation Department 
See Federal Aviation Administration 
See Federal Highway Administration 
See Federal Motor Carrier Safety Administration 
See Federal Railroad Administration 


See Federal Transit Administration 

See Maritime Administration 

See National Highway Traffic Safety 
Administration 

See Pipeline and Hazardous Materials Safety 
Administration 

See Research and Innovative Technology 
Administration 

See Saint Lawrence Seaway Development 
Corporation 

See Surface Transportation Board 

See Transportation Security Administration 

See Transportation Statistics Bureau 


RULES 
Classified Information: 
Classification/Declassification/Access; Authority 
to Classify Information, 19707 
Disadvantaged Business Enterprise; Program 
Improvements, 5083 
Enhancing Airline Passenger Protections, 23110 

Full Fare Price Advertising Requirements, 
82115 

Limited Delay of Effective Date for Certain 
Provisions, 45181 

Limited Extension of Effect Date for Full Fare 
Price Advertising, 78145 

Grants and Cooperative Agreements to State and 
Local Governments: 

Uniform Administrative Requirements for 
Grants and Agreements With Institutions 
of Higher Education, Hospitals and Other 
Non-Profit Organizations, 61597 

Greenhouse Gas Emissions Standards and Fuel 
Efficiency Standards for Medium- and 
Heavy-Duty Engines and Vehicles, 57106 

Organizational Powers and Duties; Assistant 
Secretary for Administration, 15221 

Pipeline Safety: 

Applying Safety Regulations; Rural Onshore 
Hazardous Liquid Low-Stress Lines; 
Correction, 43604 

Privacy Act; Implementation of Exemptions: 

Information Sharing Environment Suspicious 
Activity Reporting Initiative, 79114 

Procedures for Transportation Workplace Drug 
and Alcohol Testing Programs: 

Federal Drug Testing Custody and Control 
Form; Technical Amendment, 59574 

Transportation for Individuals with Disabilities at 
Various Passenger Railroad Station Platforms, 
57924 


PROPOSED RULES 
Aviation Data Modernizations: 
Withdrawal, 31511 
Department of Transportation Regulations: 
Regulatory Review, 8940 
Retrospective Review, 11699 
Disadvantaged Business Enterprise: 
Program Improvements for Airport Concessions, 
30898 
Maintenance of and Access to Records Pertaining 
to Individuals; Exemption, 55334, 71930 
Nondiscrimination on Basis of Disability in Air 
Travel, 59307 
Accessibility of Aircraft and Stowage of 
Wheelchairs, 32107 
Nondiscrimination on the Basis of Disability: 
Programs or Activities Receiving Federal 
Financial Assistance (U.S. Airports), 60426 
Nondiscrimination on the Basis of Disability in 
Air Travel; Web Sites and Automated Kiosks 
at U.S. Airports, 71914 
Reporting Ancillary Airline Passenger Revenues, 
41726 


Semiannual Regulatory Agenda, 40092, 40112 
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Smoking of Electronic Cigarettes on Aircraft, 
57008 

Transportation Priorities and Allocation System, 
8675 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 8804 

Aircraft Accident Liability Insurance, 69320 

Aircraft Liability Insurance; Correction, 6840 

Disclosure of Code Sharing Arrangements and 
Long-Term Wet Leases, 57795 

National Infrastructure Investments Grant 
Program or TIGER II Discretionary Grants, 
23850 

New Requirements and Procedures for Grant 
Payment Request Submission, 70209 

On-Line Complaint Form for Service-Related 
Issues in Air Transportation, 52731 

Procedures for Transportation Drug and Alcohol 
Testing Programs, 42761 

Procedures for Transportation Workplace Drug 
and Alcohol Testing Programs, 20804 

U.S. DOT Mentor Protege Pilot Program, 68521 

Agreements Filed, 30989 
Applications For Certificate Authority: 

Alaska Central Express, inc., 7893 

Jet-A, LLC, 58856 

Orange Air, LLC, 71108 

Applications for Certificate Authority; Orders to 
Show Cause: 
California-Palomar Airlines, Inc., D/B/A 
California Pacific Airlines, 51119 
Applications for Certificates of Public 
Convenience and Necessity and Foreign Air 
Carrier Permits, 10084, 10085, 10429, 13444, 
20434, 21418, 27167, 30990, 33400, 35938, 
42762, 51458, 68256, 69320, 70210, 72025, 
73760, 77050, 79270, 79752 

Week Ending August 30, 2011, 54524, 3, 2011, 
54524 

Week Ending June, 2011, 38264, 1, 2011, 
38265 

Applications For Commuter Authority: 

Air Charter, Inc. d/b/a Air Flamenco, 16469 

Friendship Airways, Inc. d/b/a Yellow Air Taxi, 
65769 

Availability for the Department of Transportation’s 
National Infrastructure Investments under the 
Full-Year Continuing Appropriations, 2011, 
50289 

Aviation Proceedings; Agreements, 27168 

Aviation Proceedings; Agreements Filed the Week 
Ending April, 2011, 21419 

Aviation Proceedings Agreements: 

Week Ending December, 2011, 79270 

Aviation Proceedings, Agreements Filed, 10936, 
20805, 38265 

Week Ending August, 3, 2011, 54524 

Aviation Proceedings, Agreements filed the week 
ending September, 2011, 42762, 0, 2011, 
68257 

Aviation Proceedings, Agreements Filed Week 
Ending May, 2011, 33400 

Aviation Proceedings and Agreements, 13444 

Disclosure of Code-Share Service by Air Carriers 
and Sellers of Air, 2744 

Funding Availabilities: 

Applications for Credit Assistance under the 
Transportation Infrastructure Finance and 
Innovation Act Program, 4408 

Applications for Credit Assistance under 
Transportation Infrastructure Finance and 
Innovation Act Program, 3190 

National Infrastructure Investments under Full- 
Year Continuing Appropriations, 2011, 
38719 


Small Business Transportation Resource Center 
Program, 30990 
FY 2010 Service Contract Inventory; Availability, 
6177 
Letters of Interest for Credit Assistance under the 
Transportation Infrastructure Finance and 
Innovation Act Program, 68257 
Meetings: 
Connected Vehicle Infrastructure Deployment 
Analysis Report Review, 34286 
Intelligent Transportation Systems Program 
Advisory Committee, 6841, 22940, 31673 
ITS Joint Program Office, 21789 ; 
ITS Joint Program Office; Core System 
Requirements Walkthrough and 
Architecture Proposal Review, 34287, 
36954 
ITS Joint Program Office, Pre-proposal Safety 
Pilot Joint Bidders Conference, 399 
The First Semi-Annual Aviation Workforce 
Management Conference, 54829 
Webinar on Alternative Organizational 
Structures for Certificate Management 
Entity, 72493 
Orders Soliciting Community Proposals, 38944 
Privacy Act; Systems of Records, 849, 58857, 
71108 
Rights and Protections Available under Federal 
Antidiscrimination and Whistleblower 
Protection Laws, 55457 
Senior Executive Service Performance Review 
Boards Membership, 63986 
Transportation Services’ Transition from Paper to 
Electronic Fare Media, 17470 


Transportation Security 
Administration 
RULES 
Air Cargo Screening, 51848, 60755 
Air Cargo Screening; Correction, 53080 
Reporting of Security Issues, 22625 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 
49503 
Air Cargo Security Requirements, 4362 
Airport Security, 49503, 70468 
Airspace Waiver Program, 70469 
Baseline Assessment for Security Enhancement 
Program, 356 
Certified Cargo Screening Program, 4709 
Claims Management Program, 16799 
Critical Facility Information of the Top 100 
Most Critical Pipelines, 35229 
Critical Facility Information of Top 100 Most 
Critical Pipelines, 62818 
Employment Standards, 65740 
Exercise Information System, 792, 78673 
Flight Crew Self-Defense Training; Registration 
and Evaluation, 27656 
Flight Crew Self-Defense Training-Registration 
and Evaluation, 64960 
Flight Training for Aliens and Other Designated 
Individuals; Security Awareness Training 
for Flight School Employees, 58531 
Highway Corporate Security Review, 23327, 
39887 
Imposition and Collection of Passenger Civil 
Aviation Security Service Fees, 67758 
Law Enforcement Officer Flying Armed 
Training, 49504, 70470 
Passenger Civil Aviation Security Service Fees, 
27655 
Secure Flight Program, 46830, 72433 
Security Program for Hazardous Materials 


Motor Carriers and Shippers, 41, 31971 
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Treasury 


Security Threat Assessment for Individuals 
Applying for Hazardous Materials 
Endorsement for Commercial Drivers 
License, 36560 

Transportation Security Officer Medical 
Questionnaire, 82313 

Transportation Worker Identification Credential 
Program, 23326, 41510 

TSA Airspace Waiver Program, 44944 

TSA Claims Management Program, 71993 

TSA Customer Comment Card, 58532 

Enforcement Actions Summaries, 357 
Meetings: 
Aviation Security Advisory Committee, 72967 


Transportation Statistics Bureau 


NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Report of Financial and Operating Statistics for 
Small Aircraft Operators, 4993 
Report of Traffic and Capacity Statistics - T- 
100 System, 4994 


Treasury Department 
See Alcohol and Tobacco Tax and Trade Bureau 
See Community Development Financial 
Institutions Fund 
See Comptroller of the Currency 
See Financial Crimes Enforcement Network 
See Fiscal Service 
See Foreign Assets Control Office 
See Internal Revenue Service 
See Office of Financial Research 
See Public Debt Bureau 
See Thrift Supezvision Office 
See United States Mint 
RULES 
Acquisition Regulations, 42056 
CBP Audit Procedures: 
Sampling Methods, Offsetting of Overpayments, 
and Over-Declarations, 65953 
Country of Origin of Textile and Apparel 
Products; Correction, 14575, 16531 
Courtesy Notice of Liquidation, 50883 
Courtesy Notice of Liquidation; Correction, 52862 
Entry of Merchandise; CFR Correction, 15841 
Extension of Import Restrictions Imposed on 
Archaeological and Ethnological Material 
from Bolivia, 74690 
Governing Practices, 32286 
Imported Merchandise; Rules of Origin, 54691 
Import Restrictions: 
Archaeological Material Originating in Italy, 
3012 
Certain Archaeological and Ethnological 
Materials from Colombia; Extension, 
13879 
Import Restrictions Imposed on Certain 
Archaeologicai and Ethnological Material 
from Greece, 74691 
Indorsement and Payment of Checks Drawn on 
the United States Treasury, 57907 
Oman Free Trade Agreement, 697 
Privacy Act; Implementation, 4816, 44802, 62297 
Privacy Act of 1974; Implementation, 70640 
Special Tonnage Tax Exemptions: 
U.S.-Peru Trade Promotion Agreement, 68067 
Transportation Workplace Drug and Alcohol 
Testing Programs; CFR Correction, 18072 
Troubled Asset Relief Program; Conflicts of 
Interest, 61046 
U.S. - Oman Free Trade Agreement, 65365 


PROPOSED RULES 
Application, Review, and Reporting Process for 
Waivers for State Innovation, 13553 
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Treasury 


Bank Secrecy Act Regulations: 
Definition of Monetary Instrument, 64049 

Calculation of Maximum Obligation Limitation, 
72645 

Duty-Free Treatment of Certain Visual and 
Auditory Materials, 51914 

Effect of Election on Corporation; Withdrawal, 
66239 

Federal Benefit Payments under Certain District 
of Columbia Retirement Plans, 6112 

Financial Crimes Enforcement Network; 
Amendment to Bank Secrecy Act 
Regulations, 72878 

Government Securities Act Regulations: 

Replacement of References to Credit Ratings 

and Technical Amendments, 59592 

Imposition of Special Measure against the 
Lebanese Canadian Bank SAL as a Financial 
Institution of Primary Money Laundering 
Concern, 268 

Informal Entry Limit and Removal of a Formal 
Entry Requirement, 66875 

Interest on Untimely Paid Vessel Repair Duties, 
18132 

Preliminary Plan for Retrospective Analysis of 
Existing Rules, 39315 

Privacy Act; Implementation, 71293 

Privacy Act of 1974; Exemption, 7121 

Privacy Act of 1974; Implementations, 55839 

Retrospective Review under E.O. 3563, 17572 

Semiannual Regulatory Agenda, 40114 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2751, 
2752, 2885, 3193, 4422, 4744, 5249, 5250, 
5856, 7904, 7906, 635, 869, 10664, 10667, 
13018, 14458, 14460, 15365, 17751, 20448, 
2049, 20450, 25774, 26337, 27174, 29815, 
30427, 34141, 34291, 36174, 36175, 36617, 
37193, 38458, 41864, 43374, 43744, 44084, 
44400, 45335, 45906, 50327, 51471, 52735, 
53025, 54000, 55162, 56275, 56875, 58083, 
58084, 58085, 58086, 58087, 58561, 59187, 
59483, 60127, 60600, 66131, 66355, 70224, 
70535, 71435, 71621, 72034, 72035, 72753, 
73017, 73777, 77314, 77590, 78081, 79272, 
81557, 81559 

Prohibition on Funding of Unlawful Internet 
Gambling, 59188 

Race and National Origin Identification, 69328, 
69329, 69330, 69331 

State Small Business Credit Initiative Allocation 
Agreement, 20087 

Supplemental Quarterly Report (Small Business 
Lending Fund), 60600 

TIGTA Generic Survey Request, 78737 

Amendment and Update to Entry for Individual 
Named in Annex to Executive Order 13219, 
as Amended by Executive Order, 3304, 
33809 
Appointment of Members of the Legal Division 
to the Performance Review Board, 65320 
Charter Renewals: 

Treasury Borrowing Advisory Committee of 
Securities Industry and Financial Markets 
Association, 42765 

Designation of Nine Individuals Pursuant to 
Executive Order, 3566, 20450 

Designation of Three Entities and One Individual 
Pursuant to Executive Order, 3553, 34805 

Establishment of Federal Advisory Committee on 
Insurance, 28129 

Exemption Determinations: 

Foreign Exchange Swaps and Foreign Exchange 
Forwards, 25774 

Financial Access Activities, 56499 
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Finding that the Islamic Republic of Iran is a 
Jurisdiction of Primary Money Laundering 
Concern, 72756 

FY 2010 Service Contract Inventory, 5431 

How to Modernize and Improve the System of 
Insurance Regulation in the United States; 
Report to Congress, 64174 

List of Countries Requiring Cooperation with an 
International Boycott, 5250, 27377 

List of Countries Requiring Cooperation with 
International Boycotts, 67791 

Meetings: 

Debt Management Advisory Committee, 2952, 
20819, 41559, 64992 

President’s Advisory Council on Financial 
Capability, 35273, 65780, 82041 

President’s Council on Jobs and 
Competitiveness, 7629, 31680, 61478 

President’s Advisory Council on Financial 
Capability Proposed Themes and Principles; 
Request for Comment, 54534 

Privacy Act; Systems of Records, 7239, 8843, 
24085, 35071, 37193, 39978, 39980, 4276S, 
45336, 51123, 55737 

Report of Aggregate Holdings of Long-Term 
Securities by U.S. and Foreign Residents, 
37403 

Senior Executive Service; Financial Management 
Service Performance Review Board, 63351 

Senior Executive Service; Legal Division 
Performance Review Board, 60128 

Senior Executive Service Departmental Offices 
Performance Review Board Members, 69797 

Senior Executive Service Departmental 
Performance Review Board Members, 69798 

Survey of Foreign Ownership of U.S. Securities, 
37888 

Survey of U.S. Ownership of Foreign Securities 
as of December, 1, 2011, 69798 

Temporary Exemptions from Certain Government 
Securities Act Provisions and Regulations: 

ICE Clear Credit, LLC, 43376 

Unblocking of Blocked Persons Pursuant to 
Executive Order 13067 and Executive Order, 
33810 

Unblocking of Blocked Persons Pursuant to 
Executive Order 13067 and Executive Order, 
3412, 33810 


Unblocking of Specially Designated Nationals and 
Blocked Persons Pursuant to Executive Order, 


3566, 20451 


U.S.-China Economic and Security 
Review Commission 
NOTICES 
Hearings: 
Chinese State-Owned Enterprises and U.S.- 
China Bilateral Investment, 16856 - 
Meetings, 12794, 22945 
2011 Annual Report to Congress, 53717 
Open Public Hearing, 19188 
U.S.-China Economic and Security Review 
Commission; Open Public Hearing, 2952 
Open Hearing and Roundtable Discussion, 636 
Open Public Hearing, 24565, 33814 


U.S. Citizenship and Immigration 
Services 
NOTICES 
Agency Information Collection Activities: 
E-Verify Program, 45843 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 805, 
10609, 11805, 11806, 12364, 12750, 12751, 


16800, 17144, 20361, 20362, 23832, 23833, 
25364, 25365, 26750, 28444, 28800, 30738, 
34739, 39413, 39414, 39415, 40385, 40386, 
41279, 45844, 48874, 51382, 53144, 53929, 
55081, 58029, 59710, 60852, 63320, 66944, 
66945, 69274, 69275, 69276, 71056, 72209, 
72967, 75892, 78674 
Alien’s Change of Address Card, 27077, 43336 
Application by Refugee for Waiver of Grounds 
of Excludability, 51997 
Application for Citizenship and Issuance of 
Certificate under Section, 22, 38197 
Application for Employment Authorization, 
21912, 43335 
Application for Permission to Reapply for 
Admission into United States after 
Deportation or Removal, 14419, 31971 
Application for Posthumous Citizenship, 21913 
Application for Replacement Naturalization/ 
Citizenship Document, 11807 
Application for Travel Document, 81517 
Application for Waiver of Grounds of 
Inadmissibility, 51996 
Application to Extend/Change Nonimmigrant 
Status, 66946 
Application to File Declaration of Intention, 
36560, 52961 
Application to Replace Permanent Resident 
Card, 70747 
Biographic Information, 6629, 24910 
Business Transformation; Automated Integrated 
Operating Environment, 17145 
Business Transformation - Automated Integrated 
Operating Environment; Electronic 
Immigration System, 63941 
Civics and Citizenship Toolkit/Teacher Training 
Registration, 3920, 16436 
Entry of Appearance as Attorney or Accredited 
Representative, 63322 
E-Verify Program, 63321 
E-Verify Program Data Collection, 16435 
Freedom of Information/Privacy Act Request, 
24908 
HRIFA Instructions for Form 1-485, Supplement 
C, 16436 
Immigrant Petition by Alien Entrepreneur, 
70747 
Memorandum of Understanding To Participate 
in Basic Pilot Employment Eligibility 
Program; Verify Employment Eligibility 
Status, 41279 
Nonimmigrant Petition Based on Blanket L 
Petition, 71582 
Petition for Alien Fiance(e), 66944 
Petition for Alien Relative, 76982 
Petition for Qualifying Family Member of a 
U-1 Nonimmigrant, 10387 
Petition for Qualifying Family Member of U- 
1 Nonimmigrant, 24909 
Qualitative Feedback on Agency Service 
Delivery, 41280 
Registration for Classification as Refuge, 11808 
Report of Medical Examination and Vaccination 
Record, 24908, 41282 
Request for Certification of Military or Naval 
Service, 27078 
Request to Enforce Affidavit of Financial 
Support and Intent to Petition for Custody, 
etc., 21912 
Request To Petition for Custody for Public Law 
97-359 Amerasian, 41282 
Inspections Tool, 28057, 44945 
Special Immigrant Visas for Fourth Preference 
Employment-Based Broadcasters, 66945 
Supplement A to Form I-539 (Filing 
Instructions for V Nonimmigrant Status 
Applicants), 41281 


FEDERAL REGISTER INDEX, January--December 2011 


Sworn Statement of Refugee Applying for 
Admission to United States, 11807 
USCIS Intake Page for Pay.Gov, 33328 
Waiver of Rights, Privileges, Exemptions, and 
Immunities, 31972, 53144 
Designation of Republic of South Sudan for 
Temporary Protected Status, 63629 
Extension and Redesignation of Haiti for 
Temporary Protected Status, 29000 
Extension of Designation of Honduras for 
Temporary Protected Status, etc., 68488 
Extension of Designation of Nicaragua for 
Temporary Protected Status, etc., 68493 
Extension of Designation of Sudan for Temporary 
Protected Status: 
Automatic Extension of Employment 
Authorization Documentation for Sudanese 
TPS Beneficiaries, 63635 
Filing Procedures for Employment Authorization, 
etc.: 
Liberians Provided Deferred Enforced 
Departure, 53145 
Prevailing Wage Rates for Construction 
Occupations on Guam for Purposes of the 
H-2B Temporary Worker Program, 14679 
Re-registration Procedures for Temporary 
Protected Status Beneficiaries Under the 
Extended TPS Designation of Haiti, 29777 


U.S. Customs and Border Protection 


RULES 
Airports of Entry or Departure for Flights To and 
From Cuba, 5058 
CBP Audit Procedures: 
Sampling Methods, Offsetting of Overpayments, 
and Over-Declarations, 65953 
Country of Origin of Textile and Apparel 
Products; Correction, 14575, 16531 
Courtesy Notice of Liquidation, 50883 
Courtesy Notice of Liquidation; Correction, 52862 
Electronic Cargo Manifest Regulations; Reference 
Removals, 27606 
Entry and Entry Summary Declaration of Value; 
Technical Correction, 8294 
Entry of Merchandise; CFR Correction, 15841 
Extension of Import Restrictions Imposed on 
Archaeological and Ethnological Material 
from Bolivia, 74690 
Import Restrictions: 
Archaeological Material Originating in Italy, 
3012 
Certain Archaeological and Ethnological 
Materials from Colombia; Extension, 
13879 
Import Restrictions Imposed on Certain 
Archaeological and Ethnological Material 
from Greece, 74691 
Land Border Carrier Initiative Program, 6688 
Oman Free Trade Agreement, 697 
Preclearance Offices in Foreign Countries: 
Dublin, Ireland; Addition, 22804 
Protest Provisions; Technical Corrections, 2573 
Rules of Origin; CFR Correction, 45402 
Rules of Origin for Imported Merchandise, 54691 
Special Tonnage Tax Exemptions: 
Cook Islands, 68066 
U.S.-Peru Trade Promotion Agreement, 68067 
United States - Oman Free Trade Agreement, 
65365 
User Fee Airports: 
Naples Municipal Airport; Naples, FL; 
Technical Amendment, 30822 
PROPOSED RULES 
Closing of Port of Whitetail, MT, 52890 
Duty-Free Treatment of Certain Visual and 
Auditory Materials, 51914 


Informal Entry Limit and Removal of a Formal 
Entry Requirement, 66875 
Interest on Untimely Paid Vessel Repair Duties, 
18132 
Opening of Boquillas Border Crossing and Update 
to the Class B Port of Entry Description, 
66862 
Port Limits: 
Green Bay, WI; Modifications, 69688 
Potential Closing of Morses Line Border Crossing, 
61622 
NOTICES 
Accreditation and Approval as a Commercial 
Gauger and Laboratory: 
Atlantic Product Services, Inc., 20363 
Camin Cargo Control, Inc., 20363 
Oiltest, Inc., 20364 
Saybolt, LP, 50488, 50489 
Accreditation and Approval as Commercial 
Gaugers and Laboratories: 
Inspectorate America Corp., Corpus Christi, TX, 
29257 
Intertek USA, Inc., Bellingham, WA, 29257 
Saybolt LP, Linden, NJ, 29256 
Accreditation as Commercial Laboratories: 
Intertek USA, Inc., Baytown, TX, 29257 
Accreditations and Approvals as Commercial 
Gaugers and Laboratories: 
Bennett Testing Service, Inc., 4712 
Columbia Inspection, Inc., 4712 
Inspectorate America Corp., 4711 
Intertek USA, Inc., 4710 
Laboratory Service, Inc., 4710, 4711 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 3649 
Andean Trade Preference Act, 8766 e- 
Allegations Submission, 8767 
Application for Waiver of Passport and/or Visa, 
17426, 34740 
Application to Pay Off or Discharge Alien 
Crewman, 10913, 27080 
Arrival and Departure Record and Electronic 
System for Travel Authorization, 28239, 
44349 
Automated Clearinghouse, 19121, 34740 
Automated Commercial Environment Trade 
Survey, 13204, 28801 
Bonded Warehouse Regulations, 12364, 28801 
Canadian Border Boat Landing Permit, 2917 
Cargo Manifest/Declaration, Stow Plan, 
Container Status Messages and Importer 
Security Filing, 72715 
CBP Regulations Pertaining to Customs 
Brokers, 163 
Certificate of Origin, 19119 
Crewman’s Landing Permit, 31353, 48875 
Crew’s Effects Declaration, 56213, 71057 
Declaration of Owner and Declaration of 
Consignee When Entry Is Made by an 
Agent, 75893 
Declaration of Unaccompanied Articles, 11254, 
27079 
Detention, 806 
Documentation Requirements for Articles 
Entered Under Various Special Tariff 
Treatment Provisions, 26750, 39416 
Documents Required Aboard Private Aircraft, 
60853, 76430 
Dominican Republic-Central America-U.S. Free 
Trade Agreement, 75893 
Drawback Process Regulations, 19120, 44350 
Entry/Immediate Delivery Application and 
Simplified Entry, 82315 
Entry and Immediate Delivery Application, 
66740 
Entry and Manifest of Merchandise Free of 
Duty, Carrier’s Certificate and Release, 
62086, 76983 
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Entry of Articles for Exhibition, 4929, 17425 

Entry Summary, 69277 

Foreign Trade Zone Annual Reconciliation 
Certification and Record Keeping 
Requirement, 54780, 69278 

Haitian Hemispheric Opportunity Through 
Partnership Encouragement Act of 2006, 
164, 164 

Harbor Maintenance Fee, 26311, 50489 

NAFTA Regulations and Certificate of Origin, 
76983 

Notice of Detention, 27079 

Passenger List/Crew List, 806 

Petition for Remission or Mitigation of 
Forfeitures and Penalties Incurred, 34245, 
52339 

Prior Disclosure, 66741, 82315 

Qualitative Feedback on Agency Service 
Delivery, 37825 

Record of Vessel Foreign Repair or Equipment 
Purchase, 3151, 15989 

Report of Diversion, 19119, 35902 

Request for Entry or Departure for Flights to 
and from Cuba, 2805, 13204 

Screening Requirements for Carriers, 80375 

Ships Store Declaraiion, 2403, 13655 

Small Vessel Reporting System, 65206, 82314 

Vessel Entrance or Clearance Statement, 39114, 
59711 

Approvals as Commercial Gaugers: 

Freeboard International, 4712 

Automated Commercial Environment: 

National Customs Automation Program Test of 
Automated Procedures for In-Bond 
Shipments, etc., 34246 

Automated Commercial Environment; State Date: 

National Customs Automation Program Test of 
Automated Manifest Capabilities for Ocean 
and Rail Carriers, 42721 

Cancellation of Customs Broker License, 7873 

Cancellation of Customs Broker Licenses, 13205, 
22912, 44032, 65207 

Cancellation of Customs Broker Licenses Due to 
Death of the License Holder, 22912, 44033 

Cancellations of Customs Broker Licenses, 2918 

Cancellations of Customs Broker Licenses Due 
to Death of License Holder, 2918 

Commercial Gaugers and Laboratories; 
Accreditations and Approvals: 

Inspectorate America Corp., Houston, TX, 
64962 

Inspectorate America Corp., Martinez, CA, 808 

Intertek USA, Inc., 37135 

Intertek USA, Inc., Bayamon, PR, 64963 

Intertek USA, Inc., Nederland, TX, 64963 

Intertek USA, Inc., St. Rose, LA, 64962 

Saybolt, LP, 807 

Saybolt LP, Martinez, CA, 808 

Saybolt LP, Port Neches, TX, 64962 

SGS North America, Inc., Carson, CA, 64961 

SGS North America, Inc., Deer Park, TX, 808 

SGS North America, Inc., Pasadena, TX, 809 

SGS North America, Inc., St. Croix, VI, 807 

Commercial Gaugers and Laboratories; Re- 
Accreditations and Re-Approvals: 

Omni Hydrocarbon Measurement, Inc., Crosby. 

TX, 64963 
Commercial Guagers and Laboratories; Re- 
Accreditations and Re-Approvals: 

Inspectorate America Corp., Savannah, GA, 
64964 

SGS North America, Inc., Bayonne, NJ, 64964 

Completion of Broker Self-Assessment Outreach 
Pilot, 75553 

Customs Brokers User Fee Payment for, 1626, 
012, 65741, 2011, 1626 


Customs 


Determination of Country of Origin: 
Surgical Mask with a Protective Eye Shield, 
63942 
Determinations: 
Transit Connect Electric Vehicle, 31354 
Discontinuation of H-2A and H-2B Temporary 
Worker Visa Exit Program Pilot, 60518 
Distribution of Continued Dumping and Subsidy 
Offset to Affected Domestic Producers, 


Entry, 69755 
Petitions to Contest Tariff Classification 
Determinations: 
Wickless Wax Objects, 27657 
Petitions to Reconcile Inconsistent Agency 
Decisions: 
Tariff Classification of CN-9 Solution, 48875 
Petitions to Reconcile Inconsistent Customs 
Decisions: 


Tariff Classification of CN-9 Solution, 82316 
Post-Entry Amendment (PEA) Processing Test: 
M Clarification, and E. 
1 
Corrections to Entry Summaries 
Filed in ACE Pursuant to ESAR IV Test, 
37136 
Quarterly Internal Revenue Service Interest Rates, 
20697 


Overdue Accounts and Refunds of Customs 
Duties, 64964 
Quarterly IRS Interest Rates Used in Calculating 
Interest on Overdue Accounts and Refunds 


71584, 71591 
Tariff-Rate Quotas for Calendar Year 2011: 
Tuna, 27658 


Trade Symposium 2011: 
Working Together to Strengthen Economic 
Competitiveness, 7873 
Western Hemisphere Travel Initiative: 
Designation of Approved Tribal Card Issued by 
Pascua Yaqui Tribe as Acceptable 
Document to Denote Identity and 
Citizenship, 33776 


Obligor Change of Address, 20996, 36561 

Secure Communities IDENT/IAFIS 
Interoperability State and Local Agency 
Assessment, 17936 

Student and Exchange Visitor Information 
System, 8373 


United States Institute of Peace 


NOTICES 
Meetings, 821 
Board of Directors, 54536 
Open Session and Board of Directors, 33815 


United States Mint 


NOTICES 

2011 Numismatic Products Pricing, 417 

Agency Information Collection Activities; 
17189 


Membership Applications, 50328, 50329 
Citizens Coinage Advisory Committee 


Excluding Commemorative Gold Coins, 


67793 
Meetings: 
Citizens Advisory Committee, 2754, 
636, 24959, 34811, 44400, 57806, 73019 
New Pricing ; Enterprise Oversight 


Office, 53533, 53596 

Price of 2010 America the Beautiful Five Ounce 
Silver Uncirculated Coins, 21802 

Pricing for 2011 American Eagle Silver Proof and 
Uncirculated Coins, 65563 

Pricing for 2011 American Eagle Silver Proof 
Coin, 33026 

Pricing for America Beautiful Five Ounce Silver 
Bullion Coin Presentation Case, 17485 

Pricing for American Eagle 25th Anniversary 
Silver Coin Set, 67799 


Pricing for American Eagle and American Buffalo 
Bullion Presentation Cases, 27182 
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Pricing for America the Beautiful Five Ounce 
Silver Uncirculated Coins, 65563 

Pricing for National September 11 Memorial and 
Museum Commemorative Medal, 36176 

Pricing for the 2011 American Eagle Silver Proof 
Coin, 53717 

Pricing for the 2011 American Eagle Silver 
Uncirculated Coin, 53717 

Pricings: 

America Beautiful Quarters Silver; 2010 United 
States Mint Silver Proof Set, etc., 15047 


Sentencing Guidelines for United States Courts, 
3193, 24960, 38460, 41332, 45007 


Veterans Affairs Department 


RULES 

Board of Veterans’ Appeals; Remand or Referral 
for Further Action: 

Notification of Evidence Secured by the Board 
and Opportunity for Response, 17544 

Caregivers and Veterans Omnibus Health Services 
Act of 2010; Technical Revisions, 52272 

Caregivers Program, 26148 

Clothing Allowance, 70883 

C ion for Certain Disabilities Due to 
Undiagnosed and Medically Unexplained 
Chronic Multi-Symptom Illnesses, 81834 

Copayments for Medications after June 30, 2010, 
646 


Copayments for Medications in 2012, 78824 
Department of Veteran Affairs Regulations: 
Fire Safety Standards; Update, 10246 
Department of Veterans Affairs Records, 51890 
Disclosure of Medical Information to the 
Surrogate of a Patient Who Lacks Decision- 
Making Capacity, 6694 

Fire Safety Standards, 70885 

Garnishment of Accounts Contaiiiing Federal 
Benefit Payments, 39 

Health Care for Homeless Veterans Program, 
52575 

Herbicide Exposure and Veterans with Covered 
Service in Korea, 4245 

Hospital and Outpatient Care for Veterans 
Released from Incarceration to Transitional 
Housing, 11338 

Life Safety Code for State Home Facilities; 
Update, 11339 

Loan Guaranty Revised Loan Modification 
Procedures, 6555, 78827 

Medical Benefits for Newborn Children of Certain 
Woman Veterans, 78569 

Payment or Reimbursement for Emergency 
Treatment: 

Non-VA Providers in Non-VA Facilities to 
Certain Veterans with Service-Connected 
or Nonservice-Connected Disabilities, 
79067 

Per Diem Payments for Care Provided to Eligible 
Veterans Evacuated from State Home as 


With Service During the Persian Gulf War: 
Functional Gastrointestinal Disorders, 41696 
Reimbursement Offsets for Medical Care or 
Services, 37202 
Rules Governing Hearings Before the Agency of 
Original Jurisdiction and the Board of 
Veterans’ Appeals; Clarification, 52572 
Schedule for Rating Disabilities: 


Environmental Impact Statements; Availability, Enforcement 
etc.: 
Northern Border Activities, 57751 noncsS ee United States Sentencing Commission 
Final Determination Concerning Certain Office Agency Information Collection Activities; 
Workstations, 21775 Proposals, Submissions, and Approvals, NOTICES 
Final Determination Concerning Laser-Based 11255, 20996, 39416, 53930 Sentencing Guidelines for U.S. Courts, 58563, 
Multi-Function Office Machines, 81518 
Final Determination Concerning the Engenio 7900 
Emergency Federal Law Enforcement 
Fee Remittance for Certain F, and M Non- 
mmigrants, 
ee Immigration Bond, 4930 
Pock ot Projectors, 30180 ay il to Beneficiary of Private 
Determinations igin: 
py Nonimmigrant Checkout Letter, 20998, 36562 
Findings of No Significant Impact: 
Field Release of Insects for Biological Control 
of Carrizo Cane, 71583 
Issuances of Final Determinations: 
Iridium Satellite Telephones, 46313 
Meetings: 
Advisory Committee on Commercial 
Operations, 71994 
Advisory Committee on Commercial Operations | [a 
of Customs and Border Protection, 58030 
National Customs Automation Program Test: 
Automated Commercial Environment Simplified 
ication for Intellectual Property Use Forms, 
55744 
Authority to Conduct Research and Development 
on All Circulating Coins, 12225 
Citizens Coinage Advisory Committee; 
Expanded Pricing Grid for Precious Metals 
on Customs Duties, 41283 
Overdue Accounts and Refunds on Customs 
Duties, 2404 
Re-Accreditations and Re-approvals as 
Commercial Gaugers: 
SGS North America, Inc., 55082 
Re-Accreditatons and Re-approvals as Commercial Result of Emergency, 55570 
Gaugers and Laboratories: Presumptive Connection for Diseases Associated 
Interek Testing Services, 55082 
Re-Approval of Intertek Caleb Brett, Ponce, 
Puerto Rico, as Commercial Gauger, 64966 
Revocation of Customs Broker License, 22912 
Revocation of Customs Broker Licenses, 65742, 
194 | 
‘ 


Evaluation of Amyotrophic Lateral Sclerosis, 
78823 
Servicemembers’ Group Life Insurance: 
Traumatic Injury Protection Program; 
Genitourinary Losses, 75458 
Sharing Information Between the Department of 
Veterans Affairs and the Department of 
Defense, 65133 
Spouse and Surviving Spouse; Correction, 33999 
State Home Care for Parents of a Child Who 
Died While Serving in the Armed Forces; 
Expansion, 5227 
U.S. Paralympics Monthly Assistance Allowance, 
14282 
Veteran-Owned Small Business Verification 
Guidelines, 3017 
Vocational Rehabilitation and Employment 
Program: 
Changes to Subsistence Allowance, 45697 
PROPOSED RULES 
Apportionments to Dependents and Payments to 
Fiduciaries and Incarcerated Beneficiaries, 
2766 
Assessment Tool for State Nursing Homes; 
Revisions, 70076 
Autopsies at VA Expense, 75509 
Claim-Related Documents or Supporting Evidence 
Not of Record, 42077 
Clothing Allowance, 5733 
Dental Conditions, 14600 
Due Date of Initial Application Requirements for 
State Home Construction Grant, 11187 
Grants for Transportation of Veterans in Highly 
Rural Areas, 82212 
Medical Foster Homes, 28917 
Payment for Home Health Services and Hospice 
Care by Non-VA Providers, 71920 
Payment or Reimbursement for Emergency 
Services for Nonservice-Connected 
Conditions in Non-VA Facilities, 30598 
Per Diem Payments for Care Provided to Eligible 
Veterans Evacuated from a State Home Due 
to Emergency, 16354 
Schedule for Rating Disabilities; Digestive 
System, 39160 
Service Dogs, 35162 
Servicemembers’ Group Life Insurance and 
Veterans’ Group Life Insurance; Slayer’s 
Rule Exclusion, 77455 
Substitution in Case of Death of Claimant, 8666, 
39062 
Tribal Veterans Cemetery Grants, 28925 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2198, 
13019, 13020, 27379, 38743, 44400 
Agreement to Train on the Job Disabled 
Veterans, 73019 
Appeal to Board of Veterans’ Appeals, 78083 
Application by Insured Terminally Ill Person 
for Accelerated Benefit, 38744, 56505 
Application for Accreditation as a Claims Agent 
or Attorney, 6846, 24569 
Application for Annual Clothing Allowance, 
70829 
Application for Automobile or other 
Conveyance and Adaptive Equipment, 
44402, 61779 
Application for Change of Permanent Plan 
(Medical), 2757, 16860 
Application for Conversion (Government Life 
Insurance), 2756 
Application for Dependency and Indemnity 
Compensation, Death Pension and Accrued 
Benefits by Surviving Spouse or Child, 
44402, 61779 
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Application for Exclusion of Children’s Income, 
15052, 33028 

Application for Extended Care Services, 28851, 
44090 

Application for Individualized Tutorial 
Assistance, 44090 

Application for Ordinary Life Insurance, 24572, 
40451 

Application for Reimbursement of Licensing or 
Certification Test Fees, 67557 

Application for Service-Disabled Veterans 
Insurance, 2953, 13022 

Application for U.S. Flag for Burial Purposes, 
61148 

Application for VA Education Benefits, 24570, 
40453 

Application for Work-Study Allowance, 67558 

Application in Acquiring Specially Adapted 
Housing or Special Home Adaptation 
Grant, 63354 

Application of Service Representative for 
Placement on Mailing List, 6844 

Applications for Compensation; Applications for 
Pension; Applications for DIC, Death 
Pension, and/or Accrued Benefits, 54002 

Approval of School Attendance, 61148 

Architect - Engineer Fee Proposal, 70829 

Authorization and Certification of Entrance cr 
Reentrance into Rehabilitation and 
Certification of Status, 38460, 54003 

Board of Veterans’ Appeals Customer 
Satisfaction with Hearing Survey Card, 
70827 

Certificate as to Assets, 61778 

Certificate of Affirmation of Enrollment 
Agreement for Correspondence Course, 
6845 

Certificate Showing Residence and Heirs of 
Deceased Veteran or Beneficiary, 24566, 
40454 

Certification of Lessons Completed, 67560 

Certification of School Attendance or 
Termination, 15050, 33027 

Certification of School Attendance - REPS, 
33030 

Certification of School Attendance—REPS, 
16859 

Child Care Subsidy, 44091 

Civil Rights Discrimination Complaint, 20821, 
35949 

Claim for Credit of Annual Leave, 70830 

Claim for Disability Insurance Benefits, 
Government Life Insurance, 56504, 71624 

Complaint of Employment Discrimination, 
56506 

Compliance Report of Proprietary Institutions, 
6844 


Conflicting Interests Certification for Proprietary 
Schools, 13021 

Contract for Training and Employment, 73020 

Cooperative Studies Program, Site Survey and 
Meeting Evaluation, 637, 27386 

Department of Veterans Affairs Acquisition 
Regulations Clause 852.237-7, 
Indemnification and Medical Liability 
Insurance, 2761, 16043 

Designation of Certifying Official(s), 15049, 
31683 

Direct Deposit Enrollment/Change, 28852, 
44085 

Disability Benefits Questionnaires, 61149 

Disability Benefits Questionnaires - Group, 
8846 

Disabled Veterans Application for Vocational 
Rehabilitation, 20821, 35948 

Election to Apply Selected Reserve Services to 
either Montgomery GI Bill—Active Duty 


Veterans 


or to the Montgomery GI Bill—Selected 
Reserve, 33416, 54001 

Eligibility Verification Reports, 27383, 44088 

Employment Questionnaire, 27386, 44087 

Enrollment Certification, 67561 

Equal Opportunity Compliance Review Report, 
623, 15049 

Evidence for Transfer of Entitlement of 
Education Benefits, 2758 

Exam for Housebound Status or Permanent 
Need for Regular Aid and Attendance, 
58565, 73021 

Fiduciary Statement in Support of Appointment, 
61147 

Financial Statement, 8848, 27381 

Forms and Regulations for Grants to States for 
Construction and Acquisition of State 
Home Facilities, 44089 

Forms for Grants to States for Construction and 
Acquisition of State Home Facilities, 
27385 

Fully Developed Claims; Applications for 
Compensation, Pension, DIC, Death 
Pension, and/or Accrued Benefits, 35086 

Fully Developed Claims—Applications for 
Compensation, Pension, DIC, Death 
Pension, and/or Accrued Benefits, 36176 

Health Surveillance for a New Generation of 
U.S. Veterans, 63352, 78738 

Information from Remarried Widow/er, 15053, 
33030 

Information Regarding Apportionment of 
Beneficiary’s Award, 15048, 33029 

Insurance Deduction Authorization (For 
Deduction from Benefit Payments), 24567, 
40453 

Joint Application for Comprehensive Assistance 
and Support Services for Family 
Caregivers, 34812, 54004 

Lenders Staff Appraisal Reviewer Application, 
8847, 27387 

Living Will and Durable Power of Attorney 
for Health Care, 20822, 35950 

Locality Pay System for Nurses and Other 
Health Care Personnel, 63356, 78738 

Matured Endowment Notification, 2754 

Medical Expense Report, 15053, 31684 

Mentor-Protege Program Application and 
Reports, 70828 

Monthly Certification of On-the-Job and 
Apprenticeship Training, 67559 

Monthly Statement of Wages Paid to Trainee, 
77893 

National Practitioner Data Bank Regulation, 
33032 

National Practitioner Data Bank Regulations, 
54001 

NCA PreNeed Burial Evaluation, 31683 

Nonprofit Research and Education Corporations 
Data Collection, 33416, 54002 

Notice of Change in Student Status, 67556 

Offer to Purchase and Contract of Sale, 27380, 
44089 

Operation Enduring Freedom/Operation Iraqi 
Freedom Seriously Injured/Ill Service 
Member Veteran Worksheet, 58565, 72243, 
73022 

Patient Satisfaction Survey Michael E. DeBakey 
Home Care Program, 624 

Payment and Reimbursement for Emergency 
Services for Non Service-Connected 
Conditions in Non-VA Facilities, 63353, 
78739 

Payment Not Applied, 2757 

Payment Not Applied Notice, 16857 

Pay Now Enter Info Page, 2754 
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Prevalence and Clinical Course of Depression 
Among Patients With Heart Failure, 63355, 
78740 

Procedures, and Security for Government 
Financing, 70830 

Recordkeeping at Flight Schools, 8845 

Regulation for Submission of Evidence, 13022, 
28852 

Regulation on Application for Fisher Houses 
and Other Temporary Lodging and VHA 
Fisher House Application, 63355, 78739 

Report of Accidental Injury in Support of Claim 
for Compensation or Pension/Statement of 
Witness to Accident, 58566, 73021 

Report of Income from Property or Business, 
58566, 73022 

Report of Medical Examination for Disability 
Evaluation, 27380, 44086 

Report of Medical, Legal, and Other Expenses 
Incident to Recovery for Injury or Death, 
54004 

Report of Treatment by Attending Physician, 
24572, 40452 

Report of Treatment in Hospital, 38743, 56503 

REPS Annual Eligibility Report, 27385, 44085 

Request for a Certificate of Eligibility, 40451 

Request for Certificate of Eligibility, 24566, 
24569 

Request for Change of Program or Place of 
Training, 67558 

Request for Contact Information, 16857, 33031 

Request for Determination of Loan Guaranty 
Eligibility - Unmarried Surviving Spouses, 
6845 

Request for Information to Make Direct 
Payment to Child Reaching Majority, 
15051, 31681 

Request for Supplemental Information on 
Medical and Nonmedical Applications, 
24571, 40455 

Request for Supplies (Chapter 31-Vocational 
Rehabilitation), 77893 

Request for Transportation Expense 
Reimbursement, 58567, 73020 

Request for Vocational Training Benefits - 
Certain Children of Vietnam Veterans, 
67560 

Requirements for Interest Rate Reduction 
Refinancing Loans, 15055, 33028 

Restored Entitlement Program for Survivors, 
15051, 31682, 44401 

Servicer’s Staff Appraisal Reviewer 
Application, 20822, 35949 

Spinal Cord Injury Patient Care Survey, 56504, 
71623 

Statement in Support of Claim, 27383, 44087 

Statement in Support of Claim for Service 
Connection for PTSD, 2755, 16039 

Statement of Marital Relationship, 16858, 33027 

Statement of Person Claiming to Have Stood 
in Relation of Parent, 2755, 16039 

Student Beneficiary Report - Restored 
Entitlement Program for Survivors, 61778 

Supplemental Disability Report, 13021, 28852 

Supplemental Income Questionnaire (For 
Philippine Claims Only), 16858, 33027 

Supplemental Physical Examination Report, 
24568 


Supplement to VA Forms For Philippine 
Claims, 44087 

Supplier Perception Survey, 70827 

Supporting Statement Regarding Marriage, 


Survey of Post-Deployment Adjustment among 
OEF and OIF Veterans, 72242 

Survey of Veteran Enrollees (Quality and 

Efficiency of VA Health Care), 70831 


Survey of Veteran Enrollees’ Health and 
Reliance Upon VA, 67557 

Suspension of Monthly Check, 38745, 56505 

Time Record (Work-Study Program), 15052, 
31682 

Trainee Request for Leave, 63354 

VAAR Clause 852.236.89, Buy American Act, 
2762, 16044 


VAAR Clause 852.236.91, Special Notes, 2762, 


16038 

VAAR Clauses 852.236-72, 852.236-82, 
852.236-83, 852.236-84 and 852.2, 6-88, 
16041 

VAAR Clauses 852-236-72, 852.236-81, 
852.236-82, 852.236-83, 852.236-84, and 
852.2, 6-88, 2759 

VAAR Part, 13, 2758 

VAAR Sections 809.106 1, 809.504(d), and 
Clause 852.2, 9-70, 2759 

VA MATIC Authorization, 24567, 40452 

VBA Loan Guaranty Service Lender 
Satisfaction Survey, 8846, 27382 

Veteran’s Application for Increased 
Compensation Based on Unemployability, 
15048, 33031 

Veterans Benefits Administration Voice of the 
Veteran Pilot Surveys, 20823 


Veterans Health Benefits Handbook Satisfaction 


Survey, 625 

Veterans Mortgage Life Insurance - Change of 
Address Statement, 24570, 40451 

Veterans Mortgage Life Insurance Inquiry, 
24571, 40455 

Veteran’s Supplemental Application for 
Assistance in Acquiring Specially Adapted 
Housing, 16859, 33032 

Veteran Suicide Prevention Online Quantitative 
Surveys, 637, 27384 

Voice of the Veteran Pilot Surveys, 4152 

VSO Access to VHA Electronic Health 
Records, 40454, 56503 

Waiver of VA Compensation or Pension to 
Receive Military Pay and Allowances, 
27381, 44086 


Accelerated Payment Verification of Completion 


Letter, 60132 
Appeal to Board of Veterans’ Appeals, 60135 
Application for Dependency and Indemnity 
Compensation by Parent(s), etc., 60132 
Application for Individualized Tutorial 
Assistance, 60133 
Child Care Subsidy, 60134 
Monthly Statement of Wages Paid to Trainee, 
60134 
Request for Supplies (Chapter 31-Vocational 
Rehabilitation), 60133 
State Application for Interment Allowance, 
60131 
Competition Under the America COMPETES 
Reauthorization Act of 2011, 42164, 42164 
Computer Matching Program, Department of 
Veterans Affairs and Department of Defense, 
67257 
Cost-Based and Inter-Agency Billing Rates for 
Medical Care or Services Provided by the 
Departmen: of Veterans Affairs, 40749 
Determinations Concerning Illnesses Discussed in 
National Academy of Sciences Reports on 
Gulf War and Health, 21099 
Disciplinary Appeals Board Panel, 8848 
Disciplinary Appeals Board Panel; Request for 
Comments, 77327 


Draft Master Plan, West Los Angeles VA Medical 


Center Veterans Programs Enhancement Act 
of 1998; Availability, 36955 
Enhanced-Use Lease of Department of Veterans 
Affairs Real Property: 


Charlie Norwood VA Medical Center, Augusta, 
GA, 5432 
Enhanced-Use Leases: 
Assisted Living Facility, Newington, CT, 67021 
Canandaigua, NY, 60965 
Department of Veterans Affairs Real Property 
for Mixed-use Development Including 
Permanent Housing Facility, Lincoln, NE, 
72045, 72046, 72047, 72048 
Fort Howard, MD, 61150 
Lyons, NJ, 61151 
Mixed-Use Development, Knoxville, IA, 67022 
Permanent Housing Facilities in Augusta, ME, 
71441 
Permanent Housing Facilities in Northport, NY, 
71441 
Permanent Housing Facility in Bedford, MA, 
71442 
Permanent Housing Facility in Brockton, MA, 
71440 
Permanent Housing Facility in Fort Harrison, 
MT, 71441 
Permanent Housing Facility in Hines, IL, 71440 
Permanent Housing Facility in Menlo Park, CA, 
71443 
Permanent Housing Facility in Spokane, WA, 
71440 
Permanent Housing Facility in Vancouver, WA, 
71439 
Permanent Housing Facility, Northampton, MA, 
67022 
Permanent Housing in Battle Creek, MI, 71439 
Permanent Supportive Housing Facility in 
Minneapolis, MN, 71440 
Permanent Supportive Housing Facility in St. 
Cloud, MN, 71442 
Permanent Supportive Housing Facility in 
Tuscaloosa, AL, 71439 
Roseburg VA Medical Center, Roseburg, OR, 
67023 
Senior Housing Facility, Kerrville, TX, 67023 
Skilled and Intermediate Nursing Home Care 
Facility in Mather, CA, 71442 
Transitional and Permanent Housing Facility in 
Bath, NY, 71442 
Transitional Housing Facility, Pineville, LA, 
67022 
VA Connecticut Healthcare System, Newington 
Campus, CT, 61150 
Environmental Impact Statements; Availability, 
etc.: 
San Francisco Veterans Affairs Medical Center 
Institutional Master Plan, 17752 
Extension of Existing Enhanced-Use Lease: 
Michael E. DeBakey VA Medical Center, 20088 
Fund Availabilities Under VA’s Homeless 
Providers Grant and Per Diem Program, 
48204 
Funding Availabilities: 
Supportive Services for Veteran Families 
Program, 74849 
Gulf War and Health, Volume 6, Physiologic, 
Psychologic, and Psychosocial Effects of 
Deployment-Related Stress, 2447 
Gulf War Veterans’ Illnesses Task Force Draft 
Report; Availability, 65321 
Meetings: 
Advisory Committee on Di 
Compensation, 6196, 11855, 17999, 27387, 
53169, 54292, 64429, 79273 
Advisory Committee on Former Prisoners of 
War, 24573, 68524 
Advisory Committee on Homeless Veterans, 
24087, 56881 
Advisory Committee on Minority Veterans, 


15055, 59772 


FEDERAL REGISTER INDEX, January--December 2011 


Advisory Committee on Prosthetics and Special- 
Disabilities Programs, 21107, 64429 
Advisory Committee on Structural Safety of 
Department of Veterans Affairs Facilities, 
21108 
Advisory Committee on the Readjustment of 
Veterans, 21802 
Advisory Committee on Women Veterans, 
6197, 37896, 64184 
Clinical Science Research and Development 
Service Cooperative Studies Scientific 
Evaluation Committee, 19189, 65781, 
73781 
Genomic Medicine Program Advisory 
Committee, 24573, 65563 
Geriatrics and Gerontology Advisory 
Committee, 17999, 54536 
Health Services Research and Development 
Service Merit Review Board, 6197, 42168 
Joint Biomedical Laboratory Research and 
Development and Clinical Science 
Research and Development Services 
Scientific Merit Review Board Panel for 
Eligibility, 1212, 19188, 19189, 24974, 
66367, 79273 
National Research Advisory Council, 15055 
Rehabilitation Research and Development 
Service Scientific Merit Review Board, 
5650, 42167 
Research Advisory Committee on Gulf War 
Veterans’ Ilinesses, 407, 31018 
Special Medical Advisory Group, 27388, 59189 
VASRD Forum, Improving Disability : 
Evaluation Criteria for Neurological 
Conditions and Convulsive Disorders, etc., 
80448 
VASRD Improvement Forum; Updating 
Disability Criteria for the Respiratory 
System, Cardiovascular System, etc., 62164 
Veterans Rural Health Advisory Committee, 
21107, 30244, 44091, 60965 
Voluntary Service National Advisory 
Committee, 16655, 59190 
Advisory Committee on Disability 
Compensation, 60136 
National Academic Affiliations Council; 
Establishment, 63357 
Performance Review Board Members, 64430 
Pilot Program of Enhanced Contract Care 
Authority for Veterans in Highly Rural Areas, 
50540 
Privacy Act; Computer Matching Program, 47299 
Privacy Act; Systems of Records, 14119, 19524, 
25409, 25412, 42769, 43386, 67561 
Private Purchase of Outer Burial; Virginia 
National Cemetery, 77327 
Public Availability of Department of Veterans 
Affairs FY 2010 Service Contract Inventory, 
8402 
Reasonable Charges for Inpatient MS-DRGs and 
SNF Medical Services; 2012 Fiscal Year 
Update, 60136 
Reasonable Charges for Medical Care or Services; 
2012 Update, 77327 
Summaries of Precedent Opinions of General 
Counsel, 4430. 

West Los Angeles VA Medical Center Veterans 
Programs Enhancement Act of 1988 Draft 
Master Plan, 3209 

Privacy Act; Systems of Records, 22452 


Veterans Employment and Training 
Service 


PROPOSED RULES 
Uniform National Threshold Entered Employment 
Rate for Veterans, 517 


Workers Compensation Programs Office 


NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2420 

Availabilities of Funds and Solicitations for Grant 
Applications: 

Homeless Veterans’ Reintegration into 
Employment, 33788 

Fiscal Year 2011 through Fiscal Year 2013 Stand 

Down Grant Requests, 13236 


Victims of Crime Office 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals: 
Victims of Crime Act, Victim Compensation 


Grant Program, State Performance Report, 
1641 
Wage and Hour Division 
RULES 
Republication; CFR Correction, 64237 
Wage Methodology for Temporary Non- 
Agricultural Employment H-2B Program; 
Guidance, 73509 
PROPOSED RULES 
Child Labor Regulations:: 
Child Labor Violations—Civil Money Penalties, 
Orders and Statements of Interpretation; 
Public Hearing, 61289 
Child Labor Regulations, Orders and Statements 
of Interpretation: 
Violations—Civil Money Penalties, 54836 
Child Labor Violations—Civil Money Penalties, 
67104 
Fair Labor Standards Act; Domestic Service, 
81190 
Temporary Non-Agricultural Employment of H- 
2B Aliens in the United States, 15130 
NOTICES 
Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 4946, 
15348, 48181, 52693, 60086 
Bona Fide Thrift or Savings Plan, Profit-Sharing 
Plan or Trust, 28242 
Family Medical Leave Act Employee and 
Employer Surveys, 32991 


Western Area Power Administration 


NOTICES 
2021 Power Marketing Initiative Proposal: 
Pick-Sloan Missouri Basin Program; Eastern 
Division, 47180 
2025 Power Marketing Initiative Proposal: 
Loveland Area Projects, 64083 
Application of Energy Planning and Management 
Program Power Marketing Initiative to 
Boulder Canyon Project, 23583 
Application of the Energy Planning and 
Management Program Power Marketing 
Initiative to the Boulder Canyon Project, 
30147 
Boulder Canyon Project, 56430 
Central Valley Project, the California~Oregon 
Transmission Project, the Pacific Alternating 
Current Intertie, etc., 56906 
Eastern Division; 2021 Power Marketing Initiative 


Proposal: 
Pick-Sloan Missouri Basin Program, 12104 
Energy Planning and Management Program Power 
Marketing Initiative; Withdrawal: 
Boulder Canyon Project Post-2017 Remarketing, 
81487 
Environmental Impact Statements; Availability, 
etc.: 
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Crowned Ridge Wind Energy Center Project, 
Codington and Grant Counties, SD; 
Cancellation, 40354 

Interconnection of Hualapai Valley Solar 
Project, Mohave County, AZ; Cancellation, 
57733 

Proposed Hyde County Wind Energy Center 
Project, Hyde County, SD; Cancellation, 
64941 

Proposed Solar Reserve, LLC Quartzsite Solar 
Energy Project, La Paz County, AZ, etc., 
70125 

Proposed Wilton IV Wind Energy Center 
Project, North Dakota, 43324 

TransWest Express 600 kV Direct Current 
Transmission Project, Wyoming, Colorado, 
Utah, and Nevada, 379 

Final Principles of Integrated Resource Planning: 
Acquisition and Transmission Planning; 
Revisions, 38146 
Interconnection of Proposed Hyde County Wind 
Energy Center and Proposed Crowned Ridge 
Wind Energy Center Projects, 2903 
Orders Temporarily Extending Transmission 
Formula Rates: 

Central Arizona Project-Rate (Order No. 

WAPA-153), 548 
Pick-Sloan Missouri Basin Program: 
Eastern Division 2021 Power Marketing 
Initiative, 71015 
Post 2014 Resource Pool Loveland Area Projects, 
Final Power Allocation, 45551, 64085 
Proposed Base Charge and Rates: 
Boulder Canyon Project, 8359 
Proposed Power, Transmission, and Ancillary 
Services Rates: 
Central Valley Project, et al., 127 
Rates: 

Desert Southwest Customer Service Region, 

8730 
Proposed Transmission and Ancillary Services 
Formula Rates: 

Loveland Area Projects, Western Area Colorado 

Missouri Balancing Authority, 5148 
Rate Orders: 

Desert Southwest Customer Service Region, 
28767 

Desert Southwest Customer Service Region; 
Western Area Lower Colorado Balancing 
Authority, 59682 

Loveland Area Projects - Western Area 
Colorado Missouri Balancing Authority, 
56433 

Loveland Area Projects—Western Area 
Colorado Missouri Balancing Authority, 
61184 

Records of Decision: 

Modification of the Groton Generation Station 

Interconnection Agreement, 75876 
Rice Solar Energy Project Record of Decision, 
78916 


Workers Compensation Programs 
Office 


RULES 

Longshore and Harbor Workers’ Compensation 
Act; Recreational Vessels, 82117 

Performance of Functions; Claims for 
Compensation Under the Federal Employees’ 
Compensation Act; Compensation for 
Disability and Death of Noncitizen Federal 
Employees Outside the United States, 37898- 
37952 

NOTICES 

Agency Information Collection Activities; 
Proposals, Submissions, and Approvals, 2421, 
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10070, 10071, 16841, 24918, 28818, 52352, Division of Coal Mine Workers’ Compensation, Division of Longshore and Harbor Workers’ 
53966, 64976 13669 Compensation, 39904, 67481 
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